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KSC Sororities 
Pledge 125; 
166 Rushees 

Kansas State's seven sorori- 
ties pledged 125 women at the 
end of rush week which ended 
Friday. A record attendance of 
166 women went through this 
year. 

Pi Beta Phi led the pledging with 
25, Chi Omegas were second with 23. 

The girls who pledged are listed 
by sororities as follows: Alpha Delta 
PI: Joanne Petrich. Delia Gray Smith, 
Wilma Ward and Amy Wilkenson, 
Manhattan; Katheryn Bo wen, Hoope- 
ston, 111.; Peggy Jane Brown and 
Jean Rowena Fleming, Minneapolis; 
Maxine Chlldera, Mission; Jean Craw- 
ford. Pat Martin, and Mary Eleanor 
Smith. Wichita; Phyllis Jean Fred- 
rlckson, Concordia; Barbara Dial, 
Coffeyvflle; Llla Lou Johnston. 
Lindsborg: Mary Jeanne Miller, Mer- 
rlam; Qlennls Potter, Sterling; Su- 
zanne Smith, Kansas City, Mo.: and 
Eleanor Strlegel, Fredonla. 

Alpha XI Delta 

Alpha XI Delta: Charlotte Marie 
Dorf, Manhattan; Mildred Beach, 
Garden City; Maxlne Crawford, 
Goodland; Nancy Crawford and 
Anna Louise Larson, Kansas City; 
Patricia Deniaon, Oklahoma City, 
Ok l.i. ; Edna Gilmore, El Dorado; 
Beverly Hale, Mankato; Irma Geral- 
dine Johnson, Topeka; Norma Lump- 
kin, Phillipaburg; Betty J. Marts, 
Chapman: Naomi Miller, Syracuse; 
and Patricia Tilton, Medicine Lodge. 

Chi O's Pledge 23 

Chi Omega: Pat Beck, Jeanne Han- 
ly, and Sarah Ulrich. Manhattan; 
Kathryn Ashbaugh aud Viola Unruh, 
Newton; Marjorle Caldwell, Mona 
Jane Evans, and Rebecca Tice, Hutch- 
inson; Peggy Cheatuni and Patricia 
Roth, Wichita; Joan Dykeman, Wel- 
lington; Virginia Epp and Lois Sum- 
mers. Salina; Phyllis Evans, Stanley; 
Lou Jean Fletcher, Pratt; Betty Ho- 
gan, Kansas City, Mo r PetfKy Oster- 
hout. Winneld; Wilma J. Piatt, Mis- 
sion; Roberta Reinhardt, Glen Elder; 
Norma Schroer, Randolph; Blythe 
Taylor, Lyons; Shirley Warner, Ot- 
tawa; and Maxlne Ruth Ylander, 
Omaha, Neb. 

IS Go Tri Delt 

Delta Delta Delta: Mary Brass, 
Wilmore; Barbara M. Bross, Abilene; 
Judy Cazier and Marilyn Larson, Wa- 
rn ego; Dulcle Danlelson, St. Francis; 
Roma Earlywine. Pratt; Bonnie 
French and Doris Marshall, Topeka; 
Bettyjean Hinds, Hutchinson; Mar- 
lyn Hurd, Nlckeraon; Marilyn Mulvi- 
hill, Anderson, Ind.; Eleanor Beth 
Myers, Wichita; Ernestine Soller, 
Washington; and Ruby Wilson and 
Ruth Wilson, Valley Center. 

Kappa Delta 

Kappa Delta: Helen El line and 
Phyllis Hugos, Manhattan; Louise 
Belm, PhUlipsburg; Joan Bennett, 
HaTlland: Jean Braden, Indepen- 
dence; Jean Douglas, Wlnfletd: Kath- 
ertne Oatz, Preston; Mary Helen 
Rood, Peahody; Norma Van Buren, 
Alta Vista; and Mary Ann Weaver, 
Alma. 



Collegians . . . 



State art 

dent who paid the activity fee 
and received an activity book la 
entitled to a copy of The Col- 
legian. 

This and the following i 
Ihhuom will 
stacks in the College Post Of- 
fice. As soon as the mailing list 
ran be compiled, Individuals will 
be mailed their copy through 
their regular boxen at the 1'. O. 

Anyone who is intereated In 
writing for and I 
Collegian is urged to 
/Mary Jane Jone*. editor, and the 
- Collegian office In 
at 4 p. m. Friday. 



Kappa Kappa Gamma: Barbara 
Baylies and Ann.Charlson, Manhat- 
tan; Shirley Baker, Fort Scott; Ar- 
lene Black, Cofleyvllle; Mary Lou 
Boyd. Stafford; Madonna Cannon, 
Marie Oberhelman, Mary Margaret 
Sinclair, Bettye Lee Weber and Bar- 
bara Lee West, Kansas City, Mo.; 
Ann Collins. Sallna; Connie Frizxell, 
El Paso, Texas; Martha Louise Oreen, 
Garden City; Carol Jean Heter. Ster- 
ling; Ruth Jacob, Wichita; Mary 
Frances Jennings, Junction City; 
Kathleen Idol, Kansas City; Emeiie 
Kirk, Topeka; Jean Ramsay, Lincoln, 
Neb.; Charlene Warner, Wamego. 
Nancy Lee Wilcox. Hutchinson. 



K-Staters Mix 
At Y Parties v 
Here Tonight 

Tonight opens the College 
year's activities for YWCA and 
YMCA. YW is entertaining all 
freshmen and upper class wo- 
men at the College Sister Party 
in Nichols Gym at 7 : 30. For men 
students there will be the Kick- 
off at Recreation Center in An- 
derson Hall at 7:30. 

This 1b the first Kick-off since 1942, 
according to Dr. Holtz, YMCA secre- 
tary, and all College men are invited. 
Dr. Howard T. Hill will preside. The 
entire coaching staff and George 
Wreath, president of YMCA will be 
presented. Song leaders and cheer 
leaders will be there to teach the men 
college songs and yells. 

Annual Hlster Party 

The College Sister Parly is an an- 
nual event. Each new woman, fresh- 
man or transfer, has been given the 
name of an upperclassman who acts 
aa her big sister. The big sisters are 
to take their little sisters to the party 
tonight and help them get acquaint- 
ed. Even if new students are iftt con- 
tacted by their big sisters they are 
urged to attend. 

After a short session or get-ac- 
quainted games, Roberta Townley 
and Judy Doryland will Introduce the 
YWCA Advisory Board and other 
prominent women on the campus. 
Lois Johnson will lead the group In 
singing. 

Trio To Sing 

The College trio consisting of Ruth 
Fenton, Joyce Crippen and Pat Fair- 
man will present several numbers, 
and Beverly Hunt of Manhattan High 
School will tap dance. After the pro- 
gram there will be group dancing and 
refreshments will be served. 

In the receiving line will be Dean 
Helen Moore, Mrs. Mary Van Zile, 
dean emeritus, Mrs. Milton Elsenhow- 
er and Roberta Townley, YW presi- 
dent. All the YWCA cabinet mem- 
bers will act as hostesses. 

Big-Sister co-chairmen are Lois 
Johnson and Judy Doryland, and Dean 
Helen Moore Is the sponsor. Maurlne 
Pence has been in charge of arrange- 
ments, and Ruth Hodgson worked on 
invitations. Frances Ewart was in 
charge of publicity. Dorothy Coch- 
ran is In charge of the games and 
Rath Fenton will supervise the re- 
freshments. 



President Elsenhower 




pi 



, Pledge Clam 

Beta Phi: Virginia Buster, 
Etlenne Guerrant, Helen Otto. Jo Ann 
Scheu, and Ruth Ann Wolf. Manhat- 
tan; Mildred Allison, Helen Lawson, 
and June Sorensen, McPherson: Han- 
nah Bacon and Jane Phillips, Hutch- 
inson; Martha Beckman and Mary 
Louise Schovee, Topeka; Billle Davis, 
Ellis; Pauline Fredrlckson and Pa- 
tricia McCrary, Concordia; Jean 
Holmgren, Ann Huddleston, Rose- 
mary Maloney. Patricia Piter, and 
Beverly Jean Smith, Kansas City, 
Mo.; Mary Frances Hosmer. Wichita 
Falls, Texas; Patricia McKlnney, Os- 
wego; Joan Myers, Galva; Jeanne 
Peabody, Highland, and Jacqueline 
Timmons, Riley. 



I extend to every new and ev- 
ery returning student warm per- 
sonal greetings. 

This may be, certainly we hope 
it is, the last school year of the 
war. Without diminishing at all 
the work we do toward military 
victory, it is now imperative that 
we focus our minds on the future 
and decide what kind of world 
we want to build on the ashes of 
this war. Of one thing we are all 
certain: We want a free, peaceful 
world. And we arp prepared to 
do whatever may be required of 
us to gain that goal. We will 
train our minds brondly, we will 
learn to think deeply and clearly, 
and we will develop those pre- 
clous qualities of tolerance and 
kindliness, for we know that the 
freedom and the pence we want 
can spring only from our minds 
and our hearts, n«i from mere 
devices and organizations, 

Kansas State College Is a dem- 
ocratic instrument of a demo- 
cratic people. Its siaff and its 
studenta have faith In the Amer- 
ican system. Staff and student h 
alike are determined that our 
educational program— technical 
competence, cultural attainment, 
faith in democracy, and ability 
to deal wisely with all the prob- 
lems confronting our democracy 
— ahall be fulfilled In every par- 
ticular. 

There is plenty of fun to be 
had and there are Joyous associa- 
tions to be developed without 
diverting us from our great pur- 
pose. 

So, welcome to the campus 
for this fall term. All of the doors 
of the College are open to you. 
Every member of the staff who 
can help you resolve any uneer- 

s that n 
minds stands 
he can. 

Sincerely, 

8. Elsenhower 



Enrollment Figures Climb 
Toward Last Year's Mark 

479 Freshmen Engage In Induction Activity 
Including Teste, Lectures, Campus Tours; 
Veterans Enroll Under Rehabilitation Program 

Enrollment figures reached a total of 1,002 Tuesday night, three 
less than figures at the same time last year, with indications that 
the civilian total will be about the same as in 1943. Four hun- 
dred and seventy- nine freshmen enrolled Monday — 300 women 
and 179 men. The upperclass registration ended late yesterday 
afternoon. 

Dean R. A. Seaton has an- 
nounced that 35 certifications 
have been received for training 
of disabled veterans under the 
vocational rehabilitation train- 
ing program of the Veterans' 
Administration. He stated that 

at least 30 other veterans would en- 
roll this semester in the rehabilita- 
tion program, and that 10 men have 
enrolled for rehab! Hint ion training 
under the programs of the state 
boards for vocational education. 

President Elsenhower addressed 
the freshmen at their first assembly 
Monday morning, after which by al- 
phabet lea l*g roups the Incoming frosh 
enrolled, took physical examinations 
and toured the campus. 

The lour for transfer students was 
held yesterday afternoon and con- 
ducted by Mortar Board members. 
Aptitude tests were given Tuesday 
and Wednesday mornings In the col- 
lege auditorium as a part of the reg- 
ular freshman induction program, 
and all freshmen women attended lec- 
tures by I lean Helen Moore both those 
afternoons while the freshmen men 
heard I)r. A. A. Holtz. 



ready to do what 



German Journalist 
To Speak Wednesday 

Martin Hall, German-born journal- 
ist, lecturer and teacher, now on the 
faculty of the Pacific School of Reli- 
gion, Berkeley, Calif., will speak at 
an assembly in the Auditorium 
Wednesday at 3 p. m. Mr. Hall will 
discuss "Re-education of Nazi Youtb 
— How Can It Be Done?" 

Mr. Hall 1b being brought to Man- 
hattan under the auspices of the Kan- 
sas Institute of International Rela- 
tions. In addition to his talk at the 
College, he will speak to Manhattan 
high school students and again at a 
public meeting at 8 p. m. at the high 
school. At the night meeting he will 
discuss "Can Europe Live With Ger- 
many?" 



TryouU 



• • • 



For cheer leaders will be Fri- 
day at ft p. m. in Nichols Gym- 
niwilum, room 308, according to 
Mike Abeam, athletic director, 
and Pauline 



Appoint Tliackrey 
AdministrationDean 

The first of a series of changes de- 
signed to prepare the College for 
heavy postwar responsibilities was 
made recently wiieu Rusaell I. Thack- 
rey was appointed Dean of Adminis- 
tration. Dean Thackrey will aid Pres- 
ident Elsenhower In correlating cur- 
riculum changes to meet postwar 



First Convocation 
Today At 11 O'clock 

Lester McCoy, chairman of the 
state board of regents, will give the 
annual regents' address at the open- 
ing convocation this morning at 11 
o'clock. President Milton S. Elsen- 
hower will introduce Mr. McCoy at 
the assembly In the College Audito- 
rium. 

After an organ prelude by Richard 
Jesson, assistant professor of music 
education, Reverend Charles Davtes 
of the Episcopal Church, will give 
the invocation. 

Other numbers will include the 
singing of "Star Spangled Banner" 
and "Alma Mater" under the direc- 
tion of Prof. William Llndqulst, head 
of the Department of Music; and a 
piano nolo, played by Charles Strat- 
um, associate professor of 



'Church Night 9 

The Manhattan churches are hold- 
ing open house for Kansas State stu- 
dents Monday night. Each church 
will be open and will have a mixer. 
Students may go to the church of 
their choice. 

Theme of the Methodist students' 
party will be airplanes. Betty Sue 
Hannah will be In charge of general 
arrangements. Assisting her will be 
Ruth Wllklns, Neva Wllkias and Dor- 
othy English. Their mixer is sched- 
uled for 8 o'clock In the Methodist 
Church basement. 

Represen tat Ives of other Manhat- 
tan churches could not be reached, 
but each church will be having spe- 
cial entertainment. 

Closing hours Monday night will 
be 11 o'clock. 




Volker Gives 
K.S.C $200,000 

Kansas State College has been 
granted a private endowment of 
$200,000 to be spread over a five-year 
period for the support of an Institute 
of American Cltisenship. 

"The Institute of American Cltisen- 
ship will be a vital part of the post- 
war educational program of Kansas 
State," President Milton S. Eisenhow- 
er said In announcing the grant. "Its 
broad purpose will be to help students 
develop an abiding faith In American 
Institutions and ways of lite. Its pro- 
gram will be designed to Inspire and 
inform students regarding the signif- 
icance, the organisation, and the 
functioning of effective citizenship 
at the local, State and national levels. 
It will equip students especially with 
an understanding of American his- 
tory, Institutions, spiritual spring* of 
American net Ion, and practical demo- 
cratic methods. It also will help them 
learn the methods by which they may 
tench these fundamentals In srlioola 
below the college level, particularly 
In our high schools." 

.\ Three-roM Program 

Tho Institute of American Citizen- 
ship will be directly responsible to 
the President of the College and will 
have a three-fold program of resident 
Instruction, adult extension, and re- 
search. President Eisenhower said. 

The exact nature of the resident 
instruction program will not be de- 
veloped until the Director of the In- 
stitute has been appointed, but in 
general at least four courses will be 
offered for both graduate and under- 
graduate credit. One will be a com- 
prehensive courae on the develop- 
ment of American life and American 
government, bringing together Into 
a complete whole the economic, his- 
torical, sociological, literary, and 
general cultural development of 
America and the American way of 
life, with emphasis on individual- 
citizen and group responsibility In tbe 
conception, development, and 
te nance of our free 



needs, In coordinating rehabilitation 
and other federally-sponsored pro- 
grams and In planning and adminis- 
tering the Kansas State College sum 
mer schools. 



Effective October 1, Dean Thack- 
rey will take over the summer school 
duties heretofore assigned to Dr. E. 
L. Hollon, who for many years has 
been dean of summer school as well 
as head of the Department of Edu- 
cation. Dr. Holton will continue In 
the latter capacity for the time be- 
ing, although under regulations of 
the Board of Regents, Dr. Holton 
must be relieved of all administrative 
work by the end of the 1944-46 school 
year. 

The post of vice-president has been 
discontinued and Dr. S. A. Nock has 
been designated director of admis- 
sions, The director of admissions 
will, in addition to supervising the 
work of the Registrar's office, have 
charge of all admissions to the Col- 
lege, both regular and Irregular, and 
will have charge of the granting of 
credit, a problem which in the im- 
mediate postwar period will have 

Pretteiit Conclusion* 

During the early part of Septem- 
ber, the Committee on Postwar Edu- 
cational Adjustments presented, af- 
ter seven months' study, lit tentative 



Becond 

A second course will be a 
practical one In municipal and State 
democratic procedures. This course 
will emphasise methods that have 
been used in various cities and States 
to bring about greater citizen partici- 
pation and to achieve Improvement 
In basic democratic procedures. 

A third course will deal with the 
Federal government, examining the 
legislative, executive, and judicial 
procedures, not as they are normally 
described In textbooks, but aa they 
actually are — ranging from policy- 
making by executive officers to the 
practical working relations between 
executive establishments and Con- 
gress and the influence of 
groups 

Course for ' 

A fourth course will deal with 
methods that can best be used by 
teachers, especially high school 
teachers, to make the study of his- 
tory, civics, and citizen participation 
an exciting adventure for young stu- 
dents. 

The adult extension program or 
the Institute will include radio pro- 
grams to the people o( the State and 
forum and discussion meetings with 
the College faculty, Farm and Homo 
Week audiences, 4-H Club groups, 
and various educational, civic, and 
religious groups throughout the 
State. 

The research program of the Insti- 
| tute will Include studies of the most 
effective methods used In citizen edu- 
cation at other colleges and univer- 
sities, practical studies of good and 
bad practices In the governmental 
functioning of selected cities, and 
studies In other significant aspects of 
the functioning of democracy. The 
results of these research studies will 
be Incorporated In the < 
by the Institute. 
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Another Welcome . . 

When (and If) the freshman's 
probably thoroughly confused by now 
eye rests on this column, he may be 
rather weary of welcomes and intro- 
ductions, but we'd still like to add 
our bit. The Collegian as an all-school 
paper Is now HIS paper too, and we 
want him to regard it as Just that. 

His enthusiasm, energy, and 
healthy curiosity goes a long way to 
make Kansas State "tlclr," whether he 
realises It or *ot. And this year, as 
every year, we want him to know that 
we appreciate it. 

What college means has been ex- 
pressed many limes so eloquently 
that*%e will not attempt to compete 
here, but from our experience, now 
as upperclassmen, we give our word 
that every word of those glowing 
promises Is true, and in four years 
the freshmen of 1944 will know what 
we mean. 



We're Glad To He* You 

In short, freshmen, you'll have a 
grand time at K-State. you're glad to 
be here, and The Collegian, as the of 
flclal student publication, speaking 
for the student body, Is glad to have 
you here. 

To upperclassmen and freshmen 
alike, the Collegian renews its pledge 
to try to print ALL your news, and 
In the manner YOU want to read U 
Our policy remains impartiality In an 
accurate and complete coverage of 
the departments, schools, and extra 
currlcular activities, 

And though freshmen won't notice 
the difference, old students will note 
the complete change of foremat. in 
eluding, like, type, and some style 
changes,' from the larger Collegian 
of last year and several yeara betore 

The new Collegian is more modern 
In size and style according to typo- 
graphical standards, and our aim is 
to print tha news the same way. 

A I»B Year Ahead 

It's going to be a big year in Kan- 
sas State history. The air this week 
has been full of enthusiasm and prom- 
ise. Even If the enrollment doesn't 
reach the mark of the pre-war days, 
those of ub that are here fully realize 
our purpose, and appreciate our op- 
portunity, perhaps more than those 
fellow K-Staters who went before us 
in the more carefree days of peace. . 

And so, The Collegian, fresh In its 
new foremat, Joins the ranks of you 
all who are looking ahead and plan- 
ning bigger and better things, not 
only for post-war. but for this year, 
here, now. 

As before, we will welcome student 
opinions for publication In our "Let- 
ter to the Editor" column. We will 
print letters ot both criticism and 
praise, both sides of matters of con- 
troversy, and be glad to receive sug- 
gestions of any kind at all times. 

Then, with the help of everyone, 
here's to a "better-than-ever" Kansas 
State during the 194 4-46 school year. 



It's Your K-State 

So you've come to college. 
It's your first visit to our ivy-covered 
buildings. Or perhaps you're ao old- 
timer here. But whether this Is the 
first or last semester you'll be walk- 
ing down the campus walks as a col- 
lege student, didn't you get a little 
t brill as you walked up the steps to 
Anderson Hall? Wasn't there a feel- 
ing of pride as you wandered about 
the campus or paused for a moment 
in the quiet halls of the library* 

Kansas State Is your college. It Is 
a school rich with traditions and a 
glorious past. Its present and future 
depends on us, the student body and 
the faculty. Be proud of Kansas 
State. It deserves your pride. 

School spirit Is off to a good start. 
There has been plenty of pep and en- 
thusiasm displayed this week of en- 
rolling. Bat don't let It stop with this 
week. Let's get behind the football 
and basketball yteam. Come to the 
games and "cheer with all your might 
for our side." Learn our Alma Mater 
and the fight song. Participate in and 
support all the college activities. Talk 
up your school when you go home. 

Kansas State is an old school, but 
it has young Ideas. This post-war 
planning Isn't going to be Just a myth. 
In the meantime, whether you are 
looking up references in the library, 
studying planarla in zoology lab or 
Just gusslfng a coke In the "Can," 
remember it's a privilege to come to 
Kansas State. — J. W. 




While the campus is bumming with 
the activity of freshman Induction 
and enrollment former Kansas State 
men and women are still showing that 
they have what it takes to help bring 
r he war to an end in all theatres of 
action. If you have any news of Wild- 
cats in the service, we'll be glad to 
pass It on for you. 

News releases from the Army Air 
forces reveal that among the young 
"hell from heaven" men who have 
won their wings recently were 2nd 
Lt. Oakley W. Mcintosh f. s. '41-42. 
Lieutenant Mcintosh received his 
commission and wings from the 
Bombardier school at Big Spring, 
Texas. Saul Oorin, another former 
student, received his wings and rat- 
ing of Right officer at the twin-engine 
school hi Williams Field, Chandler. 
Ariz. 



August 1 at 

tenant Froellch 



one of the few 



former K-State students to return to 
the campus for training under the 
Army Air Forces program. Froellch, 
(Continued on page three) 



117 Receive Degrees 
During Summer 

Sixty-eight students wese granted 
degrees at summer school commence- 
ment exercises in the College Audito- 
rium, September 16. This brought the 
total of degrees granted by the Col- 
lege during the 1943-44 school year 
to 418, 

Charles M. Harger, editor of the 
Abilene Reflector-Chronicle and 
former chairman of the State Board 
of Regents, gave the commencement 
address. Degrees of bachelor of 
science, master of science and doctor 
of veterinary medicine were conferred 
by President Milton S. Elsenhower. 

At the close of the first session ot 
summer Bchool 49 Btudents were 
granted degrees on July 26. There 
were no formal commencement ex- 
ercises. The President conferred the 
degrees after an informal dinner in 
Thompson Hall. 



Cadet Russell D. Osterhout, r. s. 
from Wichita, has reported at Carts- 
bad, N. M„ Army Air Field, where he 
will receive advanced flight training 
In high-level bombardlerlng and dead- 
reckoning navigation. 

Everett E. Avers f. s. '38-'40 of 
Manhattan Is now enrolled as an avia- 
tion cadet in the pre-fllght school at 
Maxwell Field, Ala. 



The Air Medal has been awarded 
to 2nd Lt. James H. Shaver, former 
Kansas State student, for "merito- 
rious achievement" while participat- 
ing In several bombing attacks upon 
German war plants and military de- 
fense points. Lieutenant Shaver Is 
a bombardier on an 8th Air Force 
B-l 7 Flying Fortress. 

Former student Don- E. Nicholson 
navigator on a B-l 7 Flying Fortress 
is another recipient of the Air Medal 
for bis work In attacks on war Indus* 
tries in Germany and France. 

First Lt. Thaine Clark of Concor- 
dia, former student has been awarded 
the third Oak Leaf cluster to the Air 
Medal. Announcement from Air Force 
headquarters in England carried the 
citation "For meritorious achieve- 
ment in accomplishing with distinc- 
tion several aerial operational mis- 
sions over enemy occupied Europe." 

Lt. William H. Funk, former stu- 
dent In mechanical engineering at 
Kansas State is with the Army Air 
Forces somewhere In Australia. 



From the Navy comes news that 
Loroy E. Bennett, former student, was 
commissioned an Ensign in the U. S. 
Naval Reserve when he graduated re- 
cently from the Naval Reserve Mid- 
shipmen's School, Abbott Hatl, North- 
western University, Evanston, 111. 

More from the Navy ... A letter 
from Ens, Arthur Pryor, Ch. E. '43 
says "I was quite surprised to meet 
Ens. Glen Alleman, USNR, Ch. E. 
'44, here the day after reporting 
aboard for duty. Ensign Alleman will 
report to Massachusetts Institute of 
Technology soon for advanced train* 
ing In radar before going with the 
Fleet." Ensign Pryor Is now with 
NTS(Pre-Radar) Bowdoln College, 
Brunswick, Maine. I 



P P P P P P 



Lt. Merrill H. Wens, f. s, '43, of 
the 27 1st* Infantry at Camp Shelby, 
Miss., writes that the following for- 
mer K-Staters are In bis regiment — 
Lt. Col. L. C. Lane, Capt. Bob Snyder, 
Lts. Fred Kohl, LeRoy Sidfrld, and 
Jim Sharp and Pfc. Dale 



A gold star for Lt. Robert Froellch, 
former business administration stu- 
dent who was killed in a plane crash 



Welcome 
Students 

Glad you're here 
wherever you've 
come from 
far or near 
faculty, students 

one and all 
We're here to 
serve you so just 
call 

Yellow 
Cab 

Dial 4407 



The bicycle tali lamp of peace is 
saving Uvea in war. The fighting man 
adrift at sea is using it to signal a 
passing ship or plane. 



Word has been received recently 
that citations for bravery in action 
have been awarded several former 
students. From an 8th Air Force 
Bomber Station in England comes 
word that 1st Lt. Glen J. Thomas f. 
s. '42, pilot of a B-l 7 Flying For- 
tress, has been awarded the Air Med- 
al. The award was for "meritorious 
achievement" during bombing at- 
tacks on Nazi war Industries and on 
military targets in France in support 
of Allied ground forces. 



SELECT PICTURE FRAMES 
and 
FRAMING 

Aggie Hardware and Electric Co. 

1205 Moro ~ Phone 2993 



r 



What would you like to see in this 
corner? Would your eyes rather rove 
over "Glib Clippings" of the humor- 
ous type— "Outside the Ivy Walls- 
telling ot national news events — 
"Damlflno," the so-called "dirt" 
column edging on the campus gos- 
sip side — "Over the Ivy Walls" made 
up of famous sayings and clippings 
from other newspapers — or some oth- 
er type of column not heretofore 
printed In The Collegian? 

Last year was the first in which 
students opened their Collegians to 
this spot and found no gossip column. 
We want to know if you missed It or 
would you rather we continue with 
the "stolen Joke" Ollb Clipping Idea? 

Drop a note In the Collegian col- 
lege post office box staling your pref- 
erence. We want to print what our 
readers want to read. 

THE STAFF. 
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* KANSAS 
ivitfcut frttixetty Reeded. ? 

rbli state's highways are doing their pan for Victory. Last 
year bus Unci carried over half of all the passengers that 
otic carrier*. People in many 




Job of all dme. That It why our service to you now Can 
always be what^ I^^J^Qiajho'' ^wl**^V* What you have ci 



Its patriotic consideration of the conditions created by < 

After Vi ctor y look to Overland Greyhound for a new 
chapter in comfortable, convenient, highway transportation. 

CWtw tn«*rm. ta mm * »trt Itstai— leri 
tiM*n m t—> Basnet. Ws tmtb fcttj 

UNION BUS DEPOT 

5th & Poyntz Phone 4351 

AW CONDITIONED BUSES 

• QVIlt LAND ^Z^S- 
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"Spirit of Victory* 

The American Telephone and Telegraph Com- 
pany, its twenty-one associated operating tele- 
phone companies, Bell Telephone Laboratories, 
and Western Electric Company, continue to face 
unprecedented demands for telephone communi- 
cation. 

Never before in the country's history has there 
been so much evidence of the indispensable part 
telephone service plays in the life of the 
It makes a direct contribution t 
of every put of the war effort 
The sense of responsibility which telepho 

bin this 



call the "Mpirit of 
the "spirit of victory.** The men and 



of the 
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Freshmen, Seniors Alike Find 
K-State Facts In '44-'45 K-Book 



Are yon worried about what to do 
with your money? What are you go- 
ins to eat at college? Do you need 
eome telephone numbers? These and 
many other interesting topics are alt 
solved for you In that slick little 
white book with the spire of Ander- 
son Hall depicted on the front — the 
1944-45 K-Book. 

Published annually by the Student 
Governing Association, the YHCA 
and the YW< ' A, this volume is a ver- 
itable encyclopedia of knowledge re- 
garding Kansas State College, Us of- 
ficials, its activities and its traditions. 
Everything from a map to direct 
weary footsteps to a greeting from 
President Eisenhower and a church 
index can be found In It. 

Facts For Seniors Too 

This guide to campus aiTairs can 
also tell many an upperclassman a 
few things. You, Jim Senior, did you 
know that the college library has 
'over 130,000 bound volumes for your 
perusal, besides offering a wonderful 
place to meet your campus cutle? 
BWOC, could you tell me that the 
third verse of our alma mater begins, 
"Bright beams a beacon across life's 
sea," and that all Kansas State stu- 
dents call at the post office daily for 
mail? 

The K-Book can direct a new stu- 
in the best way to stumble 



through the enrollment process. It 
introduces President Elsenhower, 
Dean Helen Moore, "Doc" Holts. Mrs. 
Dorothy Downey, members of the 
Student Council, and cabinets and ad- 
visory boards of the YM and the YW. 

Comments On Football 

In regard to "big time" football 
games (such as are held at Kansas 
State) it "sea" here! "Freshmen with 
their bright caps, cars gaily trimmed 
with bunting, flags flying, with every- 
body in a hurry and a state of excite- 
ment seem to have fallen over the 
town," and "Thousands of persons 
attend these games to witness some 
of the best teams in the nation battle 
and match wits with our own aggrega- 
tion," 

The wonder book may act aa a 
temporary telephone directory, for It 
lists the sundry sororities and inde- 
pendent women's houses. It trans- 
lates Oreek alphabets into honorary 
and professional fraternities and tells 
you what other organizations stand 
for. 

All or this needed information may 
be obtained at no cost to you — If you 
didn't get one as you enrolled, call 
at either Y office and get your copy 
of the K-Book and you'll have no ex- 
cuse for not knowing everything about 
Kansas State College. 



Grad To Give 
Annual Dinner 



Mile. Seeks K.S.C. 
College Editor 

A month In New York as Guest 
Editor of Mademoiselle is the jour- 
nalistic plum toward which career- 
minded collegians with a flair for 
writing, reporting, photography, illus- 
tration, etc., can direct their efforts 
now. Mademoiselle is again inviting 
applications for membership on Ita 
College Board. 

Being a Board member means com- 
pleting four assignments a year 
which, in toto, give a rounded por- 
trait of the college — Its activities, 
new courses, new trends, social as- 
pects, EVERYTHING that's NEW. 

Everything submitted during the 
year counts toward that final plum, 
the Guest Editorship. And fourteen 
girls are chosen each year to enjoy 
that month in New York. 

On application to Mademoiselle, 
would-be Board members will be In- 
vited |o bp nil it brief trial rttfiurt spot- 
lighting anything newly OTTthe cam- 
pus, a snapshot of themselves, their 
college address and home address, 



Pepsters .... 



will 



day at 5 p. in. 



THACKREY APPOINTED 

(Continued from page one> 
conclusions on essential curriculum 
changes to the College Advisory 
Council. Curriculum changes which 
seem to meet postwar needs, will be 
presented to the faculties of the five 
schools and finally to the faculty as 
a whole for its action. 

Dean Thackrey will aid President 
Elsenhower In coordinating all such 
work. 

Thackrey, head of the Department 
of Industrial Journalism and Print- 
ing for the past four years, has been 
on leave since May, 1943, for service 
in the U. 8. Navy. He was a lieutenant 
in the training literature section of 
the Navy's aviation training division 
and was released from, actjve X^val 
duty on request of President «EIaen- 
hower. This was in line with a policy 
of the Navy Department regarding 
class year, and an idea of their extra- men over 38 years of age whose ser- 
curricular activities and Interests. vices are requested for important 
civilian Jobs. 



A unique and helpful gift has 
received, by the College from Mr. and 
Mrs. B. M. Anderson of Kansas City, 
Mo. Mr. Anderson, Ag. '16 and '23 
and M. S. '28, is secretary of the 
.American Hereford Cattle Breeders 
Association. * 

Mr. and Mrs. Anderson will spdn- 
sor on the College campus an annual 
dinner honoring the presidents of all 
organisations connected with K -State, 
There are 96 such organisations on 
the campus. 

Plana Being Made 

In making preliminary plans tor 
the first dinner with Kcnney L. Ford, 
alumni executive secretary, Mr. An- 
derson said, "Mrs. Anderson and I are 
happy to sponsor this dinner for the 
presidents of all student organiza- 
tions and such other organizations aa 
the Alumni Association, the Endow- 
ment Association, the Research Foun- 
dation and the Building Foundation 
because we feel that out of such a 
program will come unity of purpose 
among the various organizations and 
a greater, more effective loyalty to 
Kansas State." 
Ford In Charge 

Mr. Anderson requested that Mr. 
Ford have charge of the arrange- 
ments for the annual dinner. He speci- 
fied that his financial donation for the 
coat of the dinners would be given to 
the Kansas State College Endowment 
Association. He suggested that Pres- 
ident Eisenhower be the speaker and 
Dr. A. D. Weber the toastmaater at 
the first dinner to be held this year. 
Doctor Weber, newly appointed head 
of the Department of Animal Hus- 



bandry, la a 



student of Ander- 



Presldent Elsenhower, In accepting 
the gift, stated that the annual din- 
ner would constitute a highly worth- 
while phase of the total College pro- 
and that it would be called "The 



BARS »N STRIPES 

(Continued from page two) 
whose home was In Abilene, was a 
member of Phi Kappa, social frater- 
nity. 



The announcement of the promo- 
tion of Robert T. Romaine, grad of 
'34, from major to lieutenant colonel 
has been announced at an 8th Fighter 
Command base in England. Lieuten- 
ant Colonel Romaine is station adju- 
tant for a P-61 Mustang group which 
has the distinction of destroying 300 
enemy aircraft In five months. 



MaJ. Wayne Mcintosh, Manhattan, 
a K-State grad in 1938 has received 
a Battle Participation Star for his 
contribution in the European Air Of- 
fensive. Mcintosh received his bach- 
elor of science degree in general sci- 
ence in 1988 and his master of science 
degree In education in 1939. 



— DOWNTOWN MOVIES — 



Among the graduates from the de- 
partment of Physical Education for 
Women In the armed forces are Lt. 
Mabel Goy, Phy. Ed. '38. Physical 
Therapy aide now stationed in Oran, 
Lt. Marie Baylies, PE '42, Physical 
Therapy Aide, serving in Italy, and 
Bettie Fogelstrom, PB '42 is with the 
American Red Cross in Australia. 
Jean Boyle PE '40 is now a Captain 
in the WAC. 



Commissioned an Ensign in the 
Naval Reserve at Hollywood, Fla., is 
former student Paul Abieson. 



Help bomb the bums with bonds. 




In AMERICA, 
you'll always 
have a choice. 

Will you have Roosevelt? 

Or do you want Dewey? 

Do you care for Crosby . . . 
or swoon to Sinatra? 

You may listen to Drew 
Pearson ... or make your 
own predictions. 

In short . . . you may DO 
what you please in AMER- 
ICA ... * 

And you may HAVE what 
you please at DON and 
JERRY'S. 

Fall Suits with Appeal. 
Light weight Pelts you'll 
love. 

New ties In Neckwear. 



fWWtm Iflf ■ >/ 



BREWER 

MOTOR CO. 

6 th and Poynts 

PHONE 4444 

EVERY SERVICE 
FOR THE MOTORIST 




"THE BEST-KNOWN VEHICLES IN AMERICA" 

What'i the besr known vehicle on your college campus? You will 
probably agree it's the Railway Express truck. And one of the best- 
liked men is the dependable Expressman who drives that truck. 

There * a good reason why these trucks are on the campus so fre- 
quently. It's to serve your shipping needs. Express Service is a strong, 
direct link with home. 

Railway Express and its coordinated Air Express Division are 
carrying a substantial shipping load these busy days. You can help the 
Expressman and his vehicle do their job quicker and better by observ- 
ing three simple steps: Wrap your laundry or other packages securely 
.address each dearly ... ship them early. We know "A i 
' til 1 " 




RAIL. AIR SERVICE 








Lucien Lelong's Liquid "cake" makeup* 



• Imagine ■ liquid "cake type* 

• A creamy liquid that's non drying to the 
cover* tmy faults and blemishes- 
can ring aa 

natural coloring! Mote than a 
this silky liquid is a new complexion 
o choose la one of five 
AlLalLnH 



^COLLEGE T 



SHI &>A*igS&U! 




WAREHAM 



NOW SHOWING • 
JON HALL 



Cobra 
Woman 



SUN. to WED. 
JK.\> ARTHUR 



Impatient 
Years 



STATE 



• NOW SHOWING • 

BRUCE BENNETT 
ERIK ROLF 

U-Boat 
Prisoners 

— PLUS WESTERN — 
DON (RED) BARRY 
• 

CANYON CITY 



> SUN. - MON. - TUES. < 
Double Happiness Hit 



JUDY CANOVA 



HUNTER 



Louisiana 
Hayride 



JANK PRAZKK 



2 — 



DAVE 



SWING in the 
SADDLE 



WED. - mi its. < 

TYRONE POWER 

SON of FURY 



CARLTON 



• NOW SHOWING • 

O'CONNOR 

PEOOY RYAN 



Chip Off the 
Old Block 



• SUN. • HON. • TUES. • 

LAIRD CREGAR 



THE LODGER 



LYDON 
CHARLES SMITH 



HENRY ALDRICH 
BOY SCOUT 
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New Wildcat Squad Meets 
Wichita Here Saturday 



The 1944 edition of the Kansas State Wildcat gridiron warriors 
will rear into action against the Wichita Shockers at Memorial 
Stadium at 2 o'clock Saturday. 

Ward Haylett, with Fritz 
Knorr and Charles Socolofsky 
as his assistants, ,has been 
greeted wit* a good crop of 
hopefuls this year, and the 
prospects are a little brighter 
than at this time last season. 
K-Mon On Team 

Earl Haury and Dale Cowan, two 
bruising tackles, and Marvin Norby 
are the holdovers from last year. 
Added to this Haylett finds some 
promising freshman and deferred 



pounder, of Randolph, Wis., and Bob 
Jackson, local center, complete the 
list. 

The remainder of the Wildcat 
fighting spirit !• placed on frosh, most 
of whom rate well with their draft 
board. Dana Atkins, high-ranking 
runner and kicker from Junction City, 
lines up as a fair passer as well. 
Barton "Zip" Barnes, who tips the 
scales at 186, was a PhllMpsburg high 
halfback. 



K. 9. C. 1*44 FOOTBALL 
SCHEDULE 
Sept. 80 — Wichita Univ. at K. 8. C. 
Oct. 7— Missouri U, at K. S. C. 

(Parent* 1 Day) 
Oct. 14 — Michigan State at Eaat 
Lansing. 

Oct. 21 — Oklahoma V. at N'or- 



Oct. 

Nov. 

Nov. 



Nov. 
Nov. 



28 — Iowa State at K. & C, 
4 — Wichita V. at Wichita. 

U. at K. S. C. 
I) 

V A. B. at K. 8. 
V. at 



Running from a T formation and 
a single wing, the first team looked 
good last Saturday in their first in- 
tra-squad game as they stopped the 
gold team, 13-0. 

In addition to the regulars hack 
from last season. Haylett will send 
Dave Weatherby. sli-foot four-Inch 
pass-snatcher and Jack Newell 
against the visitors at the end spots. 
At the guard opposite Norby will be 
Russell Hardin, vet, and former Pur- 
due footballer. 

Dale Morss will hold down the 
center slot, while the backfleld will 
have such speedsters as Dana Atkins, 
Jean Smith and Ronnie Webster, All- 
State 1>ack from Manhattan High last 
year. At the fullback will be big Max 
Harvey, with Bill Ctarey In the block- 
ing snot. 

Other boys that will probably see| 
plenty of action will be Harold Kl- 
nard at center, Joe Pollom, a guard 
from Seaman High, Ben Hebert, a 
center, Jack Bell, a big rangy end 
from Saltna and Elmer Brntler, a 
deadeye on the passing line. 

The Wichita club will bring plenty 
of speed In the form of Lin wood Sex- 
ton, flashy Negro ball-lugger. The 
Shockers opened the season last Sat- 
urday against the undermanned 
- Rockhurst club and camo out on the 
long end of a 22-0 count. 

Probable starting lineups tor the 
Wichita game are: 

KANSAS STATE WICHITA 

Weatherby L. B Kn( V; k , e 

Haury I/.T. . Hell 

Norby 1*0 Stevenson 

Mors* C Bnodtcnum 

Hardin R.tt Overstake 

Cowan R.T Watt* 

Newel] R.B Coffey 

Hnrvey Q. II Swlnehart 

Webster L.H Sexton 

Smith R.H g Ha 

Clary F 1 . B Russell 

Officials; Referee, Mike Oberhelman, 
Kansas State; Umpire, Karl Kopelk, 
Bmpnrln State Teachers; Head Llnea- 
, Pierre AMle. Emporia State Teach- 



Haylett Sees Better 
Team This Year 

By Joy Talbot 

With the outlook definitely bright- 
er than last year, when Coach Ward 
Hayletfs Wildcat grldsters landed IB 
the conference cellar, the 1B44 team 
swings into action Saturday, 

"The squad is stronger than last 
season's, we have a larger number 
and the age average is older," Hay- 
lett said, looking rather pleased with 
it all, "The weight average Is heavier, 
too, especially the starting lineup 
which averages 166 



One of the best pass receivers on 
the squad Is the 186-pound end from 
Sallna, Jack Bell. Augie Bogena Is 
a 186-pound charger from Arm a, 
playing guard position. Elmer Boxler, 
a passer of note, from Hoxie High, 
will spell Harvey at quarterback. Six- 
footer Harold Gary Is another lad who 
will help make end position strong. 
Outstanding blocking back on the 
squad Is Bill Clary, 186-pound half- 
back from Kansas City. Clarence 
Dletchman, Kansas Cltlan, is another 
guardian of the line. 

Valuable In the backfield will be 
Earl Elliot, Marysvllle product who 
was state high hurdles champion last 
year. Porris Prick, although little 
and light, has proved to be the best 
pass receiver on the squad so far. 
Harvey Haas, light end, Is a he-gog- 
gled Junction City lad. 

Hrathmon Hardhitting Back 

Stanley Heathman, a small hard- 
hitting blocking back, who, In spite 
of bis size, Is one of the best defen- 
sive players on the squad. Harold Kt- 
nard, a chubby but solid 230 pounds 
of center, Is the lone pivot prospect. 
James McKlttrlck, small at ISO, 
makes up for size with aggressive- 
ness. Wichita haB contributed Dale 
MorsB, badly needed center. 

Jack Newell, another end, was a 
Fhillipsburg high ace. One hundred 
seventy-five pound Jay Payton, from 
Emporia, will bolster the backfleld 
as halfback. Seaman high school, To- 
peka, sends Joe Pollom, guard. Del- 
bert Torkelson, end from Everest, 
owns no experience but is picking the 
fundamentals up rapidly. As the ag- 
gregation is short on tackles he may 
be shifted./' 

A Former All-Stater 

Six-foot, four-incher Dave Weather- 
by, .end from Neodosha, has the title 
of one of the outstanding pass catch- 
ers. All-State Manhattan halfback 
Ronnie Webster has been living up 
to his football reputation although 
light at 165 pounds from a summer 
of work. 

George Young Is an end out of 
Woodston whose experience has been 
gained In six-man football. On ac- 
count of the overaupply of ends 
Young may he shifted. 

Out recently and for the most part 
unclassified are the following: Bob 
Mooney, 180-pound Mankato blocking 
back; James Harrison, of Mulvane, 
starting at right tackle; Ken Whitney, 
blocking back regular from Manhat- 
tan high school; Jim Drown, Manhat- 
tan, starting at guard: BUI Schlecty, 
tackle, Geneva, Neb., and J. H. Petti- 
cord, fullback on last year's unde- 
feated Wamego team. 



Give Scholarship 

A Borden Agricultural Scholarship 
Award Fund of (1,600 bas been estab- 
lished at Kansas State by the Borden 
Company of New York City, President 
Elsenhower has announced. 

An award of (300 will be made an- 
nually for Ave years to students at 
the close of their junior year. The 
award will go to the senior In the 
School of Agriculture who has the 
highest scholastic average for all col- 
lege work and who has taken at least 
two or more courses in dairying in 
the School. 

The first In the series of five schol- 
arships probably will be awarded Tor 
the school year. 1946-46. 



The sealed beam headlight lamps 
of the automobile serve as landing 
lights for the plane at war. 



Although only two lettermen are 
returning this fall, several men have 
had a little college grid experience or 
good high school experience. 

"But In spite of these improve- 
ments, which are encouraging, we itlll 
do not know how nearly we can hope 
to compete on an even basis with 
Navy schools," the coach warned. 

K-tnan back in It are tackles Dale 
Cowan and Earl Haury, big strong 
and dependable, who were regulars 
at the end of last season. Marvin 
Norby, guard Is the only other last 
year's squad member. He was unable 
to letter as a result of injuries. 

Vets On Team 

The release of veterinary students 
from the army did a lot for '44 hopes 
Id the persons of Russell Hardin, ISO- 
pound monogram transfer from Pur- 
due and 200-pound quarterback Max 
Harvey. 

Halfbacks Jean Smith and Max Un- 
gles, fast rugged Satanta product, 
have bad Junior college experience 
which should put them In good stead. 

Other college-tried lads are John 
Goforth, a 190-pound vet from Cho- 
teau, Okla., and Bob King, another 
horse medic, from Broken Arrow, 
Okla. Ben Hebert, a slight 166- 
pound roving center, halls from Menlo 
Park, Calif. 



Low Heel— 
High Fashion 

Ration-Free 




Men! .... 



Men Interested in coming oat 
for football are urged to check 

out equ 




Practice is 



4 to p. m. 



Coach of the Wildcat grid men 
whose 1944 team will make It's debut 
in Memorial Stadium at 2 o'clock 
Saturday. 



The 1944 Iowa Seahawks will be 
coached by Lt. Com. Jack Meagher, 
former head coach and athletic di- 
rector at Auburn. 




DIVRY'S 
HANDY 



ENGLISH 

AND 
ENGLISH- 
SPANISH 



j. 



Most Complete, Reliable. Up-to-date 
Alt Spanish and English 
(60.000) Words 
Latest Technical, Scientific 
and Military Terms 
Elements or Grammar, Irregular 
Verbs 

Cities and Populations, Colored Maps 
Indispensable to 
Students, Translators, Business 
Men, Etc. 
536 Pnaes, 3H x 6V4, Flexible Cloth 
Binding — Postpaid |2.00; with 
Indexes |!.50. Leather 13.00 
On Sale at All Leading Bookstores 
SpeHal Discounts to Teachers 

D. DIVRY, I nr., Publishers 

240 W. 23rd St., NEW YORK 




THIS is the shoe you will 
want for fall. Just slip into 
it — no buckles or straps — 
aud you are ready to go — 
for sports or fun. 

Non-rationed, too, with a 
long-wearing sole, of a 
' government-tested mate- 
Buy it in wine, or forest 



for only 

$2- 95 




WELCOME AGGIES 

Start the semester with a glass of 
COORS BEER 
at 

SHAMROCK TAVERN 

Aggieville 




How's your 
stripe I. a? 



to 
Is to 



You'll find sbsdow 



With 

Ralph Steusser, listed at end, la 
another recently released AST who 
has been on the campus. Dean Hop- 
pis, 160-pound halfback from Menlo; 
Clarence Fellman, Osage City block- 
ing back; Tackle Bill Prlchard, 190- 



1 kind of 
a smart-looking strips 

SUm GiveW 



ARROW Striped SHIRTS 





men 



and men wAo btay young 
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Preferential Luncheons 
Climax Rush Activities 

Friday noon's preferential luncheons depicting individual so- 
rority themes marked the close of Rush Week activities this year. 
Tuesday each house entertained with tea, Wednesday morning 
the rushees were guests at breakfasts, and Thursday's entertain- 
ment was breakfast, afternoon tea, and at night, formal 

Preferential luncheon theme, 
at the Alpha Delta Pi house was P/>n«f/>r« 
The Black Diamond. Black * «?J««»« .... 
Diamond centerpieces and in- 
dividual place cards were on ' 
each table. Yellow and bronze 
chrysanthemums were also used 



as decoration in the dining room 
and on each table. All the so- 
rority members wore black 
dresses to further the decorative 
theme. 

Alpha, XI'b Pink Rooe 

Alpha XI Delta had their Pink Hose 
luncheon. Fink roses and flowers of 
double blue and gold were In the din- 
ing room and on the tables. 

Chi Omega's theme was a Wishing 
Well into which each guest dropped 
a white carnation as aha made a wish. 
Cardinal and straw mums carried 
out the Chi Omega colors in the din- 
ing room. Place cards were small 
wishing wells at each place. "Wish- 
ing" was sung by a trio, Betty Brown 
Burton, Thelma Dah), and Amy Grls- 
wold. . " 

Tri Delts* luncheon tables were 
decorated with their colors of silver, 
gold, and blue. Blue asters and white 
tapers centered each table. 

White Rose Ceremony 

The Kappa Delta national white 
rose friendship ceremony was fea- 
tured at their luncheon. Green and 
white, their colors, were used decora- 
tively. 

Kappa Kappa Gamma's blue and 
gold was used for tbelr luncheon 
color scheme. Blue asters in large 
gold keys were table centerpieces, 
while the individual place cards were 
small keys attached to the centerpiece 
'with blue ribbons. 

Pi Beta Phis went South of the 
Border with a Spanish theme. Small 
figures In Spanish costume and sum- 
mer flowers decorated the tables and 



Purple Pepstees are to meet In 
the stadium In their usual sec- 
tion at 2;SO p. hi. for the game 
with Wichita University Satur- 
day. Members are requested to 




This week begins a new semester — a new column — and lots 
and lots of engagements and marriages. . . * 

Kappa Kappa started off the social news with roses and choc- 
olates—chocolates from Mary Charlson and Lt. Jack Pierce 
former Kansas Stater and Stg Alph. . . The roses announced the 

wedding of former president Martha i 1 

Peterson to Lt. Max Houston ATO. . . A engagement is that of 

The wedding was Saturday In Kansas Betty Burgess ADPl and Dick Spencer 



to Pauline Flook, president. 



K-State Student 
Wins Mile. 



Ruth Wilson Scott, f. s. '42, was 
awarded a $100 War Bond plus a 
dress of her own design as first prize 
In Mademoiselle's Design Contest. 
The winners were announced in the 
AugUBt issue of that magazine. 

The campus uniform designed by 
Ruth Wilson Scott includes a wool 
Jersey shirt and Cotaama wool plaid 
skirt. The skirt and shirt are made 
by Dutchess Royal and sell at $10.86 
each. 

Ruth Wilson Scott, Parsons, was a 
student in Industrial Journalism and 
a member of Alpha Delta Phi soror- 
ity. 

Second prise, a 950 War Bond and 
dress, was awarded to Jeanne Hawley 
of Iowa State Teachers College and 
third prize, a $36 War Bond, was 
awarded to Shirley Spaekey, Univer- 
sity of Illinois. 



Jackie Rockhe, youngest child of 
the immortal Knute Rockne and the 
sensation of Wisconsin's prep grid 
circles last fall, will not carry on at 
Notre Dame. Jackie has entered a 
Franciscan Monaeterj««ear*Detrolt to 
study for the priesthood. His brother, 
Knute Jr., is with the army in Alaska. 



The dahlia was named after Pro- 
fessor Andreas Dahl, an eighteenth- 
century Swedish botanist. 



First Y Meeting 

The first YWCA meeting of the 
college year will be Tuesday after- 
noon at 4:00 in Wit I ai d, room 116. 
The speaker will be Miss Lois Cro- 
sier, regional YWCA secretary from 
Topeka. Her subject is to be "The 
Woman of the Hour." 

Miss Crozler attended college In 
California where she was editor of 
her school paper, a member of the 
Student Council and YW cabinet, and 
was active In other rumpus organiza- 
tions. Old students may remember 
ber visit on the campus last year 
when she was traveling in this region 
for the World Service Student Fund. 

The first cabinet meeting for YW 
will be Monday. 



Buy War Bond! and help 
tbe future of the colleges. 



City. 

Alpha Delta Pis topped off 
ential luncheon with 16 pounds of the 
traditional sweets. . . Mary Kassner 
revealed her engagement when she 
donned the TKE pin of Lt. Ken- 
neth Orifflth former Kansas State 
student , . , Mary Dressel is wearing 
the diamond of A. C. Dick Hoffman 
who was an Aviation Student on this 
campus last year. . . Third engage- 
ment was that ot Grace Irma Cold- 
well and BUI Cook from Coffey ville. 

More of the same, . . This time It 

was preferential luncheon at the Pi 
Phi house. . . Mildred Houseworth 
told ot her engagement to Beta Martin 
Howell ot the Navy Air Corps with 
both his pin and a diamond. . . Marl- 
anna Snalr passed the traditional 5 
pounds of candy to announce her en- 
gagement to Ensign James A. WiUon 
former student and SAB. . . Alum Viv- 
ian Marlow sent roses announcing her 
marriage August 29 to Don Moss. . . 
Virginia Wyman was married Satur- 
day to Ensign Kenneth Sc hater. She 
also sept roses to her PI Phi sisters. 

A break from engagement* now 
with the news that the Delta Tau 
Deltas, Alpha Gamma Rhos. and Tau 
Kappa Epsilons are living In their 
houses this fall. The Phi Delt house 
Is being occupied by the Phi Delts, 
Slg Alphs and Sigma Nus. . . And ru- 
mor has It that the Kappa Slgs may 
reopen their house too. 

Kappa DeJt Eleanor Allison patsed 
chocolates announcing her engage- 
ment to Lt. Carl J. Dye of Chllllcothe, 
Mo. Laurel McLeod Kappa Delt grad 
of '44 told of her engagement to Sgt. 
VI to Perclval. 

ADPl Ella Mae Htlnson Is now 
wearing the SAE pin of Lt. Don Par- 
ker from Massachusetts now sta- 
tioned at Fort Riley. 

Still In the engagement league the 
Delta Delta Deltas bad 16 pounds of 
I chocolates at their preferential din- 
ner. . . First on the list was the en- 
gagement of Pat Mossman to Lt. Clay 
Braasfleld who Is an Instructor at 
Alamagordo, N. Mi . . BUlie Hazel 
ton is now wearing the ring of Ensign 
Kenneth Keast stationed in Florida. 
. . Tri Delt president Virginia Stoeek- 
er announced her engagement to 
Ernest Jackson who was on this 
pus in the ASTP last year. 



AGR vet student 

Marjorte Bernard ADPl 

bride of George Allen PiKa vet stu- 
dent in Wellington on September 19. 

Alpha XI Beltajt luul rowen from 
Johanna Folck and Myrou Foveaux 
announcing their forthcoming mar- 
riage on October 8. . , Pat Wilson 
Alpha XI was married September 20 
to Wilbur Ramey in Kansas City, Mo. 

Hummer weddlngN wire iltoae of 
Joyce Nlckerson Alpha XI and En- 
sign Gordon Goerlng former student. 
. . and Darlene Frederick former Al- 



pha XI president to John 
AGR from Kansas State. 

New officers of Sigma Alpha Epsl- 

lon are Morley Cook, President; Joe 
Rldgeway, vice-president; Jake Mo- 
si. t. treasurer; and Leonard Great- 
house, secretary. 

Saturday was also the wedding day 
of Slg Alph Joe Rldgeway, vet stu- 
dent, and Jean Grossnlckle of Topeka. 

Eight new tnttim are wearing the 
quill of Alpha Xi Delta since Initiation 
September 18. They are Helen Clegg, 
Kathleen Peterson, Helen Ortppman, 
Shirley Jordan, Mary Ann Reeves, 
Martha Adams, Barbara Erwln, and 
Muriel Beckers 

We'd welcome any news of Inde- 
pendent houses and fraternities. , . 
News may be turned in to The Col- 
legian office in Kedzle Hall or sent in 
by Monday morning through the Col- 
lege P. 0. 

Flrnt big event of the school year 
Is Ihe YWCA college sister party to- 
night at 7:80 in Recreation Center. . 
. And Just a tip, . , watch The Col- 
legian for news ot the big all-school 
mixer next week end. So long till then. 




JUST RECEIVED 

Laundry Shippi 
Containers 

Black fibre, with heavy reinforced 
corners. Bound with two straps. 
Has leather strap handle. 

Case is 20 inches in length and 6 
inches in depth. 




New and Used 

TEXTBOOKS 



Book Exchange Service 



CO-OP BOOK STORE 



of Mora and Manhattan 
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SAVE THIS 



OFFICIAL LIST 

Bring In Your Assignment 
We Can Fill It 




TEXT BOOKS A 



SCHOOL OF AGRICULTURE 

or AGRICULTURAL 



Organization and Management , 1st ed. , 

Forster 13.00 

Ic Analysis and Interpretation — Statistical Method* Applied to 

Economics and Business, rev. 1938 ed., Mills 8.75 

in the U. 8.. 1939, 

4.00 

Agricultural Finance — Agricultural Finance, Marry 8.26 

Market Trices — Agricultural Price Analysis, Shepherd 3.76 
Rural Sociology — Rural Life In Process, Landia 3.76 



DEPARTMENT OF 

Crop* — Field Crops, Rather • 3.76 

Crop Improvement—Methods of Plant Breeding, Hays ft Inman 4.00 

Plant Genetics — Recent Advances In Plant Genetics, Samson ft Philips 6.60 

Crop Ecology — Ecological Crop Geography, Klages 4.60 

Holla — Soil Science, Millar ft Turk 3.76 

Seed Identification and Weed Control — Weed Control, Robbing, Craft, 

Jfc R&ynor *+i*i*i** i .t-.**i#t*#i«*i*i****i*i*»«miin*#*»nn*i**»**#***-*********«***»***"* 5»00 
Condition and Plant Growth, Russell 



DEPARTMENT OF ANIMAL HUSBANDRY 
of Animal Husbandry— Types and Market Classes of Live- 
stock, Vaughn '. 3.76 

iclplcii of Feeding — Feeds and Feeding, Morrison 6.00 

Cattle Production — Beef Production; Their Feeding and Man- 
agement In the Cornbelt States, Snapp 4.00 

Feeding Livestock — Feeds and Feeding, Morrison 6700 

Feeds and Feeding — Feeds and Feeding, Morrison 6.00 

Genetics— GeneticB, Ibsen 3 00 

Animal Breeding — Breeding and Improvement of Farm Animals, Rice 4.00 

DEPARTMENT OF DAIRY HUSBANDRY 

i of Dairying— Elements of Dairying, Olson ...... 3.50 

he Market Milk Industry, Roadhouse ft Henderson 5.00 
Powdered Milk— Condensed Milk and Milk Powder, 5th ed., 

Hunilker 

Market Milk Product* Milk and Milk Products, Sommer 6.00 

iutter Industry, Huniiker 6.50 



DEPARTMENT OF HORTICULTURE 

i of Horticulture — Basic Horticulture, 1st ed., Gardner 3.76 

rials — A Llttlo Book of Perennials, Hottes 2.00 

A Little Book of Annuals, Hottes 160 

Landscape Gardening — Landscaping the Home Grounds, Ramsey 2.00 

Civic Art^Land Planning in the U. 8, For City, State, and Nation. 

J Q Hi 8ft <■**•»*■** HltltlMM I *<■(*■ lit til ltlllHI***t*l«tMI*l*tt»ltMllt*ll>tllt 6.60 

Landscape Design— Introduction to the Study of Landscape Design, 

Hubbard & Kimball ,„ 6.00 

DEPARTMENT OF HILLING INDUSTRY 

Element* of MlUlng — Wheat and Flour Quality, Swanson (not re- 
quired) 3.00 

DEPARTMENT OF POULTRY HUSBANDRY 

Farm Poultry Production — Poultry Production, Llpplncott & Card .... 4.00 

Husbandry— Poultry Production, Llpplncott ft Card 4.00 



SCHOOL OF ARTS AND SCIENCES 

DEPARTMENT OF BACTERIOLOGY 

General Microbiology— Bacteriology, Buchanan 3.76 

Agricultural Microbiology — Agricultural Bacteriology, Sarlea, Frasler 

ft McCarter 2.60 

Pathogenic Bacteriology — Veterinary Bacteriology, Merchant 8.60 

Water and Sewage Bacteriology — Microbiology of Water and Sewage, 

Galney 3.00 

Bacteriology of Human Disease* — Textbook of Bacteriology, 13th ed., 

Jordan ft Burrows ... 6.00 

DEPARTMENT OF BOTANY AND PLANT PATHOLOGY 
General llotany— Textbook of General Botany, 4 th ed., Hoi man 

ft Robblna 4.00 

Botany — Poisonous Plants of the U. S., Muenscher 3.60 

! Botany of the Flowering Plants — Flowers and Flowering 
Plants, 2nd ed., Pool 3.50 

Plant Physiology— Plant Physiology, Miller *H»H<t 11*11 llllt»l>M<» 7.60 



4.00 

1.90 

4.00 

1.60 
3.50 
3.60 
3.40 
3.60 
1.00 



Istry I — Chemistry a Textbook for College Students, McPherson, 

Henderson, Fe melius, and Mack , 

Fundamentals of Chemistry for the Lab, (Brief Course), 

Hub, Garrett, and Quill 

> n Rec.— Chemistry a Textbook for College Students, Mc- 
Pherson, Henderson, Fernellus, and Mack 

Chemistry n Lab. — Introduction to Qualitative Analysis, Walton 

ft Sorum 

E-l — Chemistry, Doming, 6th ed. 
E-Il — Chemistry, Doming, 4th ed. 
Fundamentals of Qualitative Chemical Analysis, McAlplne ft Soule 

Chemistry — General Chemistry. Holmes ,. 
Exercise* in General Chemistry, Lash 

Chemistry — Introductory Organic Chemistry, 



........... 



* tttltlt 



UB ifcain* H titlHi 



Wertheim 
Organic 

Wertheim 




Fernellus 

Quantitative Analysis — Quantitative Analysis, Pierce ft Haenlsh 

COLLEGE BOOK 
STORE 



THE FRIENDLY BOOK STORE 



Analysis — Food Analysis, Woodman 

Chemistry I ft II — Organic Chemistry. Wertheim 
Chemistry I ft U Lab.— Lab Manual of 

Colver 

Organic Chemistry — Organic Chemistry, Ray 
Qualitative Organic Analysis — Identification of Organic Compounds. 

Shlrner 

Biochemistry — Introduction to Physiological Chemistry, Bodansky .... 

Practical Methods In Biochemistry, Koch 

Physical Chemistry— Outlines of Theoretical Chemistry, Get roan 

ft Daniels 

Lab Manual of Physical Chemistry, Mack ft Franco 




DEPARTMENT OF ECONOMICS AND SOCIOLOGY 
Economics I — Elementary Economics, Vol. I, Fairchild, Furniss, ft Buck 

U — Applied Economics, 3rd ed., Bye & Hewett 

Banking — Money and Banking Today, Agger 

Management — Financial Organisation and Management, 

Oerstenborg 

urnic Systems — Comparative Economic Systems, rev. ed., Loucks 

A HOOt *--S**S*»SSS**SI»**#S**Hl*«s**ssas*SA»*s*«*i*i*>***s*****«»*ast«st,«s*»s*«i l «ssse va 4*« al s«p 4B>a s l > l a 

Finance — American Public Finance, 3rd ed., Shulti 

Organisation and Finance — Financial Organisation and Man- 
agement, 2nd rev, ed., Gerstenberg 

One Hundred Short Problems In Corporation Finance, Dougall 

* T 

nents — Investment Principles and Practices, 3rd ed., Badger 

&■ G U t ll 1X1 £LU U »■■* * fll ntftii MI»H|i»»HfM*» •»■*>!! 

Labor Economics — Social Aspects of Industry, 3rd ed., Patterson 

Property Insurance — Property Insurance, 3rd ed., Huebner 
Marketing— Elements of Marketing, 2nd rev.. Converse ft Huegy 

Sociology — Sociology, 1942 ed., Kimball Young 

Social Pathology— Social Disorganization, rev. ed., Elliott & Merrill .. 
Population and Human Ecology — Population Problems, 2nd ed., Renter 
History of Social Thought — Development of Social Thought, Bogardus 

Accounting I — Accounting Fundamentals, MacFarland ft Ayars 

Institutional Accounting — Accounting and Food Control, Radell 

Accounting and Food Control Work Book, Radell 

, Accounting— Principles of Accounting, Vol, I with teste, 

Finney 

counting — Principles of Accounting, Vol. II with tests, 

Finney 

Cost Accounting— Cost Accounting. 1st ed., Blocker " 

Governmental Accounting— Municipal and Governmental Accounting, 

Chatters ft Tenner i » 

-Auditing; Principles and Procedure, Holmes 



* tmitin 



4.00 
4.00 

.76 
4.00 

2.76 
4.00 
2.25 

3.76 
2,35 



2.50 
3.75 
8.25 

3.75 

4.00 
4.00 

4.00 

1.25 

4.60 
3.00 
3.50 
4.00 
4.00 
3.50 
3.50 
3.50 
4.00 
3.26 
2.76 

4.00 

4.00 

4.00 

4.50 
5.00 



DEPARTMENT OF EDUCATION 
Educational Psychology — Psychology and the New Education, Pressey 

ft Robinson, 

-Public School Administration, Reader .... 
Applied to Education— First Course in Statistics, 

Llndqulst 

Principles of Guidance — Principles of Guidance, Hamrln ft Erickson .. 
Principles of Secondary Education — Principles of Secondary Educa- 
tion, Bent ft Kronenberg 

earning the Ways of a Democracy, Educa- 
tional Policies Comm 

Education of Free Men In American Democracy, Educ. Pol. 



"M» mill* 



• lllltllttlHIMM 



DEPARTMENT OF PSYCHOLOGY 
Psychology — Psychology, 4 th ed.. Wood worth 
■ of Childhood and Adolescence — Psychology of Adolescence, 

Child Psychology, Brooks 
Abnormal Psychology — Textbook of Abnormal Psychology, Dorcus 

& Shaffer « A 

Tests— Aptitude and Aptitude TeBtlng, Bingham 
Psychology — Principles of Animal Psychology, Maler ft 
Schneider 

Management— Industrial Psychology, Tiffin 

DEPARTMENT OF ENGLISH 

College Rhetoric I — Readings for Composition, Davidson and Glenn .... 

American Composition and Rhetoric, Davidson 

Correctness and Precision in Writing, Grant, B. ft D. (form A) .... 

Collegiate Dictionary, Webster , 

: Rhetoric II — Same books as for College Rhetoric I ■ ' 

Letters, Smart and McKelvey 
Course in Salesmanship, Haas 

Practical Problems In Business Correspondence, Butterfleld 

Book of Short Story, Cross 

mar— Current English. 

Practical Review Grammar, Wells 

The Essentials of English, Moffett ft Deffendall 

Poetry and Prose, Lieder, Lovett ft Root 
American Literature — American Poetry and Prose, Foerater 
Contemporary Fiction— Contemporary British Literature, Milieu 

Contemporary American Authors, Mlllott 
Contemporary Poetry — Modern American and British Poetry, 

Untermeyer , 

Wordsworth, Shelley, ft Keats — Poetical Works of Wordsworth, 
Wordsworth — Oxford Student Edition 

Poetical Works of Shelley, Shelley 

Poetical Works of Keats, Kent* 



3.00 
3.75 

.. 2.60 
.. 3.00 

.. 8.00 

.. 1.00 
.50 



2.85 

3.25 
3.00 

4.00 
3.00 

4.00 



IWI> tHl»| MiMtil 



tit" 



Shakespearean Drama I — Shakespeare, Par rot t, 1988 ed 
Development of Shakespeare as a Dramatic Artlsl 

lassies I — Century Readings In Ancient Claaslcal ft Modern 
European Literature, Showerman ft Cunliffe , 



2.50 
2.26 
.90 
4.00 

3.00 
1.7S 
2.00 
3.26 
3.75 
1.76 
.80 
3.50 
4.00 
2.00 
1.76 

3.60 

2.00 
2.00 
2.00 

.8 

2.75 



5.00 



Literature of the, World, 

of the Novel In En« 



— Fu ndamentals 
Entomology — Deatrueth 

v calf ft Flint 

Homology— ApplJ 
Fernald ft Shepard 




Medical Entomology — Medical En ton 
Advanced Apiculture— Beekeeping, PI 



Smith 



the Zoological 



Geology — Engineering Gc 
Geology — Text of Geo] 




DEPARTMENT OF HISTX 
East— History of the Far Bast in 
of Civilization I — Civilisation- 

Vol. I f 

Survey of Civilization U — Civilisation 

• Vol. II 

World Cultures — The Great Cultural 
Survey of American History I — The Fi 
Survey of American History n — The 
Europe Since 1870— European Hlsto 

Benns : 

Modern England — History of 
Russia and the Soviet Union — A His 
Contemporary World History — Amertc 

World, Pe-gg , 




GOVER 

Law For Engineers — Law for Engine* 

Dlllavou 

acss Law I ft II — Cases in Buslm 
and Bauer 
America — An Introduction to H 
Industrial History — The R: 
Bining 
American 

People, Baily 

Foundations of the American RepubH 




of the American People, Hockettl 
New American Nation — Growth of 
3rd ed., 1942. Morrison ft 

Government — Introd tfcti 

ed., Ogg ft Ray 

Books — Document ft Readings,] 
American Government, Rankin 
Source Book, Ewlng and Danger! 
World Almanac 



DEPARTMENT OF TNDUSTRIA| 
Elementary Journalism — Interpretive 



Ne 

F. Barnhart 

Principles of Advertising — Introduced 
ft Palmer .... 

I of i 



DEPARTMENT OF Ll| 
> the Use of 



■On, ft Williams 



DEPARTMENT Oil 
Algebra — Second Algebr 
-Plane TrlgonomJ 
Mathematics Tables, Desk book 
Mathematics Tables, Pocket edit 
Solid Geometry — Solid Geometry and >| 
Algebra A— College A+gebra, 
Algebra — College Algebra, 
General Algebra— Commercial Algebr 
Plane Analytic Geometry — Brief Co or 

and Hazard 

Calculus H— Differential and Integral 



Phillips 

Calculus I — Same as Calculus II 
Elements of Statistics — Business Stati 

tereUtal E 1 




er College German, TB.t_ 
Graded German Readers, Books l]j 
HI — Die Verschwundeoe Mini 
(Visual Vocabulary), 
i IV — Die Schwarse Galeere, 
Scientific German — An Introduction U 



LIST NOT 



ENGINEERS AND A 




J 



28, 1144 
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COLLEGE BOOK STORE 



SERVICE NEAREST THE CAMPUS 



Second Hand Books 

We have a large number of Used 
Books on hand. These go first, 
so come early to get them. 

Supplies for All Laboratories 



n ft Owen 2.20 

nd, Lovett ft Hughs 8.00 



ENTOMOLOGY 

Insect Life, Met calf ft Flint.. 4.00 
and Useful Insects, 2nd ed., 

7.50 

Entomology, 4th ed., 

iii»i>»Mtiti V . r 3.75 

of Insect Morphology. 

- - 6.00 

'OST, 3rd ed., Henna 5.50 

Una 4.00 

—Guide to the Literature of 

2.00 



■ IttMllllltlltlltltllttll 



P GEOLOGY 

logy. Beta ft Watson .... 5.00 
'f«Bil. Knoff, ft Flint (Part 1) 3.T5 



l Me&re 
Lobeck 



.II. 



6.00 
4.60 



Y AND 

tlodern Times, Vlnacke 

aBt and Present, Wall bank 



5.00 



3.00 



Past and Present, Wallbank 

3.00 

lltions, Vol. I, Turner DM taw ... 4.00 

Geral Union, Hicks 3.76 

•rlcan Nation, Hicks .....TT. 3.00 

Since 1870, 2nd ed., 1942. 

4.50 

Lunt 4.25 

y of Russia, Vernadsky 4.00 

Society and a Changing 

3.60 



and Architects, Simpson ft m 

4,50 

Law, 3rd ed., 1944, Brltton 

5.00 

lie American Hiatory, Jones 3.75 
of American Economic Life, 

iitiM»t»ii«inittiitit<itti t»it»ii 4.Q0 

*Uo History of the American 

: 4.25 

The Federal Union, Hicks .... 3.76 
Political and Social Growth 

3.25 

hp American Republic, Vol. II, 

'VS\ 3.60 

o American Government, 7th 

4.00 

Matthews ft Berdahl, 2nd ed. .. 4.00 

IMM mintltlttt." ,l.*,.t.. 3.00 

d 



JOURNALISM ft PRINTING 

©porting, C. D. MacDougall .. 3.60 
paper Management, Thomas 

.... 3.00 
to Advertising, Brewster 

2.60 

rlcan Journalism, Luther Mott 4.26 



BARY ECONOMICS 

lie Library, Hutchlns, John- 



************** 



1.25 



, Wells ft Hart 1.40 

try, Stratton ft Daugherty 1.60 

1.25 

.76 

enau ration, Slgley and Stratton 1.60 

2.40 
2.40 

| Crenahow « 2.00 

In Analytic Geometry, Mason 

2.25 

alculus, Love 3.25 

Differential Equations, 

■HM 1.75 




ns ft Roaeler 
V. Hagboldt , 

MS. 

tor in h*<*« it n*i< ■«<>»*>« i * n **** **tt *»hh 

1.25 

itlflc German, Wild 1.46 



OMPLETE 



German I (For Technical Students)— First German Course for Scientific 

Students, Fiedler ft Sand back 1.20 

French I — Contes Comlques, Macy ft PaasareUl 

Rev. Elementary French Grammar, Fraser, Sqnair, ft Parker 1.88 

French II — Same aa French I 

French III — Lectures Intermedlalres, Irving ft King 2.00 

Spanish I — Shorter Spanish Grammar, House ft Mapes 1.60 

Nuevos Cuentos Contadoa, Plttaro 132 

Spanish II — Same as Spanish I 

III — La Rana Vlajera, Camba 

IV — Cuentoe Hispanlcos, Crow 1.60 

Spanish Prose — El SI de Iaa Ninas, Moratin 88 

nversatlon and Composition — Short Spanish Review Cram- 
r, Grlsraer ft Arjcna 



PHYSICAL EDUCATION FOR WOMEN 

Aid— Red Cross First Aid Text Book, Blaklston 

and Adaptation— Teaching Physical Education in 
Schools, Salt, Fox, Sou theft ft Stevens 



.60 



DEPARTMENT OF PHYSICS 
General Physics I — An Introductory Course In College Physics, Black 3.75 

Physics I — Physics, Hausmanu ft Slack 4.00 

Physics — Household Physics, Avery 3.60 

Household Physics Lab. Manual, Avery 1.60 

Iptlve Physics — Survey of Elementary Physics, Hendron 2.25 

Meteorology — Physical Meteorology, Blair 

Photography — Fundamentals of Photography, Boucher . 



I— Handbook of Radio Writing. Barnouw -2.50 



DEPARTMENT OF ZOOLOGY 

General Zoology— General Zoology, Storer 3.76 

Guide to General Zoology, Harbaugh. Goodrich ft Ameel , 36 

Anatomy — Anatomy for Physical Education, Edwards 5.50 

Parasitology — Veterinary Helmlnthology and Entomology, 

Mpnnig i 9.00 

Lab Manual of Parasitology, Ackert 1.00 

Heredity and Eugenics — Principles of Heredity, Snyder 3.60 

r — Textbook of Embryology, Harmann 4,26 

Physiology — Textbook of Physiology, 8th ed., Zoethout 

ft Tuttle 4.75 

-Animal Micrology, Quyer 2,50 



SCHOOL OF ENGINEERING 
DEPARTMENT OF AGRICULTURAL ENGINEERING 

Farm Machinery — Agricultural Machinery, Davidson 3,60 

Field and Power Machinery — Farm Machinery ft Equipment, Smith .... 3.25 

and Tractors — Farm Gas Engines ft Tractors, Jones .... 3,75 

-Farm Buildings, Foster ft Carter 3,00 



DEPARTMENT OF APPLIED MECHANICS 

A Rec. — Strength 6t Materials, Temoahenko .... 
of Concrete Structures, Urquhart ft O'Rourke 

Principles of Concrete Construction, Turner 

Mechanics — Applied Mechanics, H. F. Gfrvln 

of Materials I Rec. — Elements of Strength of Materials, 

Tlmoshenko ft McCullough 

Ics Rec. — Hydraulics, Russell 

Mechanics — Soil Mechanics, Krynine 

Bee, — Elementary Fluid Mechanics, Vennard 



3.60 
4.50 

* 8.00 

.. 3.60 
.. 4.60 
.. -6.00 
.. 3.60 



Chemical Engineering Materials — Engineering Materials, White 4.60 

Industrial Stolchlomctry — Chemical Process Principles, Hougen 

ft Watson ™ 4.50 

Unit Operations U — Unit Processes In Organic Synthesis, Groggins .... 5.60 
Chemical Engineering Thermodynamics — Thermodynamics for Chemi- 
cal Enf'ueers, Webber 3.25 

Chemical Technology — Inorganic Chemical Technology, Badger 

and Baker 1.75 

Analysis — Application ot Chemical Engineer- 
ing, McCormlck .V. « 3.76 

illation— Elements of Fractional Distillation, Robinson ft 

Gllliland t**,. ...... 4 ...I.HtttttHtlltHHK ........IMMtt t 6,00 

ft Extraction, Sherwood 8.50 



DEPARTMENT OF CIVIL ENGINEERING 
; I * n — Elementary Surveying, VI, Breed and Hosmer 4.00 
Foundations— Foundations for Bridges ft Buildings, Jacoby ft Davis .. 4.00 
Surveying III — Same as Surveying I 

Surveying IV— Field Engineering (text with tables), Searla ft Ives .... 4.00 

Analysis — Structural Theory, Sontherland ft Bowman 8.76 

r, Hosmer 4.50 

Engineering — Water Supply ft Sewerage, Ernest W. Steel, 

1st ed 

importation Engineering — Elements of Railroad Engineering, 

Raymond 4.25 

Ign of Framed Structures— Structural Design, Sontherland 4.60 

Concrete Design— Design of Concrete Structures, Urqu- 
hart ft O'Rourke 4.50 

DEPARTMENT OP ELECTRICAL ENGINEERING 
Electrical Engineering C — Principles and Practice of Electrical Engi- 
neering, Gray ft Wallace 4.00 

Electrical Machinery and Construction— National Electrical Code, 

Natl. Board of Firs Underwriters - 10 

Principles of Electronics — Principles of Electronics, Kloe frier .. 8.26 

Brenneman 2. 26 



f— Direct-Current Machinery, Kloeffler. 
Brenneman ft Kerchner , , 



4.40 
6.50 



at Machinery I ft II — Principles of Alternating* 

Current Machinery, Lawrence 

Alternating -Current Circuit — Alternating-Current Circuit, Kerehner 

ft Corcoran i.7 6 

Electrical Measurements Rec. — Electrical Measurements in Theory 

ft Application. Smith 3.00 

Electrical Engineering M-I— Direct and Alternating Currents, Loew .... 4.60 
Electrical Engineering— Same as M-I 

Radio Communication I — Radio Engineering, Terman 6.50 

Radio Communication II — Same as Radio Communications I 

Industrial Electronics— Engineer tag Electronics, Fink 3.60 

Ultra-High-Frequency Techniques— Ultra-High-Frequency Tech- 

iiIqubs, Hr&lii&rd **»i t »si»*#*#*»»t*,«»i > ii*. **#■>•*..**..,.. ,,,,,,,, 4 . 50 

Design I -Elements of Electrical Design. Still 6.00 



DEPARTMENT OF MACHINE DESIGN 

Drawing — Engineering Drawing, French 3,00 

Geometry — Descriptive Geometry, Smuts ft Gingrich 2.50 

Drawing I— Engineering Drawing. French 3.00 

: II — Same as Machine Drawing I 8,00 

li Pierce g.fco 

Machine Design I — Design of Machine Elements. Fa Ires „. 4.00 

Aerodynamics— Elements of Practical Aerodynamics, Jones 3.76 



4,00 
4.60 



DEPARTMENT OF MECHANICAL 

C— Heat Engines, Allen ft Bnrsley 

A— Steam Power and Internal Combustion 

Engines, Craig ft Anderson 

Engineering Thermodynamic* — Elemenlary Engineering Thermo- 
dynamics, Young and Young - 

Thermodynamic Properties of Steam. Keenan ft Keyes 

Conditioning, Jennings ft Lewis 

I— Petroleum Production Engineering, Uren .. 

DEPARTMENT OF SHOP PRACTICE 
Woodwork I — Instruction & Information Units for Handworklng, 

Douglas ft Roberts , 

Wood Turning— Information ft Operating Unit In Machine Wood- 
working, R, E. Smith , 

Melals and Alloys— Modern Metallurgy for Engineers, Slsco 

Machine Tool Work I— Advanced Machine Work. Smith 

Farm Shop Methods— Farm Mechanics Text ft Handbook, Cook, 

McColly, Scranton , 

Industrial Management— Cost and Production Handbook, A 1 ford 
i Study— Time and Motion Study 



2.75 
2.75 
4.00 
6.00 



,80 

1 12 
4.60 
3.26 

2.60 
6,25 



'•'•»■« 



SCHOOL OF HOME ECONOMICS 

DEPARTMENT OF ART 

Elementary Design I— Art In Every Day Life, Goldstein 

Interior Decoration II— Decorating the Home, Lewis 4 

Historic Textiles— Romance of Textiles. Lewis 4^0 

Principles of Art I— Art Through the Ages, Gardner ,. 8.00 

DEPARTMENT OF CHILD WELFARE AND BUTHEN1CS 

Child Development, Justin ft Snyder tA0 

DEPARTMENT OF CLOTHING AND TEXTILES 

ntals of Clothing— Clothing. Lattko ft Quinlan 8.60 

Applied Dress Design— Same as Fundamentals of Clothing 

Test lies— Textile Fibers and Their Use, Hess 3 

Textile Fibers Lab. Manual, Hess ft Bruner 1.20 



2.40 
4.60 
3.26 
3.00 
3.00 

4.00 
4.60 



8.50 
3.00 
3.86 



DEPARTMENT OF FOOD ECONOMICS AND NUTRITION 
Poods I— Foods: an Introductory College Course, 2nd ed., Justin 

Rust ft Vail , 

Foods II — Experimental Cookery, 3rd ed., Lowe 

Human Nutrition— Chemistry of Food ft Nutrition, 6th ed., Sherman 
Applied Nutrition— Nutrition and Physical Fitness. 4th ed., Bogert 

Dietetics— Nutrition, 3rd ed., Chancy ft Ah 1 born -. 

Field Work In Nntrlllon — Nutrition Work With Children, revised 

ed., Roberta , 

Experimental Cookery— Experimental Cookery, Lowe 



DEPARTMENT OF HOUSEHOLD ECONOMICS 

The House — The House, Agan , 

Family Finance — Family Finance, Blgelow 

Consumer Buying — Consumers and the Market, Reld 



DEPARTMENT OF INSTITUTIONAL MANAGEMENT 
nd Administration of Instltu Hons— Food Service In 

Institutions. West and Wood ,. E o 

School Food Service— Food for Fifty, Fowler ft West 8.00 



SCHOOL OF VETERINARY MEDICINE 

DEPARTMENT OF ANATOMY AND PHYSIOLOGY 

e Anatomy of the Domestic Animals, 3rd ed„ Slsson 



ft Grossman 



.12.00 



DEPARTMENT OF PATHOLOGY 

Elementary Histology— Textbook of Histology, 10th ed., Bailey 8.00 

Histology— Embryology of the Pig, 2nd ed., Patten 1.50 

II— Animal Pathology, Runnel Is 6.00 

Pathogenic Bacteriology I — Veterinary Bacteriology, 1. A. Merchant .. 6.60 

Meat Hygiene — Meat Hygiene, 8th ed., Bdelmann, Mohler ft Elchhorn 5.80 
s 

DEPARTMENT OF MEDICINE 
Materia Medlrn— Practical Veterinary Pharmacology, Materia Med lea 

ft Thera pen ties, H. J, Milks 7,00 

I — Veterinary Surgery Notes, E. R. Frank 6.00 



CHITECTS SUPPLIES 
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STORE 



PAGE EIGHT 



KANSAS STATE COLLEGIAN 



18, 1M4 



State Rules 
For Smoking 

Effective July 1 of this year, the 
"no smoking on the campus" tradi- 
tion, as old as the school Itself, was 
abolished. 

The President's proclamation con- 
cerning new rules for smoking on the 
campus was published In the Summer 
school Collegian at that time. How- 
ever, for new students and old stu- 
dents not at K-State at that time, we 
are reprinting the campus, smoking 
rules. 

According to the President, the 
rules were kept by students and fac- 
ulty alike during the summer session, 
and the results have been "very satis- 
factory." 

To All Student*, Faculty Members, 
of Kansas State Col- 



(1) On May 0, I W*, the Btudent 
Council, In response to a 76 percent 
favorable vote of the members of the 
Student Governing association, rec- 
ommended to roe that smoking priv- 
ileges on the campus be extended. The 
Council called my attention to the 
fact that about «3 percent of all stu- 
dents voting for such extension of 
the privileges favored "smoking any- 
where on the campus, except In build- 
ings or areas which according to the 
President constitute a fire hazard." 

(8) On Jane 16, 1044, the Council 
ol Deans voted unanimously (a) that 
the recommendation of the Student 
Council should be approved, (b) that 
all rules and regulations on smoking 
should apply to faculty members and 
employees, as well as to students, but 
not to, visitors, and (c) that, In the 
Judgment of the Council, ail but the 
following bulldlngB, because of type 
of construction or nature of use, con- 
stitute a Are hasard: Thompson Hall. 
Van Zlle Hall, Student Hospital, Mili- 
tary Science Building, and the Presi- 
dent's House. Campus areas In the 
vicinity of frame buildings and oil 
storage tanks were also declared to 
constitute fire hazards. 

(S) Hence, for the time being, 
smoking is authorised: (a) Outdoors 
on the campus, except in posted areas; 

(b) in Thompson Hall, Van Zlle Hall, 
Student Hospital, Military Science 
Building, and President's House; 

(c) later when adequate fire protec- 
tion equipment can be obtained, one 
or two rooms Inside other buildings, 
may be provided. 

(4) Smoking In prohibited in all 
other bu lifting* *t»d on all steps and 
Immediate approaches to buildings. 

(B) In bonding, authorised for 
smoking, ashes and discarded por- 
tions of cigarettes and cigars must be 
placed In appropriate containers. 

<6) Outside building*, cigarette 
butts should be torn apart, the un- 
used tobacco thrown, away and the pa- 
per wadded before It Is discarded. (I 
hope this will become the new tradi- 
tion at Kansas State — the tradition 
of cleanliness). 

(7) The enfon**m«nt of this order 
among Btudents Is, of course, en- 
trusted to the Student Council. Regu- 
lar administrative officers of the Col- 
lege will handle non-student prob- 
lems. 

(5) Violation of this order, caus- 
Ing are haxards or unsightly appear- 
auce on the campus, will result In 
the elimination of smoking prlv- 



M. S. 



Fraternity Houses 
Now Dorm Annexes 

An enlargement of College housing 
facilities for women has been made 
necessary because of an increase in 
enrollment of women this fall. Two 
fraternity houses, the Sigma Alpha 
Epsilon and the Sigma Nu houses, 
have been taken over by the College 
to be operated as annexes to Van Zlle 
Hall. 

Even though Van Zile. Hall was re- 
stored for occupancy by women tbls 
fall. Dean Moore explained that the 
waiting Hat was so great and attend- 
ance at rush week so much larger 
than usual that it was necessary to 
provide additional houses. The Col- 
lege has planned construction of sev- 
eral additional women's residence 
halls after the war. 

The Sigma Alpha Epsilon bouse 
will house approximately 45 women 
while the Sigma Nu will provide 
rooms for about 40 women. 

Both houses will be operated In the 
same fashion as Van Zile Hall except 
that there will be no cooperative plan. 
Meal service will be supervised by the 
Department of Institutional Manage- 
ment at the College. Housemothers 
have been hired by Kansas State to 
supervise the annexes). 

c 

Sayre On Leave 

Edwin D. Sayre, associate profes- 
sor of voice, has been awarded a fel- 
lowship at the Westminster Choir 
College, Princeton, N. J. 

Professor Sayre has been granted a 
leave of absence for the 1944-45 
school year. 

The choir, which Is recognized as 
one of the Anest In the country, makes 
2(1 appearances during the season 
with the New York Philharmonic 
orchestra In Carnegie Hall and with 
the Philadelphia orchestra. An an- 
nual concert tour is made in the mid- 
western and northern states during 
the month of February. 



Men are not disturbed by things, 
but by the views they take of things. 



To 

Two books on cereal chemistry 
written by Dr. C. 0. Swanson, Kansas 
State professor and nationally known 
cereal chemist, are being sent to Rus- 
sia. The request for these books was 
received recently from Prof. N. I. 
Proskurlakov, a Russian scientist. 

Dr. Swanson In return has received 
a volume of a periodical Russian pub- 
lication, "Biochemistry of Bread Mak- 
ing" published by the Biochemistry 
Institute of the Academy of Sciences 
of the U. S. S. R. He will give this 
volume to the Kansas State College 
Library. 



Helen Jacobs, former tennis star, 
is now serving in the WAVES. 



Distracting 



wise, Laden Leloog's 
to lift you 



Welcome! 



Nmw Fall Merchandise 

Brooches 
Earrings 
Watchbands 
Necklaces 
Pearls 
Compacts 



Paul Dooley 




Lucien Lelong 



IMS \ •» t 



ft — 

KXJU1 
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Dramatic* .... 



will 

Tuesday at 7 :80 p. m. In G-206. 
All students who are interested 
In any phase at dramatic produc- 
tion are urged to attend. 

At this meeting officers for the 
coming year will be chosen, and 
for 




Award To B riles 

Mary Frances Briles. a senior In 
dietetics and Institutional manage- 
ment, has been designated as the first 
recipient of the newly established 
Borden Home Economics scholarship 
of $300 here. • 

The Borden Company has given the 
College S1.600 to provide five schol- 
arships of $300 each to be awarded 
outstanding home economics seniors 
who have included at least two cours- 
es In foods and nutrition in their cur- 
riculums. Only one scholarship ware 
awarded this year. 



16 Receive 
Sears Awards 

Scholarships totaling $2600 have 
been awarded by the Sears-Roebuck 
Foundation to 1$ women who are 
freshmen in home economics. 

Although the foundation has for 
several years awarded scholarships to 
men In Schools of Agriculture, this 
Is the first award to a School of Home 
Economics. Nine scholarships of $200 
each and seven of $100 each are to be 
awarded each year upon the final rec- 
ommendation of a state selection com- 
mittee. The awards are for freshman 
home economics students only. The 
women received half the amount upon 
enrolling and will receive the second 
half after enrolling for the spring 
semester. 

Winners were selected on the basis 
of ability, promise, need and person- 
ality. The 16 were chosen from near- 
ly 50 applicants. 

Those who received $200 awards 
are: Helen Deane Dameron, Jaunlta 
LuthI, Virginia McGulre", Janice Ellse 
Miller, Donna Marie Oyster, Dorothy 
Jean Truesdale, Doris Yvonne Slaw- 
son, Emma Faye Sloan, and Naomi 
Ruth Frallck. 

Recipients of the $100 scholarships 
are: Miriam Dunbar, Virginia Grand- 
field^ Naomi Ruth Page, Margaret 
Ptxley, Marcla Blgham, Beverly Jean 
Loy, and Lola Warden. 



Wins Oak Leaf 

Capt. Robert O. Baber of Dodge 
City, who was graduatetd from Kan- 
sas State College with a degree In 
milling industry In 1939, haa been 
presented an Oak Leaf Cluster to the 
Air Medal, according to a report 
from the Eighth Army Air Force in 
England. Captain Baber received 
the award for "meritorious achieve- 
ment" while participating in heavy 
bombing assaults on vital Nail tar- 
gets In Oermany and the 
countries of Europe. 



Wanted . . . . 



A dance 

Oovirnment 




to P. O. box 246. 



Hudiborg Physics Head 

L. E. HudlbUfg. associate proles- 
Bor of physics. Is acting as head of 
the Department of Physics during the 
leave of absence of Dr. A. B. CardwelU 
Professor Hudlburg Is continuing his 
duties as assistant dean of the School 
of Arts and Sciences. 

Dr. Cardwell will be on leave dur- 
ing tbe fiscal year of 1944-46. He Is 
doing war research work at the Clin- 
ton Engineer Works, KnoxvUie, Tenn. 

Prof. E. K. Cbapln, also of the De- 
partment of Physics, has been granted 
a year's leave of absence to accept 
temporary war-time employment with 
Bhure Brothers ,of Chicago. 



Electronic ^air cleaners which trap 
the smallest of dust particles — down 
to 1 /260,000th of an Inch In diameter 
— are among means making possible 
the production of penicillin. 



Mai. Gen. William E. Lynd, now 
commanding the -Fourth Air Force, 
in praising the exploits of Brig. Gen. 
"Blondie" Saunders, West Point grid 
great of 20 years ago, points out that' 
West Point officers with football ex- 
perience made the best fighting air 
con 




LTHTULLY COOLED 
SHOWS n: SO - 7:00-9:00 
ENDS TONITE— 37c Plus Tax 
"Dr. Gillespie's 

New Assistant" 



with 



Peter. 
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New and Old Students 
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United Fund 
Drive Starts 
Here Monday 

With 100 percent participa- 
tion as the aim, the Kansas 
United War Fund in conjunc- 
tion with the Manhattan Com- 
munity Chest drive will swing 

Into action Monday and last through 
October 14. These dates coincide 
with the National War Fnnd drive. 
Tub student goal for Kansas State 
College this year Is 11200, and the 
total for the entire campus is 9 4490. 

Presidents ot all campus organi- 
sations are responsible for working 
out plans to reach every member of 
their groups in the hopes that every 
student will be contacted. 

Booth In Anderson 

There will also be a booth In Ander- 
son Hall all week for donations. , Two 
thermometers in Anderson Hall, one 
representing comparative student 
contributions, and the other for re- 
cording corresponding gains ot the 
faculty goal, will be kept up-to-date 
throughout the drive. 

The suggested amount for each 
student to contribute this year is 
$1.00 for the War Fund which in 
eludes USO, War Prisoners Aid, 
United China Relief, U. 8. Committee 
for Care of European Children, Rus- 
sian War Relief and 14 other such 
needy groups, and $1.00 for the local 
community chest 

Only Drive This 

At a meeting Tuesday afternoon of 
the leaders of all campus groups 
David Nelswanger, Topeka CTvlc lead 
er. explained that this Kansas United 
War Fund will be the only drive for 
funds throughout the year, except 
tor the annual Red Cross drive in 
March. "The total goal for the Na 
tional War Fund this year Is S116,' 
000,000 as compared to last year's 
$125,000,000; of this total the Kan- 
sas quota is * 1,2 2 6. 000," he stated 
"Over halt of the Ilie.OO^frOJ which 
will be contributed this year will be 
used for the benefit of TJ. S. men and 
women in uniform." 

Crosier Speaks 

Miss Lois Crozier, regional Student 
''iriatsan Association secretary from 
Topeka. and Frank L. Bynum of Em 
poria. state director ot the Kansai 
United War Fund, also attended the 
meeting, and Miss Crosier spoke on 
the Importance or reaching every stu 
dent. 

The local Community Chest por 
tlon Of the drive will cover such 
worthy groups as the YWCA, the 
YMCA, the Olrl Scouts and the Boy 
Scouts. Each contributor will be giv- 
en a receipt for the gift, and if mem- 
bership in either the college YMCA 
or the YWCA Is desired, the student 
should take the receipt to the Y of- 
fice and he will be given a member- 
ship card. Unless specifically ear- 
marked, all donations will be put 
Itito the common pot and allocated 
as has been decided upon by officials. 

Campus Goal 94490 

The entire Riley county quota of 
the War Fund Is |1 6,122 and the por- 
tion for the campus Is $2415. The 
total quota for the Manhattan Com- 
munity Chest Is $5800— the campus 
quota ot tblB being $2,076. making 
a total campus quota of $4490. Of the 
$5800 in the Manhattan Community 
Chest. Olrl Scouts will receive $1100; 
Boy Scouts $1400; College YMCA 
$1000; and College YWCA $1300. 



Pep Rally . . . 

A pop rail) will be held la 



8 o'clock. The ■ 
and team will be 
rally will be 



by a 



Mendenhall '43, 
Navy Casualty 

Ens. Oeorge Mendenhall Jr., 23, 
former Kansas State three-sports star 
and outstanding student, has been 
killed aboard a Navy destroyer In 
the South Pacific, it has been reported 
here. His home was In Belleville. 

Mendenhall, who was graduated 
from the College in 1943 with a bach- 







NUMBER S 




Ueorge 



School Mixer 
Saturday Night 

The first all-school mixer will be 
held Saturday night from 8 to it p. 
m. In the Auditorium and Nichols 
gymnasium. From 8 to 9 p. m. a va- 
riety show will be presented in the 
Auditorium, with H. Miles Heberer, 
professor in the ■peach department, 
acting as the master of ceremonies. 
From 9 to 12 there will be dancing 
In the gymnasium. Admission to the 
party will be gained by presenting 
your student activity book. 

One of the highlights of the pro- 
gram will be a hulu dance given by 
Mrs. Hugh Harlln. Mrs. Harlin, 
whose husband Is now overseas, lived 
with her husband for tome time in 
tbe Hawaiian Islands. She will In- 
terpret the dance for tbe enjoyment 
and Information of those attending 
the program. 

Phyllis Fredrlekeon will "beat me 
Daddy, ten to the bar," with some 
piano selections of boogie-woogie mu- 
sic, A barbershop quartet, consisting 
of Charles Eslinger, Ted Grimes, Gene 
Walters, and Keith Intkeep, will do 
some harmonising, and Blllle Davis 
will give a demonstration of acro- 
batic twirling. Glen Vail of Zeandale 
will give a comedy act with a surprise 
ending that promises to keep his au- 
dience in laughter. 

Prof. Merton Otto of the economics 
department Is the faculty chairman 
of the committee for all-school mix- 
era. Betty Jean Yapp, who Is In 
charge of the program for the mixer, 
Is the representative on ihe commit- 
tee for the YWCA. Phyllis Johansen 
represents the S. Q. A., and Embert 
Coles is the representative of the 
YMCA on this committee. 



1944 Royal Purple Rates 
Ail-American Award 



for 9th 

According to Judge Has 'Personality Plus 1 ; 
Editor of Winning 



elor ot science degree in mechanical 
engineering, played three years on 
the Kansas State basketball teams 
and was honorary captain in his se- 
nior year. Although he bad never 
played high school football, be went 
out for the College varsity during his 
last year In school and won a first 
team, place at end. Mendenhall 's 
great defensive play was one ot the 
highlight* In Kansas Stata'aMU to 
upset of Nebraska In 1842. He com- 
peted In track only one year, 1941. 

In sdditlon to bis athletic ability, 
Ensign Mendenhall was a campus 
leader and high-ranking student. His 
name was listed In Who's Who in 
American Colleges and Universities. 
He was a member of the College Engi- 
neering Council; PI Tau Sigma, na- 
tional honorary mechanical engineer- 
ing fraternity; Blue Key, senior men's 
honorary society; K Club, organisa- 
tion of Kansas State varsity athletes; 
and Sigma Phi Epsllon, social fra- 
ternity. He also was president of the 
senior class In 1043. 



Band tryouts will continue until 
the end of the week when at that time 
the organisation will be completed. 
More players are needed on all Instru- 
ments. Previous to last year women 
^were not admitted to the marching 
band, but this year both women and 
men will be accepted. Proper forms 
to be filled out by members may be 
secured from Professor Downey at 
the Band office or from the Music ot- 



Radio . . . 



Audition* for i 
and musicians for 
on KSAC, College radio station, 
will be held from 4 to B p. m. to- 
day and tomorrow la Nichols 
80S, acoord- 
Those 



* 

i 



The 1944 Royal Purple, Kansas State's yearbook, has been 
awarded the All-American Honor Rating. A yearbook with "per- 
sonality plus" Is the judge's description of the book. There were 
518 yearbooks entered In the 1944 contest, and four In the te- 
state class made A 11- American. This Is the ninth consecutive 
year for the honor to go to Kansas State's yearbook. 

There were five divisions In 
the contest. The Royal Purple 
was In the second division which 
consisted of schools with an en- 
rollment of 2500 to 4999 stu- 
dents. To rate the Ail-Ameri- 
can honor each yearbook must 
score at least 1260 points. The 
Royal Purple scored 1505 
points. 

Jadges Enthusiastic 

The Judges were especially enthusi- 
astic about the way the military sec- 
tion of the book was handled. This 
section Included action pictures of 
life on the campus, as well as group 
pictures of the Army Specialised 
Training students then stationed at 
Kansas State and pictures of the 
Army Air Force detachment stationed 
here at that time. 

In writing his criticism of the Royal 
Purple the Judge stated, " 'Wartime 
Kansas State' It one of the best school 
lite sections your judge has seen this 
year, If not the best. You do the right 
kind of a Job for a war school year. 
Good Work!" 



R. P. Workers . . . 

A meeting for all students 
wanting to work on the IMS 
Royal Purple will be held In 
room 211 la Kedale Hall this af- 
ternoon at B. 

"Editorial, business and office 
jobs are open, so tome and give 
your preference, experience. If 
any, and a schedule of when you 
can work; 

*» 

In the journalism 
la not a prerequi- 
vou can't attend the 
lestve the above lafor- 




Name Lashbrook 
Journalism Head 

Ralph R. Lashbrook bas been ap- 
pointed head of the Department of 
Industrial Jonrnallam and Printing to 
succeed Russell I. Tbackrey who be- 
came dean of administration of the 
College September 1. 

Mr. Lashbrook has been a member 
of the staff of the Journalism depart- 
ment 10 years. He Joined the staff 
September 1, 1934, as a temporary 
instructor, became an assistant pro- 
fessor in 1838, an associate profes- 
sor and director ot the Kansas State 
College News Bureau in 1938, and 
professor and acting head of the de- 
partment In May, 1943, 

The new head received his bachelor 
of science degree in Industrial Jour- 
nalism from the College in 19 29. Dur- 
ing the school year, 1941-42, he was 
on sabbatical leave from the College 
while a lecturer In agricultural Jour- 
nalism at the University of Wiscon- 
sin where he received his master of 
science degree In 1942. 

Before joining the College staff, 
Mr. Lashbrook had been a member of 
the staff of several dally newspapers, 
Including the Kansas City Star. 

Mr. Lashbrook Is a member of the 
American Association ot Teachers of 
Journalism, the American College 
Publicity Association and the Ameri- 
can Institute of Public Relations. He 
la chairman of the Board of Publica- 
tions, a member of the Faculty Coun- 
cil on Student Affairs and chairman of 
the Kansas Magazine Publishing As- 
sociation. * 

Orchestra tryouts began Tuesday. 
Students may secure Orchestra cards 
from the band office or the music of- 
fice. String players are badly needed. 
Tbe first rehearsal will be In the 
Auditorium Tuesday night at 7:30. 



YM-YW Forums 
Begin Tuesday 

Open for questions on his personal 
stand on subjects of national and in- 
ternational lntereet, State Sen. Albert 
Cole of Hotton wiH be the first speaker 

on a series of political forums being 
sponsored by the VWCA and YMCA 
organizations. 

The first ot this series will be held 
in Recreation Center from 4 to 5 p. 
m. Tuesday. Students, faculty mem- 
bers, and townspeople are welcome 
and urged to attend any one or all 
of the four forums. 

Senator Cole, wbo is running on 
the Republican ticket tor Congress 
in this district, will speak on the sub- 
ject, "Why Vote the Republican Tick- 
et?". Senator Cole Ib a well-known 
lawyer by profession, and has served 
on the legislative council of Kansas. 

The second forum speaker, who 
will be here October 17, will be Ralph 
Ulm, county commissioner in Shaw- 
nee county. His subject will be "Why 
Vote tbe Democratic Ticket v". 

Following Mr. Ulm, October 24, 
Arthur Peine, business man and rec- 
ognized community leader of Man- 
hattan and former professor in the 
history department of K. S. C, will 
speak on "The Great Issues Behind 
the Campaign." 

Por the fourth and final political 
forum speaker, W. R. Purkaple. teach- 
er of social science In the Manhattan 
higb school, will present tbe topic 
"Political Effectiveness in Democ- 
racy." 



War Course To Open 

A course in Engineering Science 
Management War Training will be 
offered this fall If enough people en- 
roll, according to Prof. W. W, Carl- 



Registration 
Totals 1,488; 
136 Increase 

An increase of 136 over the 
civilian registration of a year 
ago waB recorded for the fall se- 
mester with 1,488 students enrolled. 
Freshman enrollment was up with 83 
more students enrolled this year 
than last. Of the freshmen, 300 were 
women and 179 were men. 

A preliminary breakdown at the 
end of the three 4«T registration pe- 
riod revealed that 978 women and 
493 men bad registered. Latecomers 
boosted the figure to 1,488. Increas- 
es were shown In the Schools of Ag- 
riculture, Home Economics and Arte 
and Sciences. 

Home Kc's High 

The enrollment for the School of 
Home Economics was 662 as com- 
pared with 635 ot last year. Tbe 
School of Arts and Sciences topped 
last year's figure of 429 by 86 stu- 
dents. The School of Agriculture's 
enrollment of 66 was an Increase of 
seven over the 1943 figure. 

146 Engineers 

The School of Engineering and 
Architecture has only 146 students 
enrolled this year as compared to 271 
for the fall semester «of 1943. Vet- 
erinary Medicine had a slight de- 
crease with 182 enrolled this year. 
Forty-seven in the Oraduate School 
enrolled during the regular registra- 
tion period. Last year G6 students 
enrolled In the school. 

The tabulation of men and women 
by schools shows the School of Agri- 
culture with 63 men and 2 women; 
Arts and Sciences, 107 men and 364 
women; Engineering and Architec- 
ture, 134 men and 12 women; Home 
Economics, 662 women; Veterinary 
Medicine. 177 men and 6 women; and 
the Oraduate School, 22 men and 26 



The main objective of this course is 
to provide pre-employment training 
for future war plant employees: 
Anyone is eligible to enter wbo has 
completed his high school curriculum 
with at least two years In mathemat- 
ics, or Its equivalent In trade experi- 
ence. 

Additional information concerning 
enrollment in the course may be ob- 
tained from Professor Carlson. 



Presidents . . . 

President* of all campu* or* 
< lull" must have complete 
i for ran vanning of the entire 
to 

to 

president of the I 
Receipts may be obtained In the 
Alumni office, Allfl, from Ken- 
aey Ford, secretary. This la also 
where the collected 
should be turned In. 




Mary Ann Montgomery, news edi- 
tor of the Belleville Telescope, edited 
the 1944 Royal Purple. Miss Mont- 
gomery was telephoned 
the news of tbe All- 
Amerlcan award. When 
asked what she had to 
— she answered, "I'm 



tli<> people on I lie stuff. 
They deserve the credit. 
%mm I'm glad we didn't break 
the 'All-American tradition' at Kan- 
sas State," 

The assistant editor of the 1944 
Royal Purple was Elizabeth Crandall. 
Picture-taking for the book was done 
by Floyd J. Hanna, Lester Oborny and 
Prof. E. T. Keith. Professor KBith 
both made and processed many of the 
pictures. 



Other staff members were Mary 
Ann Luhnow, Alice Roetfs Roper, 
June Fredrlckson Schneider, Peggy 
Phelan, Kay Hosmer, Phyllis Johan- 
sen, Marjorle Mclnteer, Ann Allison, 
Marjorle Bernard Allen, Marjorle 
Setter, Arleta Boyer, Norma Kay Bry- 
an, Lucille Shoemaker, Mary Jane 
Jones, Mary Loulsu Carl, Betty Qall 
Parker, Annette Hoffman, Alice Dll- 
lard, Nancy Heberer, Betty Jean 
Yapp, Tess Montgomery, Leroy Tee- 
ter, Arma Jo Smith, Joan Holecher, 
and Athol Furman. 



Rain, Plaster, FaU 

"When and if any of you ever get 
In the Kansas legislature you can say 
that you actually saw buildings on 
the Kansas Stele campus fall to 
pieces," remarked Dr. M. C. Moggie 
to hie class Monday morning as pieces 
of plaster fell from Ihe ceiling. 

Earlier in the morning during the 
hard rain when the leak had begun. 
Dr. Moggie had found a washtuh 
which he placed In the middle of the 
room beneath the leak. The water 
soon loosened tbe plaster and large 
pieces fell Into the metal tub at in- 
tervals during the general psychol- 
ogy recitation. 

Scene of the action was room 202 
In Education Hall. 



Collegiate 4-H Club 

The first meeting of tbe Collegiate 
4-H Club will be held tonight at 7:30 
in Rec Center. Plans will be made 
at that lime tor ihe Collegiate 4-H 
Club membership drive for the com- 
ing year. This Is the largest social 
organization on the rampus. 

The 4-H Club sponsors radio broad- 
casts every Saturday from 1 to 1:30. 
A publication called "Who's Whoot" 
Is edited and published annually by 
the club. Many parlies and picnics 
are held during the year. A party for 
new and old members will be held 
Monday at 7:30 In Rec Center. 

Tbe officers Inc lude the following: 
president, Louise Parcels; vice-presi- 
dent. Mary Alice Doll; secretary and 

| treasurer, Athol Furman; reporter, 
Oeorganne Bacon; marshal!. Warren 

| Scott: corresponding secretaries, 
Jean Kays and Margaret Ramsdale; 
song leader, Barbara Rogers; pianist, 
Roberta Vogt; "Who's Whoot" edi- 
tor, Mary Alice Htrealor; "Who's 
Whoot" business manager, Hope Le- 



Zoology Hemlnar 

The Entomology-Zoology Seminar 
will bold Its second meeting of the 
fall semester today at 4 p. m. in F202. 
The program will consist of a report 
on the Cleveland meetings by Dr. 
Donald Ameel, Dr. E. H. Herrlck, and 
Dean J. E. Ackert. 



new supply of K-Books have 




the YMCA office In 
or from the YWCA 
■of 
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Congratulations . • . 



Congrats, student body 
and enthusiasm exhibited 
game of the season Satu 
noon. It Is our opinion 
percentages were figured, 
turnout was much better 
past of bigger enrollments 



on the pop 
at the first 
rday after- 
that If the 
the student 
than years 
and strong- 



And It was a noisy crowd too, In 
spite of the Inexperienced cheer lead- 
ers and the newness of the yells to 
the freshmen, the echo was stronger 
than yells we've beard in previous 
seasons ... or was that the vetsT At 
any rate the cooperation of the stu- 
dents- with aid for the team was ad- 
mirable and deserves 



Bat Watch Out! 

But sines most editorials point out 
a moral or lean to preaching, this 
cannot be an exception, so here goes. 
It was easy to be enthusiastic Satur- 
day. The weather was practically 
perfect; there was the first-game of- 
the-season novelty and curiosity about 
the "44 squad; it was untried and 
ready for action; and the teams were 
fairly evenly matched, leading to a 
close game, and several thrills. 

The real test of school spirit will 
be In the four home games coming 
up. If the team starts to lose, or the 
weather becomes a little unpleasant, 
how many of you will "show up" and 
"stick It out" then? 

A Challenge To All 

That's a challenge eacb of us 
should take upon ourselves. If we 
can have the same kind of crowd at 
eacb game, exhibiting the same spirit, 
no matter what the final standing of 
the Kansas State team In the Big 
Six, It's been a successful season. 

And one thing more, directed pri- 
marily at new students and freshmen, 
but perhaps a reminder to experi- 
enced Wildcats — K -Slaters do not 
leave the stadium and remove their 
team's moral support two or three or 
five minutes before the closing gun, 
or whenever the score is fairly well 
assured. Thoy stay until the cotnplo 
l ion of the 



Church News 



Kansas State students got-ac- 
qualnted Monday evening at the open 
houses and mixers held by the va- 
rious Manhattan churches. President 
and Mrs. Eisenhower visited the 
functions of c*#h church during tbe 
evening. 



Dean Mary Van ZUe was guest 
speaker at the Kappa Beta meeting 
Tuesday evening tor Christian wo- 
men students. 

The Assembly Hour Bible School 
at 9:45 at the Christian Church will 
be conducted by students this Sunday 
morning. 

Christian Fellowship Hour will be 
at 5 on Sunday evening followed by 
vesper services at «:4B. The College 
Forum will be held at 7:46. 



The Lutheran Student Association 
will hold Us first meeting of the 
school year Sunday afternoon at 3. 
Dean Tleman Is president of this as- 
sociation while Inet Bkdahl and Dr. 
Verne Sweedlun are sponsors. 



Congregational young people are 
urged to attend that church's Bible 
school Sunday morning at 9:46, fol- 
lowed by church services at 11. 



The first Kappa Phi meeting of the 
school year was held Tuesday eve- 
ning at Wesley Hall. "Music, the 
Hinges of the World" was the theme. 

Methodist Church activities offer 
a full week with the first meeting of 
Wesley Singers thlB evening at 7:30 
at Wesley Hall. Elisabeth FHppo Is 
the leader. The Saturday Niter has 
as Its theme this week "Radio Party." 
Those planning the party are Alta 
McClareu. Iluth Kimball and Otle 
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'45 R. P. Portrays 
Postwar College 

"The College of Tomorrow" will be 
tbe theme of tbe 1946 Royal Purple 
according to the tentative plans made 
this summer for the yearbook by 
Elizabeth Crandatl. editor. 

President Elsenhower and Paul 
Welgel, head of the Department of 
Architecture, have assured their co- 
operation In portraying postwar Kan- 
sas State College. The editor and C. 
J. Medlln, graduate manager, met 
with the engraver In Kansas City this 
summer and discussed plans for the 
opening and division pages. 

Rush week, enrollment and fresh- 
man Induction activities started pic- 
ture taking. Dee Preusch, photog- 
rapher, is now getting campus pic- 
tures for the view section of the year- 
book before the frost kills the foliage 
and will continue to record student 
activities throughout the year. 

Picture taking for the class section 
began yesterday. Miss Crandall asks 
that presidents or secretary-treasur- 
ers of all sororities and fraternities 
desiring pages in the Royal Purple 
make arrangements with her by Oc- 
tober 10 for their date at the Studio 
Royal. 



Cole. Maurice Hull has arranged the 
church school program for Sunday. 
His theme Is "The World and I." 
Ruth Hodgson will play a piano solo. 

Fellowship Hour at 6 Sunday eve- 
ning in Wesley Hall will have Phyllis 
Hlckney as speaker. Miss Hlckney 
Is a graduate of Vassar and la study- 
ing veterinary medicine at Kansas 
State. "The Church and My College 
Life" la the topic Dr. Fred L. Par- 
rish will discuss at Wesley League 
at «:30 Sunday evening In Wesley 
Hall. 



The Presbyterian student's West- 
minster Cabinet will meet at West- 
minster House this evening at 7:30. 

The Student's Bible Class Sunday 
morning at 9:46 will be followed by 
ehurch service at 11:00. Rev. Ouer- 
rant will use as his topic "Isn't Life 
Wonderful." 

At 6:30 Sunday evening Jean Had- 
ley will be in charge of the Presby- 
terian World Fellowship Hour. The 
theme for the evening is "Be Aware." 



The Newman Club held Its first 
meeting last Monday evening. Future 
meetings will be held the first Mon- 
day evening of each month. 

Maes for Catholic students will be 
held Sunday, at 8:00, 9:30 and 11:00. 

Baptist young people are invited to 
attend tbe Church of Study at 9:46 
and the Church of Worship at 11 on 
Sunday morning at the Baptist 
Church. 

Baptist Student's Fellowship will 
meet at 6:16 p. m. Evening worship 
will be at 7:46 p. ra. 



Students and friends of the Saint 
Paul's Episcopal Church are Invited 
to the first Corporate Communion 
service of the school year at 8 a. m. 
Sunday. Immediately following the 
communion service will be the Fel- 
lowship Breakfast In the students' 
rooms of the Parish Hall. Sarah Ul- 
rich Is In charge of the breakfast. 
The Canterbury Club with Elizabeth 
Crandall as president will meet after 
the breakfast. , 
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Beat Missouri 

U-Rah-Rah-K.S. C. 
U-Rah-Rah-K.S.C 
U-Rah-Rah-K.S.C 



Kansas State 

Fight State Fight! 



College-City Bus 

Dial 4140 



\ * Bars and Stripes ★ 



— 



Dee Preusch 

Coming home on furlough from 
Italy In the near future la Capt. Wil- 
liam D. Paste. Ag graduate in '39. 
Captain Paske holds tbe Combat In- 
fantryman Badge and the Legion of 
Merit for outstanding service during 
tha Tunisian campaign. Overseas 
since January '42, he is a regimental 
communications officer with tbe 34th 
"Red Bull" Division of the Fifth 
Army. 



Pvt. James A. Dunbar, former stu- 
dent in the School of Architecture, 
has been overseas for six months. He 
has been serving as radio compass 
repairman with a Signal Company of 
the 13th AAF Service Command oper- 
ating In tbe South and Southwest Pa- 
cific. 



Lt. Sanford K. Moats, who flies tbe 
P-GL Mustang "K" in an Eighth 
Fighter Command group, was flying 
over Kiel recently when the rudder 
on his plane broke loose. Discovering 
the canopy stuck and no possible way 
to ball out, be managed to level his 
plane off at zero altitude. Lieutenant 
Moats, f. s. in mechanical engineer- 
ing, wears tbe Air Medal with an Oak 
Leaf Cluster, 



A recent letter brings the informa- 
tion that Lt. Donald R. Kimball, '48, 
Is stationed at Camp Rucker, Ala., in 
an infantry division. 



Clair Mauch, civil engineering 
grad of May '44, Is now an ensign in 
tbe USNR and Is stationed at Holly- 
wood Beach, Fla. 



Lt. Donald Fleming '42, recently 
passed the 60-mtsBlon mark as a navi- 
gator In a B-24 Liberator, according 
to a release from tbe AAF In Italy. 
Lieutenant Fleming bas been over- 
seas since February of this year, and 
has been awarded the Air Medal and 
three Oak Leaf Clusters "for merito- 
rious achievement In aerial flight 
while participating in sustained oper- 
ational activities against the 



The 15th AAF Headquarters an- 
nounce that former student Raymond 
L. Kieffer has received a commission 
of second lieutenant and la now a nav- 
igator on a B-24 Liberator, 



After a bomb run over Halberatadt 
Airfield deep In Germ any, Lt. Edward 
Brann, bombardier on. a B-24 Liber- 
ator, stood on the catwalk of an open 
bomb bay, 22,000 feet above Nazi 
ground, and safetled two dangling in- 
cendiaries that bad stuck on the bomb 
rack of his plane. Lieutenant Brann 
is a former student In electrical engi- 
neering atK. S. C. A release from an 
Eighth Air Force Bomber Station In 
England said, "His courageous act 
saved the plane and avoided the pos- 
sible bombing of the Eighth Air Force 
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Libs flying below In 
menta." - 



the lower ele- 



A not her recently commissioned 
ensign In tbe USNR is Paul O. Lar- 
son, "44 graduate and a member of 
Steel Ring, PI Tau Sigma, and K. 8. 
Engineers. 



way to attend radar school at Ft 
Bliss, Texas. Lieutenant Whites Ida 
taught radio at Camp Davis, N. C, 
for two years. 



Another visitor was Ens. Dale An- 
iline, Ch. E. '44 on his way to Baa 
Francisco to be on L. S. T. duty. While 
at Ft. Schuyler, N. Y„ Ensign Anatine 
met Ens. Arthur Pryor, Cb. B. '43, a 
former instructor, while in New York. 



It's an APO address from New York 
for Lt. Majmard L. Abrahams (Bomb 
Squadron) and Lt. Joseph E. Jagger 
(Infantry); while Major E. J. Cook, 
USMC. bas a Fleet P. O. 
of San Francisco. 



Visiting the alma mater Is Dale 
Anstlne, '44, after receiving bis com- 
mission as Ensign at Fort Schuyler, 
N. Y, In his graduating class at Fort 
Schuyler were former Kansas State 
students John Manglesdorf and Paul 
Newcomer. 



Charles Vavrock, K-State wrestler 
now In the Marines, recently received 
a Marine Corps citation "For cou- 
rageous conduct and outstanding per- 
formance of duty while serving with 
Company "E" Second Battalion, Fifth 
Marines, In action against the enemy 
at Waru Village, New Britain." Va- 
vrock is a Pharmacists Mate 1st Class 
and Is now back In the States for a 30 
day furlough. 



From Maxwell Field, Ala., 

that Donald E. Leavltt f. s. 
from Iola, Kans., is now enrolled as 
an aviation cadet In the pre-fllght 
school there. 



Lt. Howard WhUeslde, f. s. '42, 
visited the Department of Chemical 
Engineering recently. He was on his 



Payne In 

Prof. L. F. Payne, head of the De- 
partment of Poultry Husbandry, la in 
Wichita this week. He is to Judge 
poultry at the 4-H Fat 
today. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

Phone 3J10 105 N. Fourth 
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Verne Boyd's 
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Manhattan & Laramie 
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Be Open Minded This Fall! 

Quality Shoes of Stunning 

Individuality! The Newest Style 
Hits In Rich Suede Emhossed Alliga- 
tor Calf. Polished Calf. 




$5.00 

to 



As Seen in Vogue 




Ward Keller Store Shoe Dept. 
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'Cats Play First Big Six 
Game Here At 2 Saturday 



Rolling into their first con- 
ference game, the Wildcats 
come up against Missouri at 2 
o'clock Saturday, in Memorial 
stadium here. The Tigers will 
be out with blood in their eye 
to compensate for their 54-0 
defeat by Ohio State last week- 
end. 

Coach Ward Haylett's lads 
got their first workout last Sat- 
urday with the Wichita Wheat- 
shockers. Although the Purple 
and White clads crushed their 
opponents against the Wichita 
goal all during the fourth pe- 
riod, fumbles permitted the 
'Cats to do no more than tie the 
score at 6 all. 

Pitted against the stronger Tigers 
will be Dave Weatherby and Jack 
Newell, pass-snatchers de lme. Earl 
Haury will be at left tackle paired 
with Bob King. Dale Cowan held the 
spot last week until going out with 
a hurt knee. Marvin Norby and Rubs 
Hardin are set for guard position. 
Joe Pollom will be In snapper-back 
position If his shoulder, which he 
bruised In practice this week, proves 
not to be serious. Elmer Boxler will 
play quarterback. Bob Hooney, Man- 
kato blocking back is set for full- 
back with Jim Unglea and Jean Smith 
paired at halfback. 

Bill Paubion, recently returned 
letterman, is expected to see some 
service. Faublon, last season's star 
halfback, has been shifted to quarter- 
back. 

Against the 'Cats will be a team 
wblch hag been conference champs 
or near champs for the last Ave years. 
Bill Dellastatlous and Paul Collins, 
veterans of the 1943 battles, will be 
the backfleld tbreat. Collins, quar- 
terback, calls the plays and Is a good 
ball carrier and blocker. Dellastatlous 
Is the punter, passer and leading ball 
carrier. Three outstanding tackles, 
James Kekeris, Robert Stone and 
"Mac" Janson, can be expected to hold 
the line. 



Faculty . . . 




Faculty members are 1 
to assist at the football gm 


tnea as 


ticket takers, etc. All tlx 


Me In- 


temated are urged to opal 


net C. 


O. Johnson, head of this 




mi ttoo, at once. 





Intramural* . . . 

L P. Washburn of 




virtual or reprenentatlTe Of a 
group who Is Interested In men's 
intramural activities for Use 
coining semester. It will be de- 
cided whether the season will be 
I by touch football or some 



Ag 

The first Agricultural Seminar 
meeting will be held today at 4 p. m., 
in West Agriculture, room 212. 



Gym Shorts... 



By Norm 

Girls! Girls! Tour attention to the 
beginning of 1944-45 intra murals. 
Softball will be the starting point this 
fall, as tt was rained out last spring. 

"Ail women are welcome to play 
on a team," says Miss Geyer, head of 
women's athletics and in charge of 
competition games. Sorority houses 
and Independent houses can form 
teams for this sport. Or girls from 
different houses may go together and 
make up a squad." 

The "sign up" time begins Thurs- 
day, October 12. Practice will start 
Monday, October 16. at 6 o'clock. 

Remember, this is every woman's 
chance to get on "the team." 



K-State Ties 
Wichita Eleven 
6-6 Last Week 

YARDSTICK 

Flint liiru T • 

Yards awlae* raaalaa- .207 •* 

Forward aaaaea atteiaatrd .... T S 

Forward puica coaapletea .... 1 

Yard* hj forward aaaalaa- • H 

Forward paaaca Intercepted by 2 1 
Tarda aalaed raakaek tater- 

rratrd paaara 11 | 

Paat average M M 

Total Tarda all kirk a re- 
ts rued „ JM M 

Opponent, tumble* recovered I 4 



Things* might have been different 
If Coach Ward Haylett's young foot- 
ball team hadn't had a case of the 
Jitters last Saturday afternoon. As It 
was, the all-civilian Kansas State grid- 
ders had to content themselves with 
a 6-all tie in the season's opener 
against the. Wichita Wheatshockers 
In Memorial Stadium. 

Four times the wartime Wildcats 
drove Inside the Shockers' 20-yard 
line, but only once did they cash In 
on the golden scoring opportunities. 
That sole Bcore came early In the 
fourth quarter when Jean Smith, a 
slippery runner from Mapleton, raced 
22 yards to tally after taking a lateral 
from Quarterback Max Harvey, 
Qreensburg. Two fumbles and an In- 
tercepted pasB stopped three other 
scoring threats. 

Wichita had scored In the second 
period on a 36-yard pass play, Lla- 
wood Sexton to Buddy Coffey. 

But, even tbough the Haylett team 
did fumble away Its chances for a 
first-game victory, all was not dark 
Saturday afternoon. In fact, many 
who saw the contest left the stadium 
Saturday afternoon with bright hopes 
for things to come. The reason T The 
young Wildcats had shown power. 

During the afternoon, Haylett's 
boys amassed gains totaling 207 yards 
while their defense checked Wichita 
at 66 yards. Fewer than half a dozen 
plays took place In Wildcat territory 
during the second half. 

Earl Haury, one of two lettermen 
on the 1944 aquad, played an out- 
standing game at his tackle position. 
Several times the 226-pounder from 
Newton spilled Wichita backs behind 
the scrimmage line. In the backfleld, 
Halfback Jean Smith; Jim Ungles, 




Satanta; and Max Harvey caught at- 
tention of the 3, GOO persons who saw 
the game. Bill Clary, fullback from 
Kansas City, handled his blocking 
and line-backing duties well. 

The score by quarters and game 
statistics: 

Score by periods: 

Wichita « — * 

Kansas State Q I — S 

Wichita scoring: Touchdown, Coffer. 

* Kansas Stats scoring: Touchdown, 
Smith. 

K-State Pos. Wichita 

Weather by LB Knocke 

Haury , W ....L,T Bell 

Norby ....LG Stevenson 

Klnard C SnodgraRs 

Hardin RO Ovsrstake 

Cowan RT Watta 

Newel! RE Coffey 

Harvey QB Swlneheftrt 

Webster L.H Sexton 

Smith RH Hall 

Clary FB Russell 

Substitutions: Wichita U.: Ends, Ma- 



son, Knocke; 
Brel 
stake 



tackles-. 



stars; Phyllis Johansen, pep chair- 
man; M. F. Ahearn, athletic depart- 
ment head; and Dr. H. T. H1U, head 
of the speech department. 

There were more students trying 
out for cheerleaders this year than 
ever before In the history of the col- 
lege. 



Weber In New 

Dr. A. D. Weber, professor of ani- 
mal husbandry, Is attending a post 
war planning conference at New Jer- 
sey University. New Brunswick, N. J., 
this week. 
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CLASSIFIED 



LOST— 1 Black Schaeffer pencil, In- 
laid mother of pearl. Return to G. O. 
Sigara, Bacteriology Dept. 



Your Official 

College 
Photographer 

Studio Royal 




SAVE THE PIECES! 



Pit. E. L. A8KREN, 0. D. 



Bret*: guards, Barlow, Plllabury, Over- 
backa, Madison. Porter, Strum. 

State aubatitutlons: end, 
Cary; tackle, King; guards, Begins. 
Pollom: centers, Mooney, Morris; backa, 
Smith, Boxler, Glowers. Atkins, Unglea. 



K-State Cheerleaders 

Kathryn Ashbaugh, Betty Wllley, 
Helen Elllng, Betty Carr, Elwood 
Wedraan and Bob Kobrack were 
elected K-State cheerleaders at the 
try-outs held Friday in Nichols Gym- 
nasium. 

The try-outs were Judged by Paul- 
ine Flook, president of Purple Pep- 



IDENTIFICATION 
BRACELETS 
and 
ANKLETS 

..... , »|i 4#*w •-. • * 

Cold - Sterling 

Paul Dooley 

JEWELER 
Aggieville 
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PERSONALIZED STATIONERY 
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The Greatest 
Home Run in the 
world 

Is the run your boy Is going 
to make for Home when 
the last Jap 1b given the 
'works'. 

At Home today the biggest 
news is about Fall Suits 
and if you think your 'best' 
suit is something, wait un- 
til you see these new, gor- 
geous, firmly woven worst- 
eds . . . they hold the press 
and they don't wrinkle 
easy . . . Single or double 
breasted . . . Stripes and 
other patterns. 

And have we got them? 
Well, has Washington got 
Congressmen? 

$2S to 145 
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— DOWNTOWN MOVIES — 



WAREHAM 



NOW SHOWING 



Passage To 
Marseille 



SUN. THRU WED. 



SHOW 
BUSINESS 



STATE 



- NOW SHOWING - 

CHILLER! THRILLER! 
PROGRAM! I 



CHILt no. i 



LON ( HANKY 



Mummy's 
Ghost 



BOB LIVINGSTON 

Laramie Trail 



— SUN. - MON. - TUES. — 

CHESTER MORRIS 

JAMS CARTER 

One Mysterious 
Night 



PLUS 



HIDE 
JOAN M A KM I 



FOLLOW THE 
LEADER 



WED. - THURS. — 

HOPE 

MADELINE CARROLL 



My Favorite 
Blonde 



Rugged Weather is 
RUGGEDIER Time! 



Time for these husky Boa tomans, 
that will take you in perfect foot 
comfort through any kind of go 



lasted in sturdy, 
resilient leathers 
that team up Walk- 
Utted comfort with 
Bo ■ t on i a n \s 



WALK-FITTED 





— NOW SHOWING 

MICHEAL O'SHAY 

HVHAN HAY WARD 



Jack London 



CARLTON 



— SUN. - MON. - TUES. — 



BUFFALO 
BILL 



Curse of the 
Cat People 



w 



I 
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'Having A Wonderful Time 



Rush Tea . . . 




Society news Is still holding Its own this week as everyone be- 
gins the old routine of classes and studying. . . . 

Ahda Somen, Collegian Business Manager, Is wearing the dia- 
mond and fraternity pin of Lt. J oseph Mc Coy. Lieutenant McCoy 
is now with the C. R. T. C. at 
Fort Riley and formerly attend- 
ed N. C. State College where he 
was a member of PI Kappa Phi 
fraternity. 

Olovla Mrorftr announces the 
pledging of seven new members. They 

are: Marcla Btgbam, Berry ton; Lo- Wednesday afternoon from 4:1 

ret a Strlckllti, Wsbiter; Kate Clark, until 5: SO In Itocreatton Center. 
Hay field; Louise Hotter, Hoxle; Na- HIm Katherine Gerer, 

dine Richardson, Hoxie; Marlon Ter- nor. Dean Helen Moore and Pnnl- 

rill, Partridge; and Carol Ward, Elm- tne Flook. president, will be In 

dale > the receiving line. Preeent Pnr> 

Kappa Delta had chocolate* Sunday f ^ ! 

from president Jane Reynolds an- 
nouncing her engagement to Sgt. Bob 
Scheck, graduate of Rochester Uni- 
versity. He was affiliated with the 
Delta Kappa Epsilon fraternity there. 
He is now serving in the Army over- 
seas. 

New pledge officers of Alpha Delta 

Pi are: Mary Eleanor Smith, presi- 
dent; Peggy Brown, vice-president; 
Ruth Norman, secretary and Olennis 
Potter, treasurer. 



to- 



Makalous, Ag. '48, Tuesday after- 
noon at 4. 



AQR'fi and 
dancing at the Kappa Delt 
night. 

Chi Omega pledgee elected Lon 
Jean Fletcher president, Patricia 
Roth, secretary; and Rebecca Tlce, 
treasurer. 

Visitor* at the Kappa Delta house 
the past week were Mrs, Dan Fowler 
of Lexington, Ky„ who Is national 
inspector; Miss Allene Smith of 
Springfield, Mo., recording secretary 
of the central office; and Miss Marty 
McConulco from Beta Epsilon chap- 
ter at Tulsa University. 

New house officers of Aloha cottage 
are Florlne Berg, president; Mary 
Weeks, social chairman; Pat Hanson, 
treasurer; and Jean Wichers, pub- 
licity chairman. 

Rosemary Atsenweiler passed choc- 
olates to her Pi Phi sisters Wednes- 
day night announcing her engage- 
ment to Ensign Jim Staker of the 
Navy Air Corps. Ensign Staker was 
a member of Phi Gamma Delta fra- 
ternity at Kansas University. 

Aloha cottagers had a w 
at Sunset Park last night. 

Heron d degree pledging 
by the Kappa Delts for Elaine Brown, 
Elisabeth Grimes, Beverly King, 
Louise Wells, and Joyce Whiting Fri- 
day evening. 

Alpha Delta are having open house 
Friday evening for the TKEs, Sigma 
Nus, SAE's and Phi Delta. 

First house parly of the year was 
last Saturday night when TKE'i en- 
tertained their dates at the chapter 
house. 

It wa* a formal wedding In the 

Manhattan Christian Church for 
Mabyn Fuller, H. E. '43 and Ken 



Day dinner at the chapter house Sat- 
urday. 

Presiding at Clark's Gables Is Mrs. 
Dorothy Bemls while Alberta Collier 
is vice-president, Darlene Schreiber, 
secretary-treasurer and Neva Jean 
Fleener, social chairman. 

Glee Club Tryouts 

College women wishing to try out 
for the Women'! Olee Club may come 
to the next rehearsal today at 5 p. m. 
In Calvin Hall room 101. The glee 
club will meet every Monday evening 
at 7:20 and every Thursday afternoon 
at 5. 

Over 100 attended the first rehear- 
sal last Monday. The majority of the 
women were from Independent organ- 
ized houses. Professor Stratton, di- 
rector, announces that the glee club 
will present a Christmas concert and 
a spring concert. They will make 
radio appearances which will consist 
of a smaller group than the regular 
glee club. Members for radio appear- 
ances will be selected from those who 
attend regularly and show Interest in 
their work. The glee club will take 
part In chapel programs. Farm and 
Home week and Y-Orphum. The pi- 
anist is Miss Clarice Painter. 



Y Sister Party 
Draws Crowd 



YWCA members and their college 
sisters, over 800 strong, got ac- 
quainted at their annual party Thurs- 
day night In the gym. Each new wo- 
man, freshman or transfer, was given 
the name of an upperclasemen who 
acted as her college sister, took her 
to the party, and helped acquaint her 
with YWCA and other students. 

Guests met Dean Helen Moore, 
Mrs. Mary Van Zile, dean emeritus, 
Mrs. Milton Elsenhower, and YW 
president, Roberta Townley, as they 
went down the receiving line. 

The first feature of the evening 
was get -acquainted games led by the 
26 group captains and in charge of 
Dorothy Cochran. Following the 
games Lois Johnson led the women 
in group singing. The college trio, 
Joyce Crlppen, Ruth Fen ton, and Pat 
Fairman sang several numbers and 
president Roberta Townley gave a 
short speech of welcome to the new 
students. Beverly Hunt of Manhattan 
High School entertained with several 
tap dance numbers. 

After the program "cokes" were 
served and dancing followed. 



-College Calendar- 

Thursday, October B 

Alpha XI Delta open house, 
chanter bonne, 7:00 to 8:00 
p.m. ■ 

- Amlstad meeting, Calvtn 

Lounge. 7:8© p. m. 
Friday. October 

Pep Rally, Auditorium, ■ p. 



Aloha Tea Sunday 

Aloha Cottage will be hostess to all 
women from independent organized 
houses at a tea Sunday afternoon. 
Honored guests will be Dean Helen 
Moore, Mrs. Mary Van Zile, dean 
emeritus, Miss Dorothy Hamer, Van 
Zile Hall Director or Residence, and 
Mrs. Milton Eisenhower, 

Betty MerU of Aloha cottage will 
be hostess at the tea. A Hallowe'en 
theme will be carried out with autumn 
leaves, fall flowers, and Hallowe'en 
decorations. 



An election of officers will be held 
at the Engineers' assembly today at 
4 p. m. in the Auditorium. 



For The 
SMART COED 



Cornell established the first elec- 
trical engineering course in 1883. 



Stationer) 



or 



Gillette Gift Shop 

Gillette Hotel Building 



Classic 




There's nothing quite so 
beautiful, so fine as a dia- 
mond from Reed's . . . set 
attractively In precioua 
gold — designed and cre- 
ated by master crafts- 
men. 

Reed's carry a fine assort- 
ment of unmounted high 
quality diamonds and a 
big variety of handsome- 
ly designed mountings — 
you select the brilliant 
diamond — the attractive 
mounting most suitable 
to your liking— we mount 
the diamond special order 
in our own shop. 



REED'S 

TIME SHOP 

Sosna Theatre Bldg. 



THE 



College Cafeteria 

Service At Reasonable Prices 

OPEN NOW 

MEALS SERVED DAILY EXCEPT SUNDAY 

Breakfast 7tl5 — 8x15 

Luncheon 11:80 — ltOO 

Mary L. Smull, Director 

DINNER IN THE TEA ROOM 5:16—6:30 
B. Miller, 
Phone 2984 



FLOWERS FOR ALL 
OCCASIONS 

Martin's Flowers&Gifts 

1204 



Saturday, October 7 

All College Mixer, Nichols 
Gymnasium, »:0O to IS: OO p. 

Sunday, October 8 

Kappa Kappa Gamma ten for 
Mrs. W. Lb Shaffer, chapter 
house, 8:80 to B:tM> p. m. 
Aloha Cottage open house for 



i 2:80 to 4:00 p. nt. 
Monday, October 

4-H Party, Recreation Center, 
7:00 to 8:80 p. m. 

10 



Gym, 4:00 p. ni. 
YWCA Radio Hour, 5:15 p. 
m., KSAC. 

YW-YM Forum, Recreation 
Center, 4:00 p. tn. 
Quill Club meeting, 817 1 

7:80 p. m. 



Amistad Meeting . . . 




for 

i living in 
, will hold Ita 
flrst meeting of the year tonight 
at 7:80 p. m. In Calvin Lounge. 
Manrlne Pence will preside and 
explain a few of the plans for 
this year's 



Peps ter* . . . 



p. m. In 



wul have an 
at 8 

6, to 



President Eisenhower, will speak 
at the Missouri-Kansas- Arkansas dis- 
trict Kiwanls conference In Kansas 
City today. 

Tomorrow he will address the Kan- 
sas Society of Professional Engineers 
at a meeting tn 1 



• Full line School Supplies 
• Chocolates 
• Variety Merchandise 

CRESS VARIETY 



GIRLS! 

Come In And See Our 

• SWEATERS 
• SKIRTS 

•SLACKS 

The Smart Shop 

AggievUle 






Jantzens 
Catalina 

Neater, sweeter sweat- 
era is what the college 
crowd Is calling for. 
We've sweaters, too, 
that women find per- 
fect for their need* . . , 
cardigan type* that are 
first cousin to a smart 
jacket. Yon'll find a 
complete selection of 



Fall Sweaters 

Cardigans • Slip- Overs 
In 

Gorgeous Colors 
Select Yours Now 

$3.98 TO $7.59 



C A LOTS 
To Mix or Match 

WAREHAM 
HAT SHOP 




2.50 to 10.95 



lt\on 3 




•No more fusi with pads 
or sponges! LucienLelong'i 
■llky liquid makeup 
smooths on with your 
flngertipi— tints your (kin 
in heavenly complexion 
Best of all, Quick 
Is a non-drying 
makeup — prepared with 
special oils that leave your 



You won't know what 
you' re missing till you try it! 




■v 
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103 Freshmen 
Receive Honors 
During 1943-44 



hundred three students, 
freshmen during the school year 
1943-44, received a grade aver- 
age of not less than "B", accord- 
ing to Reed F. Morse, associate 
professor and chairman of the 
Committee on Student Honors. 
The School of Arts and Sciences ted 
the list with 39 honor students. The 
home economics) school was second 
with 34. The other schools and the 
number of freshman honors awarded 
In each are: School of Agriculture. 2; 
School of Engineering and Architec- 
ture, 10; and School of Veterinary 
Medicine, 18. 

The high-ranking freahmen listed 
by schools and home towns are: 



Debate . 




•tap. m. for all 1 
In Intercollegiate 
cording to Dr. Howard T. Hill, 
K-8tate debate roach. 

No experience is necessary, 
bat former participation in high 
activities will 
Dr. Hill has an- 



At 



to enter the 
Valley Forensic Tournament at 
the University of Wichita in 
March, as well an several other 
tournaments, radio debates, etc. 

It is hoped that there wiU be 
a large turnout for this activity. 
Both] 




Ag's Have 2 

Harold Thomas Black, Reece; and 
William Carl Gross, Russell. 

Many In Art* And Science* 

Wanda Kathleen Nanninga, Leon- 
ard vllle; Eugene Warren Porter and 
Richard William Dodderldge, Coun- 
cil Grove; Zenas Olen Pumphrey, Pt. 
Branch, Ind.; Helen Irene Rein, Rus- 
sell; Darlene Augusta Schrelbler, 
Ransom; Margaret Mary Sites, Edna 
Mae Vail, Betty Jean Willey, Beryl 
Aileen Weache, Coral La Donna Wil- 
son, Jo Ann Yapp, John Upton Ban- 
coin, Patricia Susan ColHater, Pa- 
tricia Pembroke Pairman, Thelma 
Martin Kanawyer and Elisabeth Ann 
McClung, Manhattan; Harlan Daniel 
Ellis, Louisburg; James Henry Stew- 
art, New Orleans, La.; Arlene Alola 
Andrews, Bloom; Mary Ellen Bro- 
berg. White Hall, Ind.; Norma Kath- 
ryn Bryan, McPherson; Elizabeth 
Ann Button, Great' Bend; Jo Ann 
Stoecker, Mary Louise Carl and Ger- 
trude Theresa Montgomery. Sallna; 
Daniel LeRoy Crandell, Ft. Riley; 
Frances Mae Ewart, Minneapolis; 
Ruth Ann Finley, Cottonwood Falls; 
Rnth Elizabeth Fllppo, Abilene; 
Helen Frances Grfttman and BhlHey 
B. Jordan, Glasco; Carol Marie Hal- 
bower, Anthony; Mary Frances Hodg- 
son, Harveyville; Junior Clifford 
Hubbs, Dorrance; Andrew Henry 
Jackson, Kansas City; Otto Francis 
Lake, Solomon; Ruth Alta Meyn, 
Bonner Springs; and Nyla Ji 
Stuewe, Alma. 



nett Thayer, Maplewood, N. J.; Don- 
ald Eugene Weinman, Lincoln, Neb.; 
George Theodore Woods, Caney; and 
Myron Clair Kromminga, Lennox. S. 
D. 



10 In 

George Frederick Adams and Doro- 
thy Wilson, Sallna; Henry Edward 
Brandes, Garden Plain; Paul Law- 
rence Everett, Kansas City; Norvllle 
Ray Glsh, Leonard Irvln Luehrlng 
and Robert Wanamaker Beaton, Man- 
hattan; Rodney Gene Keif, Wichita; 
Roger Dnane Lachman, Cuba; and 
William Dudley Predmore, Concor- 

Home Kc*» (Jet Honors 

Aylo Marllynn Albert son. Mil ton - 
vale; Martha Anne Carl, Garden 
City; Grace Irma Coldwell, Inde- 
pendence; Miriam Lee Colyer, Saf- 
ford vllle; Margaret Louise Darby, 
Dorothy Mae Engle, Ruth Ellen Fen- 
ton, Alice Joan Haylett, Ruth Ann 
Hodgson, Julia Jane Munger, Elaine 
Mae Muail, Helen Louise Smith and 
Etna Arlene Yowell, all Manhattan; 
Dorothy Lucille English, Belpre; 
Barbara Lee Erwln, Denver, Colo.; 
Neva Jean Fleener, Greensburg; Jean 
Roberto Qreenawalt, Paola; Jean 
Elaine Irwin, Wilsey; Rath Either 
Kimball, Topeka; Beverly Ann King, 
Mulvane; Betty Sara Larson, Vesper; 
Ada Irene McDonald, Bremen; Flor- 
ence Elnora Merrlam, Hiawatha; 
Delta Kathleen Petterson. Belolt; 
Jacquelyn Mae Phipps, Belle Plalne; 
Virginia Ann Relet, Seneca; Ruby 
Jean Reneau. Wellington; Dorothy 
Ann Ruckel, Pando. Colo.; Virginia 
Lee Stewart, Wellington; Joanne 
Elizabeth Wells, Eureka, III.; Doro- 
thy Marie Wilson, Annesa; Bonna- 
belle May Bailey, Galva; lone Faye 
Sevier, Hatfield Green; and Zella Mae 
Woodall, Colby. 

18 Veto High 

Lorenz Leon Beuschel, Kansas 
City; John W. Church. Jerico 
Springs, Mo.; Reid Burbus England, 
Tompkinsvllle. Ky.; Leonard Frank- 
lin Greathouse, Lexington, Ky.; John 
Marcus Haggard, Altamont; Russell 
Warren Hardin, Knightatown, Ind.; 
Joel Nathaniel Kutz, Jamaica, N. T.; 
Jacob Lawrence, Bronx, N. Y.; Isaac 
Levlne, Willlmanttc. Conn.; David 
Norman Scarr. Hillside, N. J.; James 
Nelson Shively, Mo ran; Joseph Simon, 
Duaneborg. N. Y.; Dale Kenwood 
Sorenson, Centurla, Wis.; John Wil- 
liam Sntcliffe, Park; Charles Ben- 



Band Organizes; 
Plays For Games 

College students may still Join the 
band according to Lyle Downey, band 
director. Trombone and bass players 
are particularly needed. Rehearsals 
are being held Us was planned. 

The next appearance of the band 
will be at the Iowa State game, Oc- 
tober 28. The band has 6 drum 
majors. Four ot these will act as 
twirlers and one as drum major. 

Students included In the band are 
flute and piccolo, Margaret Stafford. 
Mildred Teagarden; oboe, John Wag- 
oner; bassoon, Phyllis Fredrickson; 
clarinet, Vivian Stout, Virginia Comp- 
ten, Evelyn Green, Geneva Brunne- 
mer, Charles Jones. Gordon Dueker, 
Carol Francis, Helen Jones, Helen 
Hennon, Fred Boebel, Norma Lump- 
kin, Ruth Sawyer, Carol Heter, Avis 
Welker; alto saxophone, Arlene 
Black, Shirley Buss. Letha Base, Eu- 
gene Motter, Steward M#ttler; tenor 
saxophone, Elolse Frollek, Jay Davis. 

Others include cornet and trumpet, 
Tom Lyons, Emelie Kirk, Charles 
Cook, James Shively, Edward Vogel, 
Elwyn Church, Mary Weaver, Ruth 
Jacobs; horn, Margaret Sites, Frances 
Moorman. Mary Hodgson, Ruth Dee- 
wall; trombone, Ella Stlnson, Joe 
Young, Robert Bare, Byron Sink, 
Jerome McCay, Margaret Moore, 
Wayne Brown; baritone, James 
Keeler, Del Knauer, Joyce Balch, 
Emma Sloan, Ruth Sutherland; bass. 
Victor Overholt, Howard Anderson. 
Roberta Near. 

The percussion section includes 
Marion Ober, Billle Davis, Ivy Dick- 
son, Dale Dugan, Norene Francis. 
Carol Halbower, Irene Gehrke, Naomi 
Frolick. The drum major and 
twirlers are Darllene Hague, Billle 
Davis, Phyllis Fredrickson, Eleanor 
Striegel and Rowena Fleming. 



Talk Politics 
At Y Forum 



In a speech at the Y-Forum Tues- 
day afternoon Senator Albert Cole 
of Holton, Republican candidate for 
Congress from this district, said in 
answer to the question, "Why vole 
the Republican ticket?" that it la 
the normal, sane thing to do. 

Mr. Cole said tbat there are three 
-main reasons for voting Republican 
this year, and these reasons have been 
called the three issues of the cam- 
paign. These issues are Jobs and 
economic system after the war, better 
presented and better preserved^ tans 
for peace, and "It's time tor a 
change." Thomas Dewey, with his 
courage, vigor and youth, both In 
years and viewpoint, can easily step 
Into the position as president. He 
went on to say that the various 
schemes of unemployment compen- 
sation of the present administration 
have taken initiative and Individual 
enterprise away, and have set up In 
its place a paternalistic attitude. 

There will be another Forum 
Tuesday when Ralph I'lm of Topeka, 
Democratic candidate for Congress, 
will talk on "Why vote the 
cratic ticket?" 



Independents . . . 



should 

arrangements before No- 
vember 1 to have their pictures 
taken for the class section of the 
Royal Purple announce* Kllxa- 
beth Crandall, editor. After that 

will be 



his receii ! 



Kedxle 105-D. This receipt will 
entitle him to have his picture 
taken at the Studio Royal at a 
time arranged for by himself at 



Vets Wear V, Bones 

That conspicuous V seen on the 
backs of about 60 freshmen the ear- 
lier part of the week did not signify 
their earnest hopes for an early vic- 
tory — nor did the bones that hung 
about their necks denote carnivorous 
appetites or doghouse status — they 
were merely freshmen vets becoming 
hardened to the rigorous life of a 
freshman vet during his initiation 
Into the Junior Veterinary Medical 
Association. 

The fledglings, which tbli year In- 
clude Ave aspiring lady veterinarians, 
were "informally" initiated Tuesday 
night. All reports emanating from 
the vet school regarding escapades 
of said initiation are unconfirmed by 
all loyal horse doctors who claim that 
the solemnities are a secret part ot 
the organization; nevertheless, au- 
thorities on the subject state that If 
an Individual should yearn for an 
initiation ceremony he should by all 
means choose to join a bird lovers* 
club or a Knlt-for-Brltain society. 



Novelist To Speak 
At Next Assembly 

At assembly Thursday at 10:00 a. 
m., Mrs. Willie Snow Ethrldge, Pros- 
pect, Ky„ will be the featured speak- 
er. 

Mrs. Ethrldge la the Kentucky 
chairman ot Russian War Relief; 
chairman of the Speakers Bureau of 
Kentucky for the National War Fund; 
a trustee of Wesleyan College and ot 
Lincoln Institute, and a worker for 
the Red Cross. 

Mrs. Ethrldge also haB four books 
to her credit: Aa I Live and Breathe: 
I'll Sing One Song, and This Little 
Pig Stayed Home. These three are of 
the biographical-informal essay type. 
Her fourth book, Mlpgled Yarn, Is a 
novel. 

Mark Ethrldge, her husband, Is 
publisher of the Louisville Courier 
Journal and the Louisville Times. 



Laves Explains 
World Peace Plan 

"A statement of the Ideas for an 
International Peace Organisation Is 
all that is needed at present," Walter 
H. C. Laves told those attending the 
assembly Tuesday afternoon. 

Mr. Laves, now a member of the 
Bureau of the Budget in Washington, 
D. C, formerly worked with Presi- 
dent Eisenhower there. He talked on 
"American Foreign Relations," ex- 
plaining the recent Dunbarton-Oakes 
conference plan. He feels that the de 
tails can be worked out later, but 
right now the fundamental issues 
must be decided. The plan calls for 
an assembly of the peaceful nations 
which will have a security council, a 
secretariat, a coordinating body, a 
world court, and an economic and so- 
cial council. It would have no army 
of Its own to enforce its decisions, 
but rather the power to use the armies 
of the member countries. 

He believes that the United States 
will have to—be willing to compro- 
mise to the same extent that it ex- 
pects other countries to If an inter- 
national governing body Is to sue- 



Crowd Attends 
School Mixer 

Approximately 500 students attend- 
ed the all school mixer held in the 
gymnasium Saturday night. Music for 
dancing was furnished by recordings. 

A variety show In the Auditorium 
preceded the dance. Master of cere- 
monies at the program was Prof. H. 
Miles H Rber er of the speech depart- 
ment. The show opened with "boog- 
ie-woogie" selections played on the 
piano by Phyllis Fredrickson. 

Harmonizing In barbershop quartet 
style were Charles Esllnger, Ted 
Grimes, Gene Walters and Keith In- 
skeep. They sang "There Is a Tavern 
In The Town" and "He Found It." 

A hula dance given by Mrs. Hugh 
Harlln was the final ^number. The 
program was under the direction of 
Betty Jean Yapp who represented the 
YWCA on the mixer committee. 



Fund 
In Full Swing 
On Campus Now 

The National War Fund- 
Campus Community Cheat drive 
at K-State is progressing ac- 
cording to schedule. By work- 
ing through existing tampus 
organizations the Student Coun- 
cil hopes that every student, 
faculty member and worker will be 
contacted and that the contributions 
be 100 percent this week. 

Two thermometers have been set 
up in Anderson' Hall and are kept 
up-to-date on the relative progress 
in the race between the $1200 goal of 
the students and the faculty quota 
of $3300. By 6 p. m. Tuesday $70.18 
had been turned in by student i 
and $679.60 by' the faculty 
and campus workers. 



KS Players Elect 
Bracken President 

Over 100 Kansas State students at- 
tended the first meeting of the Kansas 
State Players, formerly the Manhat- 
tan Theatre, last week. 

The constitution of the organiza- 
tion was read, followed by election 
of officers. Those elected are Craig 
Bracken, president; Pauline Flook, 
vice-president; Carol Halbower, sec- 
retary; Marlon Hobbs, treasurer and 
business manager; Betty Caldwell, 
assistant secretary and business man- 
ager; Betty Carr, publicity manager. 

Hoover Faculty Sponsor 

E. O. Hoover, faculty sponsor and 
director for the group, outlined four 
projects on which the organization 
will work this year. 

The first project is the production 
of "Porgy and Bess," the all negro 
Broadway hit which will ha brought 
to the Kansas State campus November 
20. Chairman of the executive com- 
mittee for this project is Craig Brack- 
en with Dean Tleman as his assistant. 



Collect 

Organization presidents are urged 
to turn in the money from their 
groups as soon as It Is collected. David 
Neher, representing the Student Coun- 
cil, will receive the contributions at 
any time this afternoon or Friday af- 
ternoon between 4 and 6 p. m.. or on 
Saturday morning from 9 to 18 a. m. 
In the office of Kenney L, Ford, 
Alumni secretary. In All 8. More re- 
ceipts or tags may be obtained at these 
times. 

At least two groups, the Sigma Al- 
pha Epsllon fraternity and tho Cbl 
Omega sorority, are sponsoring the 
sale of war bonds by selling chances 
on a bond. The amount collected Will 
be turned Into the War Fund. 

Includes Y Membership 

YMCA and YWCA membership Is 
included in any contribution ot on* 
dollar or more to the drive ir the 
donor wishes tt. Groups of YW mem- 
bers have been active In contacting 
both students in organised houses 
and those living In other rooming 
houses In tbe town. Anyone who con- 
tributed to tbe War Fund-Community 
Chest and wishes 'to Join either as- 
sociation but Who did not receive a 
membership card can obtain the card 
from the Y office. 



Y Membership Drive 

YW and YM membership drives 
are being held In connection with tbe 
National War Fund and Community 
Chest drive. These drives started 
Monday. 

All college students will be con- 
tacted for donations to the fund. Any- 
one making a donation will automat- 
ically become a member of YM or YW 
if be so desires. Students in charge 
of tho drive will have membership 



Richards Wounded 

Donald P. Richa*ds, I. J. '43, was 
reported wounded In France, Sept. 
20, according to word received by his 
parents. He Is now In a hospital, in 
England. 

Lieutenant RichardB completed of- 
ficers training at Ft. Bennlng, Ga., 
In April. 1944. He was sent overseas 
July t. 

Lieutenant Richards Is a former 
editor of the Collegian. He Is a 
ber of Ptai Kappa fraternity. 



Good lighting generally aids de- 
fective eyes even more than it helps 
normal 



Boys Glee Club . . . 

Try outs for Boys 



Ocularly urged to try out. Ap- 
pointments may be made mt the 
it te the Audt- 



The second project Is to admit the 
Kansas State Players into tbe na- 
tional dramatic fraternity, Pi Rpsi- 
lon Delta. Betty Caldwell is chair- 
man of the committee In charge with 
Betty Russell, Roxanne Mickey and 
Barbara Howe as her assistants. 

The formation and production of 
one act plays, programs and variety 
acts for men's service groups Is one 
of the Important projects of the year. 
Chairman of this project Is Pat Wil- 
liams with assistants Betty Caldwell. 
Phyllis Fredrickson, JeaueUe Put- 
nam, Betty Russell, Pat Martin, 
Elaine Earhart, Barbara Dial, Paul- 
ine Flook, Bob Eschenburg, Craig 
Bracken and Shirley Prey. 

The production of at least two 
nlays during the school year Is the 
fourth project. 



Torgy And Bess' 
Here November 20 

"Porgy and Bess," George Gersh- 
win and Dubose Heyward'a well- 
known operetta will be presented at 
Kansas State November 80 by tho 
Broadway cast headed by William 
Franklin and Etta Moten. 

The performance Is being spon- 
sored by tbe newly organised Kansas 
State Players. 

This Gershwin musical success has 
Just completed five return engage- 
ments by popular demand on Broad- 
way, and Is now on its third nation- 
wide tour. 

Cheryl Crawford In association 
with John Wildberg Is producer of 
tbe show which features the Eva 
Jessye Choir and Alexander Bmallens 
conducting the symphonic 



Engineer Staff 

At a meeting of the engineering 
students last week, Jena Wise was 
elected editor of The Engineer and 
Harold Cook was elected business 
manager. Other staff members in- 
clude Marshall Walker, Illustration 
manager, Charles Schwab, feature 
editor, and Don Ramson, circulation 
manager. 

The Engineer will be published 
every other month for all engineer- 
ing students. The first issue will be 
published the second week of No- 
vember. 

The Engineer is published entirely 
by students In the 
part meat. 



Ec Staff 

The School of Home Economics 
staff dinner was bold In the cafe- 
teria Wednesday evening. The staff 
will meet twice a 



Blevins To Meet 

Vernelle Blevins, K-State 
member and regional co-chairman of 
the Student Christian Movement, was 
one of four students chosen to rep- 
resent this region at the National Stu- 
dent Consultative Conference which 
la to be held December 27 to 30 In 
Ohio. The region Includes New Mex- 
ico, Wyoming, South Dakota, Ne- 
braska, Kansas, Colorado and Utah. 

Other students selected from this 
region are Anne Welllngsley and Bill 
Miller from the University of Nebras- 
ka and Fronzlna Jackson of Kansas 
University. 

These selections were made at a 
meeting of the executive council of 
the Rocky Mountain region which 
Vernelle Blevins and Mrs. Dorothy 
Downey, YWCA secretary, attended 
In Topeka recently. 

Headed by Vernelle Blevins and 
Dick Covington who is from Doane 
College, Crete, Nebraska, aa co-chair- 
men of the meet, plans were formu- 
lated for the creation of six student- 
faculty commissions whose aim is 
to help youtb meet future 
to "learn by doing." 



Independents . . 



meeting wUI bo 
tion Center at 5 
Amlstad will 
at 7:SO p. m in 



p. m. today. 
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It's A Privilege . . . 

The booth in Anderson Hall and 
organization presidents are offering 
Kansas State students and faculty 
members tbe opportunity of the year 
this week. There it is our privilege 
to give, as much as we can to ease 
the suffering of the peoples of the 
war-torn countries o! the world; to 
do our bit for those lighting for thin 
very privilege of being able to give: 
and to help tbose in our own com 



Announce Recent 
Faculty Changes 

Recent faculty changes as an- 
nounced by the President's office and 
approved by tbe State Board of Re- 
gents include resignations, leaves 
and appointments. Several faculty 
members have been granted leaves 
for war-time work. 

Prof. O. D. Hunt of the Depart- 
ment of Electrical Engineering, has 



munlty who are less fortunate than been g i Ten a year's leave to do in- 
ourselves. 1 duetrlal work. 

By now, most of us have been con- 
tacted and we are acquainted with 
the technicalities and the purpose of 
tbe drive for funds now underway. 
With 100 percent participation as the 
aim, the Kansas .United War Fund 
in conjunction with the Manhattan 
Community Chest drive is in full 
swing. 



* Bars and Stripes ★ 



Ens. Robert Ekblad (USNR) is ex- 
pected home on a short visit in about 
two weeks. He received bis commis- 
sion last summer and is now stationed 
at Princeton University in New Jfer- 



As President Milton Elsenhower 
In a radio talk Monday expressed it: 

"Several million American young 
men are fighting on distant battle 
fronts, many are suffering in hos- 
pitals, and still others are living be- 
hind the barbed wire of prison camps 
in order that the American concept 
of freedom and democratic principles 
of living may b« continued — now and 
in the future. 

■'Through contributions to the Na- 
tional War Fund, we on, the home 
front have an opportunity to express 
our gratitude for these sacrifices. 
This war may seem long to you and 
me. Surely, then, It must seem like 
a lifetime to the men at the front. 
Giving now, ror them, is the privilege 
rather than the obligation of every 
American. 

Contribution* Save Lives 

"Our contributions are saving lives 
and are making lasting friends for 
America among the youth of China, 
Belgium, Holland, and Oreeco — and 
among the homeless families of Lon 
don, too. Our gifts, offered In the 
spirit of brotherhood and common 
sacrifice, demonstrate In a practical 
manner the philosophy and spirit of 
a free democratic people. 

"The National War Fund is care 
fully planned and supurvlsed each 
year. We can therefore have confi- 
dence that our contributions are tor 
worthy causes, and ih»t our dollars 
are spent efficiently and effectively." 

Only Drive Thla Year 

This will be the only drive for funds 
throughout the year, except the an- 
nual Red Cross drive in March, so 
take the full advantage of title oppor- 
tunity at once, It you haven't already 
■done so. It Is not only a gift, but also 
an Investment in community well-be- 
ing. In helping our own Allies, in In- 
ternational good-will and personal 
and national self-respect. - 

So make the largest contribution 
you can. Do U without grumbling or 
counting the cost of the personal 
pleasures that the money would buy. 
For rememher it's a privilege and an 
opportunity that you cannot afford to 
let slip by. Give "till It hurts," and 
be grateful that you are able to do so. 



To Omaha 

In war service employment with 
the Glen L. Martin-Nebraska Com- 
pany of Omaha Is Frank J. McCor- 
ni irk, associate professor in the De- 
partment of Applied Mechanics'. Pro- 
fessor MeCormlck has Veen granted a 
leave of absence for the fiscal year 
1944-45. 

Dr. H. C- Fryer, associate profes- 
sor of mathematics, is engaged In 
war-time industrial work for the fis- 
cal year 194 4-4 6 and has been granted 
a leave for this period. 

Red Cross Work 

A leave of absence for Miss Karo- 
lyn Wagner, Instructor In the De- 
partment or Art, has been approved. 
Miss Wagner is working with the 
American Red Cross. 

Miss Inez Alsop, associate profes- 
sor of history and government, will 
be on sabbatical leave for the aca- 
demic year 1944-45 to do graduate 
work at the University of Texas. 

Dr. R. R. Snook has been promoted 
to acting head of the Department of 
Student Health daring the leave of 
absence granted to Dr. M. W. Hus- 
band, head of tbe department. 



From the Naval Air Training Cen- 
ter at Corpus Christl, Texas, comes 
word that Clyde Quintfn Murphy has 
been commissioned an ensign in the 
U. S. Naval Reserve. Naval aviators 
fly carrier-based or land-based planes 
in combat sones, or at Naval Air Sta- 
tions at home and abroad. Whether 
In the Marine Corps or in the Navy, 
they wear the famous "Wings of 
Gold." 



Ens. Robert Rathbone, Industrial 
Journalism graduate, has been visit- 
ing in Manhattan recently. Before 
coming to Manhattan, Ensign Rath- 
bone arrived tn Boston from sea duty. 



School of Veterinary Medicine, is now 
Stationed in China. 



A promotion from major to lieu- 
tenant colonel for Max A. Wlckham, 
Business Administration graduate. 
Colonel Wick ham is with the air 
forces serving somewhere in the 
southwest Pacific area. 



Ensign A. E. Armstrong, Seneca, 
has completed his training at Jack- 
sonville, Fla., and is now a flying boat 



Oraduated from Officers' Candidate 
School at Ft. Bennlng, G*., with a 
second lieutenant's commission is 
William Bradley Gerlach, 1944 grad- 
uate. Lieutenant Gerlach was in- 
ducted into tbe army May 28, 1943. 



Bechtel 

The resignation of W. J. Caul- 
field, associate professor in the De- 
partment of Dairy Husbandry, effec- 
tive August 81, 1944, has been an- 
nounced. Dr. H. B. Bechtel, also as- 
sociate professor In the dairy hus- 
bandry department, has resigned. Dr. 
George H. Wise has been appointed 
to succeed Dr. Bechtel. 

The Board of Regents has accepted 
the resignation of W. Lowell Treas- 
ter, instructor and assistant extension 
editor in tbe Division of Extension 
and that of J. B. Anderson, instructor 
in the Department of Milling Indus- 
try. 



Capt. John R. Brock, a graduate 
of Kansas State In 1941, Is now sta- 
tioned at the AAF Overseas Replace- 
ment Depot at Hear ns, Utah. Captain 
Brock was formerly stationed at the 
Army Air Field in Independence. 

A sad notation to make In this 
column is the word that Don Irwin, 
Fatrvlew, was killed recently In ac- 
tion In France. Graduated from the 
School of Agriculture in 1943, Irwin 
was a member of the AGR fraternity. 



First physical therapist to be 
awarded the Legion of Merit Is 1st 
Lt. Metta L. Baxter of Los Angeles, 
Calif. Lieutenant Baxter, 1940 Phys. 
Ed. graduate, is now serving with a 
General Hospital unit in Italy. 



Capt. Ben H. Dean,* graduate of the 



Ameel Returns 

Dr. Donald Ameel, assistant pro- 
fessor of zoology, has returned to tbe 
K-State campus after spending three 
months working for the Stream Con- 
trol Commission, a part of the Con- 
servation Department of Michigan. 

Larval themotoads which develop 
from certain kinds of snails penetrate 
the human skin and cause lesions 
which are commonly called "swim- 
mers' Itch." The work which was 
carried on in northern Michigan, 
dealt with the possibility of elimi- 
nating these snails on the beaches. 
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Photographer 
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Hemmer Killed 

Word was received Saturday of the 
death of Dennis A. Hemmer. former 
K-State student, while on a bombing 
mission over Italy. The actual de- 
tails of the Incident are not available 
at this time. His home was in Bush- 
ton. 

Hemmer, a transfer student from 
Fort Hays Teachers College, enrolled 
In engineering and architecture In 
September, 1940. In January, 1943, 
he changed his course from engineer- 
ing to general science. 

During his college life Hemmer was 
active In several organizations. He 
was a member of PAX, the Society 
Of American Road Builders, the So- 
ciety of American Engineers and also 
of the Alpha Kappa Lambda social 
fraternity. Hemmer withdrew from 
Kansas State in February, 1943 to 
enlist in the Air Corps. 



Prix Plans Party 

Prix held a luncheon meeting at the 
cafeteria on October 10. Publicity for 
the war fund drive was discussed, 
and It was decided to meet on the sec- 
ond and fourth Tuesdays of eash 
month. Plans were made to haVe a 
party the later part of this month for 
last year's members of Prix. The com- 
mittee appointed for the party Is un- 
der the chairmanship of Eunice Stol- 
tenberg. Virginia Stoecker, Hope 
Watts, and Mary Louise Mark ley are 
the committee members. 



The Kansas State Collegian 

Published by students of Kansas Stats 
^olleg-e of Agriculture and Applied 
Science Thursday of each week. 



Choose New 
Members 

Student Council cbose two new 
members at a meeting, October 2, in 
Thompson Hall. They are Maurlne 
Pence, representative from tbe School 
or Arts and Science, and Charles 
Schwab from the School of Engineer- 
ing. These members will sit on the 
governing body for the remainder of 
the school year. 
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Eisenhowers Here 

Mrs. Dwfght Elsenhower and son, 
Lt. John Elsenhower, were guests 
of President and Mrs. Elsenhower 
last week-end. While here Mrs. 
D wight Elsenhower attended the 
Kansas State-Missouri University 
football game. s 



Prof. F. W. Bell, animal husband 
! y. is in Oklahoma City this week. He 
is judging hones and mules at the 
Oklahoma State Fair. 



Bus. Students . . . 



Business student*' picnic la to- 

Nati^MtorialAjMoci^ ., ***** Park, ab *u- 



THURSDAY. OCTOBER lt, 1944 I tear. 



at fi p. m. 




If Columbus 

had Used 

a P. T. Boat . . . 



he wouldn't have discovered 
America any quicker, than 
you'll discover that our Fall 
Suits are just saturated with 
expert workmlmahip. And they 
have that famous Don & Jerry 



It le really time you discovered 
too that we can pep up a man 
without vitamin pills. 

Our new Fall Suits will make 
your eye-browa raise in amaze- 
ment. They are fashioned with 
that certain smartness that has 
made our store so popular with 



«SS to 946 



c i o r in i rt j 



BREWER 

MOTOR CO. 



FOB 



PHONE 4444 

BTICB 



pilot stationed at San Diego, Calif. A 
Kansas State graduate, Ensign . Arm- 
strong was a member of Pbl Kappa 

Phi. 



Masquerade and Theatrical 

Costumes for Rent 



I'honf 



for Appointments 
■7 



THE 

Independent 

Dining Hall 

Family Style Meal 50c 

BOARD BY WEEK 
OR MONTH 

V 

/ 

Everyone Welcome 







SEE US 

For Your Stationery Needs 

COLLEGE STATIONERY 
HOBBY 

WITS END 

ROME CBEATIONS 
BATONS 

BYTEX 

ROYAL LINE 

COLLEGE BOOK STORE 




Mica's special insulating qualities are mighty important in 
communications equipment. No equivalent exists, bo war's 
huge demands caused a critical shortage. 

Bell Telephone Laboratories' scientists were assigned the 
task of somehow finding more mica. They found it — in the 
very considerable amounts of raw mica which visual inspec- 
tion had rejected. By developing electrical apparatus to test 
the two most important electrical properties, they increased 
the usable amount of* mica by half and so stretched current 
supplies of mica to fill all military needs. 

In many such ways the Bell System is serving the : 
constantly meeting the needs of our fighting 




® 



October 12, 1»44 



STATUS COLLEGIAN 



PAGE THREE 



Squad Goes To Michigan 
For Tilt With Spartans 

Boxler, Harvey Suffering Knee Injuries, 
Bell Out For Remainder Of Season From MU 
Fracas; Faubion Starter At Quarterback 

Seeking their first win of the current campaign, the Kansas 
State pigskinnera tangle with the highly touted Michigan State 
grldders at East Lansing Saturday afternoon. This game will 
mark the third meeting pf the two teams. 
In 193S the local boys fought' 



Gym Shorts... 



the Spartans to 0-0 standstill, 
while in the last meeting the 
Spartans emerged victorious 
32-0. 

Wildcat* Injured 

The Wildcats will be bard hit by 
Injuries In Saturday's game with 
Cowen, Boxler. and Harvey as doubt - 
ful starters and Bell definitely out 
for the season. Cowen, Boxler, and 
Harvey are all suffering from knee 
Injuries while Bell Is out with a com- 
plete dislocation of the elbow. 

Michigan State Is Undefeated 

In the opening game of the Michi- 
gan State campaign the Spartans 
downed the University of Scranton 
40-12, and last week beat the Uni- 
versity of Kentucky 2-0, 

Starting Une-Up 

Coach Ward Haylett is plannfng on 
starting a backfleld consisting of 
Faubion, Webster, Smith, and Clary. 
In Saturday's game Faubion looked 
good and should cause the Spartans 
plenty of trouble before the day Is 
over. Webster, Smith, and Clary 
have been showing up well this sea- 
son and should really get In the Spar- 
tans' hair. 

At ends Coach Haylett is starting 
Weatherby and Newell, while at the 
tackle positions Haury and King will 
probably start. Norby and Hardin 
will take over the guard positions, and 
Pollom will start at center. 

Spartan Task Force 

Leading the Spartan attack will he 
Bob Bruegger and Jack Breelin. 
Bruegger is a speed burner, and a 
break away runner. In the Scranton 
game Bruegger raced 63 yardB for a 
touchdown through the entire Scran- 
ton team. Breslfn Is a passer deluxe. 
In the, Kentucky game he completed 
four out of twelve passes for 118 
yards. He is also a line plunger. 



Tigers Down 
Cats, 33-0 



a 
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'a rtU d «»l " d nuii in c '{ ar i l 
forward pnairi attempted 
Forward paura completed , 
Yarda bt forward aaaalara; .... f» 
Forward paaaei In trrrepted 3 
Tarda calmed ma-hack ta- 

tereepted paaaea 1 

Paatlaa: a vera** (from acrltn- 
mmm*> - 
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IS 
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Although the major leagues* world 
series Is completed and the St. Louis 
Cards have won another champion- 
ship, the women's softbsll intra- 
murals at K-Btate are Just getting 
under way. 

Representatives of the different 
houses met Monday night and planned 
the practice schedule or this week and 
next; the tournament starts October 
23. Every girl who wants to play 
must practice two out of three times. 

The houses and their representa- 
tives are: Joan Young, Pi Beta Phi; 
Florence Merriam, Alpha Delta PI; 
Marie Rock, Kelm's Kabana; Evelyn 
Wood, Arcadia; Beryl Wesshe, Chi 
Omega; Iantha Terrlll. Clovia and 
Barbara Morris, Delta Delta Delta. 

These girls decided that the 
"point" system of the past years 
would be discontinned because no 
plaques could be obtained. The names 
of the winning team wilt be placed 
on a chart in the gym, which will 
continue over a five-year period. 



Library 



Th*> College Library will be 
open during the following hoar*: 

T>48 a. m. to 0:80 p. in.. Mon- 
day tl 

T:4A a. m. to 0:80 p. m., Fri- 
day. 

7:48 a. m. to 6:00 p. m., Sat' 
of the 

in enrollment and the small de- 
mand for such service. 



t 
10 

"Still smarting from the 64 to 
lacing from Ohio State a week before, 
a powerful, clever band of Golden 
Tigers from Old Mtssou took out their 
spite on Kansas Slate's green young 
squad 33 to Saturday. 

The Wildcat loss by such a margin 
was a shock to the 3.500 fans who 
bad regarded the opening Big Six 
contest as a toss-up affair. But af- 
ter the first three minutes there was 
hardly a fan in Memorial Stadium 
who didn't Bense the final outcome 
of the tilt. During those firBt three 
turns of the minute hand, the heavy 
Tigers had received Kansas State's 
opening kickoff and marched unin- 
terrupted 80 yards to score. 

The second of the Tigers' five touch- 
downs came seven minutes later when 
Paul Collins sneaked over from the 
Wildcat three-yard stripe to end a 
touchdown drive started in mldfield. 



"The . b. pya.. f ro Bi . UP. Michigan way. ^ ^ tB . baH . Blr own 



will have the locals outweighed a lit- 
tle better than twelve pounds per 
man. But despite the difference lu 
weight Kansas State's rock-rihbed 
forward wall should give the Spartans 
plenty of worry and a run for their 
money. 

Michigan State will operate from 
the Notre Dame "T" formation shift- 
ing Into the box. Coach Charlie Bach- 
man, Michigan State mentor, Is a 
former coaoh at Kansas State who 
learned his football under Knute 
Rockne. Like, the Wildcats, the Spar- 
tans have an all civilian team. 
Probably starting lineup: 

Weatherby LE Orondslk 

Haury LT Dendrino 

Norby LO Godfrey 

Pollom C Sullivan 

Hardin RO Arnson 

King RT. Prashaw 

Newell RE.. Brogger 

Faubion QB Slier 

Webster LH Bruegger 

Smith RH Aronson 

Clary FB 



Ward Haylett's lads came to life 
In the second period and created throe 
scoring opportunities but failed to 
answer the door any of the three times 
Old Man Chance knocked. Here's 
how the scoring opportunities camp 
and went. 

Jim Kekerls kicked off to Dana At- 
kins alter Missouri's third touchdown 



later when Max Riley, u sub halfback, 
tumbled for Missouri on the Tiger 
17. Another Max, Quarterback Har- 
vey, recovered for Kansas State, but 
the Wildcat threat was short-lived as 
Jack O'Connell of Missouri snared one 
of Harvey's forwards. 

Bob King, right tackle, gave the 
Wildcats their third big chance a few 
minutes later when he pounced on a 
Tiger tumble on the Mlzzou 18. A 
forward pass. Elmer Boiler to Dave 
Weatherby, end, put the ptgBkin on 
the Columbia team's five, but the Hay- 
lettmen could get no farther than the 
two yard line in four tries. 

The power of the under-estimated 
Missouri team is shown In the sta- 
tistics. The Tigers reeled off 370% 
yards tor 15 first downs, while the 
Wildcats were held to 124 yards and 
two first downs. 



15. Running to the 20 he handed the 
ball to Rondfe Webster who in spite 
of a bad ankle stepped all the way to 
the Tiger's 18 before fleet-footed Del- 
lastatloua pulled him down. Then 
the Haylett men advanced to the Tiger 
nine when Missouri was guilty of in- 
terference on Webster's pass to Earl 
Elliot. Three stabs at the line and 
an incomplete forward pass, Webster 
to Elliot, ended the Wildcats' num- 
ber one scoring threat. 

The second chance came moments 



Llneui>n: 
Kan nan Slate 
Weatherby . 
Haury 
Norby 
Pollom 
Hardin 
Kin* ., 
Newell 
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Mlflnourl 

..LB, Elg-elburrer 

,.LT Kekerln 

.U3 tt Blono 

C Erllnger 

Qroene 

Jantten 

CUttv 

_B.~ Colt Inn 

,LH nollamatlouM 

RH Exler 

Harvey ,..,FB Quirk 

Score by Periods: 

MlBBonrl U 11 7 8 

Kansns Slate 



'Mi 



Clary 
nnnle.. 
Smith RH. 



BOTTGERS 

Groceries and Meats 



Dial 4421 



YOUNG MAN 

Now ia your opportunity to 
be thankful for the fact, 
that at Reed's Time Shop 
you can 'purchase a Blue 
Perfect Diamond, to place 
on that third finger of that 
adorable Miss and she will 
be thankful every day of 
the year. 
For Beautiful Diamond* 
see 

REED'S 

TIME SHOP 




DOWNTOWN 



WAREHAM 



Prof. A. D. Weber, animal hus- 
bandry, Is one of the Judges at the 
National Hereford Show in Tulsa, 
Okla. 



CLASSIFIED 



LOST: Gold identification bracelet. 
Name "Melba" engraved on it. Call 
2-7167. Reward. 



LOST — 1 Black Schaeffer pencil, la- 
laid mother of pearl. Return to O. O. 
Slgars, Bacteriology Dept. 



CRESS 




C °° Assorted Candles 


It-State Stationery 

Aggievtlle 


... I6c 



RELAX 

with a glass of 
BEER 

at the 
Aggicviitc Ossit 

SHAMROCK TAVERN 



Rbsnfl 

| J TNfflTlte 

Shows: 2:80 - 7:00 ■ 9:00 

TODAY THRU WEDNESDAY 
Wallace Bccrr Ktarrln* 1" 




Chill Willa 
- - ALSO - - 
Aa MGH H la la tar* 
A ( «l«r tlrtm 
And Latest Newi «f ta« 



— 



Jacqueline Bare-Backs 

Ready for anything! Blithely styled of fine quality Black Suede. 
You'll Lav* Their Eny 




Ward Keller Store Shoe Dept 







NOW SHOWING 
OLSEN and JOHNSON 

Ghost 
Catchers 

SUN. THRU WED. 

PAtTLETTB OODDARD 
SONNY TUFTS 

I LOVE A 
SOLDIER 



STATE 



NOW SHOWING • 

TOM OONWAY 

Falcon Out 
West 



Mojave 
Firebrand 



Wrinkles 
Scram ! 

Every Arrow Tie 
hat a ipeciti retili- 
cnt lining that 
makes wrinkles 
disappear over- 
night, help* you 
tie perfect knots 
every time. 

See our new 
Arrows today — * 
at hand*omc a 
i of ties at 
In 

a month of 

"to 

meetin't. 

$"l *>><■ 
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• SUN. - MON. - TUES. • 

GORDON OLIVER 
WALLY BROWN 

7 Days Ashore 
• 

ANDY HARDING 
EVELYN KRYKS 

Nine Girls 



WEB. - THUItS. 
JAMES CAGNEY 

Frisco Kid 



CARLTON 



• NOW SHOWING • 



The 




Heart 



SUN. - HON, - TUES. 
JON HALL 



Ali Baba £ e d 
Forty Thieves 



• WED. - THURS. • 

BOB LIVINGSTON 



Goodnight 
Sweetheart 



You're a Lucky 
Fellow Mr. Smith 



—mmm 



mtmm 
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mmmm 



— — 



PAGE FOUR 



KANSAS STATE COLLEGIAN 



October II, 1944 



'Having A Wonderful Time' 



tary, Margaret Morris; treasurer, 
Lola Warden; and reporter, Marline 
Notter. 

The pledge clans of Kappa Delta 

bad a wiener roast at Sunset Park 
Sunder evening. 

Dean Helen Moore was hoeteaa at 
her home Tuesday afternoon at a tea 
for all toe housemothers. 

TKKh and Kappa Delta will be 
dancing at the Kappa Delt house to- 
night from 7 to 8. 

The first chocolate* of the year at 
Van Zlle Hall were received Sunday 
announcing the engagement of Mil- 
dred Morris to Pvt. Robert C. Baker. 



32 Me* Pledge 
KSC Fraternities 



Saturday night'§ mixer proved ft big saccess for all Kansas 

Staters who saw the program In the Auditorium . . . and ended 
the evening dancing in the gym. 
( hi pledge Genie Martin passed chocolates Sunday with Bay 

Walker, AGR. Genie 1b wearing ~ 
both the AGR pin and a diamond 
ring. 

Sunday Alpha BelU PPs held 

formal pledging for their 18 
pledges. After attending church 
in a body they had the formal 
Black Diamond dinner at the 
chapter house. 

Alpha XI Marjorie Ross Is wearing 

the TKE pin and diamond ring of 
George Htidiburg after passing choc- 
olates to her sisters, October 4. He is 
now stationed at Camp Chaffee, Ark. 

Sig Alph's, Phi Dolt's and Sigma 
Nu's entertained their dates with a 
dance Sunday night at 608 Sunset. 

New officers of the Alpha XI pledge 
class are: Naomi Miller, president; 
Beverly Hale, vice-president; Anna 
Louise Larson, secretary; Mildred 
Beach, treasurer; and Norma Lump- 
kin, social chairman. 

CTIovU held initiation Sunday for 
two girls — Jeanne Anderso 
Juanita Blllington. 

Johanna Fotek, Alpha XI 
and Ensign Myron Fovea al were 
rled Sunday at the Evangelical 
Church in Junction City. Ensign and 
Mrs. Poveaux left shortly afterward 
for Miami, Fla. t where he Is stationed 

The flrst meeting of the year was 
held Tuesday at Hill's Heights, when 
they elected the following officers: 
Betty Lou Pressgrove, president; 
Miriam Dunbar, vice-president; Patty 
Adams, secretary-treasurer; Ruth 
Esther Klmbal, pianist; and Elva 
Mary Biehl, song leader 

More chocolates at the Alpha Xi 
bouse . . . Mary Margaret Byera an 
nounced her engagement to Clarence 
Pellmsn which took place this sum 
tner. 

Women of Aloha Cottage enter 
talned approximately 150 women 
from Independent organized houses 
at tea Sunday afternoon. The decora- 
tions carried out a Hallowe'en theme 

TKK's were entertained at Open 
House Thursday night by the Alpha 
Xi's. 

Cli I 0*s celebrated The Fall 
stnia with a picnic supper in the back 
yard Friday evening. Following the 
usual custom the Chi pledges pre- 
sented a skit followed by singing. 

Betty Engle Is the president of Van 
Zile Hall for the fall semester. Other 
officers are Aylo Albertson, vice-presi- 
dent; Jeane Oreenawalt, secretary; 
Roberta Ince, Intramural chairman; 
Betty Larson, social chairman; and 
Margaret McNamee, 



-College Calendar- 

Thursday, October 13 



Student* Club Pic 
Park, to p. 




Picnic, 



Saturday, October 14 

A. A. U. W. Membership Tea, 
p. m* 

Sunday, October IS 

Delta Delta Delt* Tea for 



Four Kansas State fraternities 
have pledged 32 men since September 
11, according to Harold Howe, 
ulty adviser, 

Sigma Alpha Epsllon led the pledg- 
ing with 10. Phi Delta Theta and Tau 
Kappa Epsllon each pledged 9 and 
Kappa Sigma 4. The men who pledged 
are; 

Kappa Sigma 

John L. Chltwood, Pratt; Robert 
Escbenburg, Manhattan; Cole Smith, 
Topeka: and Richard Stockman, 
Wichita. 

Phi Delta Theta 

Bill J. Clary, Kansas City; Rich- 
ard W. Clowers, St. John; Clarence 
Deltchman, Kansas City; Max J. 
Harvey, Qreensburg; Harvey W. 
Haas, Junction City; Edward L. 
Koopman, Great Bend; Joe M, Nel- 
dlg, Great Bend; Joseph K. Pollom, 
Topeka; and Vernon E. White, St. 
John. 

Mlgma Alpha Epsllon 

Robert H. BuehleV, SaHaa; Walter 
Gage. Manhattan; Keith A. Hemen- 
way Jr.. Klrkwood, Mo.; Burton 
Barnes, Phillipsburg; William John 
Nicholas, Casper, Wyo.: Richard and 
Robert Oberhelman, Kansas City; 
Ronnie Webster and Kenyon Whit- 
ney. Manhattan. 

Tan Kappa Epstlon 

Robert Crouen and Earl Elliott, 
Marysvllle; Bert F. Hann, Sycamore; 
C. A. Jones, Neodesha; Joe Lund- 
holm Jr., Marysville: Ralph Nesmlth, 
Wilson; David Sloas, Marston; Del- 
bert Torkelson, Everest; and Edward 
M. Vogel, 



Hampl, vice-president; Jean Reneau, 
secretary-treasurer; and Wilma 
Lalsher, social chairman, will rule 
over La Ffel this year, 

Delta Delta Delta will entertain 
parents and friends with a tea In 
honor of their new housemother, Mrs. 
Tom Branstetter on next Sunday. 

Formal pledging was held Sunday 
evening for the nine Kappa Delta 
ribbon pledges. 

New Pi Phi pledge officers are 
Mildred Allison, president; Mary 
Frances Hosmer, vice-president', 
Patty Pifer, secretary; and Jacque 
Tlmmons, treasurer. 

Kappa Deltas had their parent* 
as guests at dinner Saturday evening 
Their colors of green and white were 
carried out In the decorations. After 
dinner the members presented their 
national White Rote ceremony for 
their parents. 

Kelm's Kabana oncers for the com 
tog year are, president, Harriet Fish 
er; vice-president, Joy Talbot; so ere- 



Journalists 



Journalists will picnic mt Sun- 
set Park tonight. All students 
are asked to meet at Kedmto Hall 
at 4. p. m. Theta Sigma Phi, 




S:SO to 5:80 p. m. 
I Delta Tea for Mrs. 
R. Nave, chapter hoase, 
8:80 to (1:80 p. m. 
Pi Beta Phi Tea for Mr*. E, L. 
Kerln, chapter house, 2 to 
5 p. m. 

Monday, October 1ft 

Y. W. C. A. Cabinet Meeting, 
Calvin 107, 7:15 to 8:15 
P. m. 

Orthosis, Nichols Gymnasium, 

7: SO to 9:80. 
Ensemble, Mnstc Department, 

Auditorium, 7:80 to 9:80. 

Tuesday, October 17 

Meeting, 
T 206, 7:80 to 

OMklS ^ A Hi 7 15 

to 10 p. m. 
PI Beta Phi Open House for 
TKE, chapter house, 7 to 8 
p. m. 

on Political 
enter, 4 to 5 

p. m. 



baa chosen for church school at the 
Methodist Church Sunday. The Fel- 
lowship Hoar Sunday evening will 
be ted by Athol Furnian and Howard 
Neighbor. The cafeteria following 
the Fellowship Hour will be spon- 
sored by Bonnie Sobers and Mary L. 
Schneider. 

Wesley League will meet Sunday 
evening. Rosemary Crist will be In 
charge of meditation and Ruth Saw- 
yer Is In charge of music. A play, 
"Bread Line." -will be directed by 
Fred Esstraan. 

Kappa Phi will meet on Tuesday at 
7:30 p. m. Leaders are Marie Hen- 
shot and Mary L. Schneider. 



The college girls' class will be in 
charge of assembly at the Christian 
Church Sunday morning. Clara Louise 
Dubbs will be the leader. 

Christian Fellowship Hour at S 
Sunday evening will be followed by 
Vesper Services with Charles Cook In 
charge. > 



Stop, look, and listen to the Bap- 
tist activities for this coming week. 
First is the prayer meeting Wednes- 
day evening at 8 for young people as 
well as the older oneB. 

Senior choir meets at 7:15 p. m. 
Friday. All those wishing to sing In 
the Sunday choir should be at this 
practice. 

A breakfast will be given for Theta 
Epsllon girls Sunday morning at 7:30. 

"Jesus' Understanding of Man" Is 
the theme of the lesson for the B. Y. 
F. Sunday School class. The class 
will meet at 9: 45 a. m, 

B. Y. F, social hour begins at 5:15 
Sunday evening. "Out of Darkness- 
Light" is the theme of the evening 
service which starts at 6:30. 



Church News 



i - 

Methodist Wesley Singers will 
meet thlB evening at 7:30 In Wes- 
ley Hall. Gwenda Mcintosh and Billy 
King have planned a treasure hunt 
for the Saturday Niter this week. 
"I Serve" is the theme Patty Smith 



Chic Hats 

Dressy Colors, Chetnlks 
In All Alluring; -Colors 



$2.98 10 $7.95 

For Sport 
Cloches - Gobs . Berets 



WAREHAM 
HAT SHOP 

Wareham Theatre Bldg. 




Tired Eyes, Frequent 
Headaches, Blurred 
Vision, hard to 
Concentrate 

Is an Indication of a needed 

ocular examination. 
Make an Appointment Today 

IHt. E.L. ASKBEN, 0. B. 
Optometric Eye Specialist 
1290 Moro 



Sigma Eta Chi, Congregational 
Church sorority, will hold its first 
meeting Tuesday night at 7 at the 
home of Mrs. Mary Eck Holland. 



— 



? 



Wear Your 
Birthstone 

in 

RINGS 

BBOOCHES 

NECKLACES 

Paul Dooley 

JEWELER 



Roberta's Studio 
of Beauty , 

Razor Shaping 

Hair Styling 

SOFT NATURAL 
PERMANENTS 



Dial 2923 




Down Your Alley- 



Never played? Start today! It*» 
fun— healthful exercise and re- 
laxing after a hard day's work. 
Men and women — welcome! 



Aggieville 
Bowling Alley 



Have You Seen Our Picture Framing? 

DO! 

IT'S TOPS 



Aggie Hardware and Electric Co. 



120! Moro 



2993 



FLOWERS FOB ALL 
OCCASIONS 

Martin's Flowers & Gifts 



1204 Moro 



Phone 8914 



Exciting! 

MuBical Powder 
and 

Make-Up Boxes 
Genuine Swiss Works 
Just The Thing 
for HER 



Gillette Gift Shop 

Hotel Bmildlng 




Musts" For School 

FLATS 



Here are those boon 
companions to Sweat- 
er. and Skirts. ~WeTl 
"heeled" sturdy for 
campus activities. 



$5.00 



Leather Soles 
The "Moc" Toe 




Ward Keller Store Shoe Dept. 



FLOWERS 

THE GIFT OF REMEMBRANCE 

Select Yours From Our Wide Selection Of 
CORSAGES, CUT FLOWERS, PLANTS 

Order Your Homecoming Mums Early 

f ' 

Manhattan Floral Co. 




STADIUM 
BOOTS 

Not-Rationed 

Just the thing for the cold 
days ahead. 

SHEEP LINED 
LEATHER UPPERS 
RUBBER SOLES 



$8.95 



> 
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To Visit Here 

Miss Eleanor V. Gants who was 
the D&nfonh Foundation Graduate 
Fallow on campus last year will viait 
Kmmi SUte Sunday and Monday ai 
a regional traveling secretary ol the 
Student Volunteer Movement. She 
will apeak at the Congregational 
Church during Sunday morning's wor- 
ship service, and will address Meth- 
odist students at 5 p. m. in Wesley 
Hall. At 6:80 p. m. she will be the 
speaker at a union meeting of several 
student religious groups at Kohler 
Hall Of the Christian church. 

Monday she will be In the YWCA 
Lounge for personal conference with 
any student Interested In either home 
or foreign missionary work. Miss 
Oasts' schedule still has a few open- 
Inge for groups who are interested in 
talking with her. She will speak to 
the YWCA Cabinet Monday evening. 
Any student desiring a personal con- 
ference should contact the YWCA of- 
fice. 

The Student Volunteer Movement 
to an organisation of the student 
Christian movements of North Amer- 
ica In cooperation with the denomina- 
tional boards of missions. Its pri- 
mary purpose is the enlistment of mis- 
sionaries. Miss Gants is a 194 3 grad- 
uate of New Jersey College for Wo- 
where she majored, in psychol- 
During the past summer ahe 
studied at the Temple University 
School of Theology. She Is a candi- 
date of the Methodist Board of Mis- 
sions and plana to do student work in 
the Orient, 



for 



The 
lO o'clock this 
cancelled, so classes will be held 



It Is hoped that Mrs. 




Kansas State's Chapel 



Politician Speaks 
At Second Y-Forum 



At the second Y forum this year, 
Balph II I m, Democratic candidate for 
representative, spoke to a group of 
college students, faculty members, 
and townspeople about bis personal 
beliefs on many of the national and 
political questions of the today. Fol- 
lowing his speech he answered ques- 
tions presented to him by some of 
the members of the audience. 

Arthur Peine, former professor In 
the history department at Kansas 
State and business man of Manhat- 
tan, will speak next Tuesday on "The 
Great Issues Behind the Campaign". 
This third forum meeting will be held 
at 4 p. m. in Recreational Center of 



Gifts Amount 
To $353,000 

An incomplete survey of the 
put reveals that more than II 68,000 
has been made available to tbe Col- 
lege Bince July 1 by business and com- 
mercial firms and individual friends 
of the school in the form of gifts, en- 
dowments and grants. This money, 
much of which has been handled by 
tbe Kansas State College Endowment 
Association, is to be used for scholar- 
ships, financing research and campus 
improvements. 

The largest gift received is 1200,- 
000 from the William Volker Chari- 
ties Fund, Inc., of Kansas City, Mo,, 
for the establishment of an Institute 
of American Citizenship The endow- 
ment is for use over a five year period. 
The Institute will include resident in- 
struction, adult extension and re- 
search. Another gilt made only re- 
cently was the financing of an annual 
dinner for presidents of all campus 
organizations. This unusual donation 
has been made by Mr. and Mrs. B. M. 
Anderson of Kansas City, Mo. The 
annual event will be known as the 
Anderson Dinner. 

One hundred four scholarships, fel- 
lowships and graduate and research 
asslstantshtps touting approximately 
$13,300 annually, are available at 
Kansas State. 

Contributions to the Kansas State 
College Endowment Association also 
Include 935 from the Home Econom- 
ics Advisory Committee of Labette 
County, f60 from the Grinter Heights 
Home Demonstration Unit of Wyan- 
dotte County for the residence hall 
fund, and 175 from an anonymous 




K-Staters Go 
Over The Top 
In Fund Drive 

The mercury in the students* 
War Fund thermometer shot 
skyward last week as the $1200 
goal was oversubscribed by more 
than 50 per cent. 

Reports Tuesday noon were 
that $1919.37 had beerf contrib- 
uted by the student a. The fac- 
ulty quota of $3300 was met 
early this week with a total of 
$3392 collected and ten 
were yet to report. 



IS Juniors Receive 
Cut Privileges 

Twelve Junior students who main- 
tained a "B" grade average In the 
16-week summer session are entitled 
to the privilege of optional class at- 
tendance this year, according to Miss 
Mary Kimball, registrar. The names 
of 28 juniors who earlier were grant- 
ed this privilege were announced dur- 
ing the summer session. 

The twelve listed by schools and 
home towns: 

School of Arts and Sciences: Joe 
Lundholm Jr., Osage City. 

School of Engineering and Archi 
tecture: Paul Sanders Giovagnoli 
Glrard. 

School of Home Economics: Bon- 
nabelle May Bailey, Galva; and Theo- 
dora Ida Ellison, Kansas City, Mo. 

School of Veterinary Medicine: 
August Russell Borgmann, and Gar- 
old Orlando Slgars, Manhattan; My- 
ron Clafr Krommlnga, Lennox, S. D. ; 
Jacob Lawrence. Bronx, N. Y.; Isaac 
Levine, Willlmantic, Conn.; James 
" Nelson Shively, Moran; Joseph SI 
aon. Duanesburg, N. T.; and George 



Atkeson In 

Prof. P. W. Atkeson, head of De- 
partment of Dairy Husbandry, Is In 
Abilene attending the state Holsteln 



Independent* 



. . • 



elected 



of the 



tbe resignation of 
Other officer* 
Sotere* Madame, vice prcs- 
jid Carol Shields, 



QuillfDrive Opens 

Quill Club, all-school creative 
writers' organisation, annotfhcee that 
its membership contest Is now open 
and will continue until November 7. 
Anyone who Is Interested In any kind 
of creative writing is urged to sub- 
mit manuscripts before tbe closing 
date. 

Material may include poetry, es- 
says, short stories, sketches, radio 
scripts, research papers (if enough 
originality is shown), or any other 
type of writing. 

Manuscripts are to he typed, 
double-spaced, and there are to be 
three copies (one original and two 
carbons). They should be signed 
with a pen-name and a sealed enve- 
lope must be attached that Includes 
the contestant's pen-name, real name, 
and a list of submitted works. If 
probe is entered It should contain not 
less than 800 words and if poetry Is 
submitted two Or more poems is re- 
quired. All manuscripts are to he 
mailed or given to Miss Ada Rice, 
faculty sponsor, at A227. 

All contestants whose manuscripts 
are accepted by the membership com- 
mittee will be asked to write a qual- 
ifying manuscript before being ini- 
tiated into the club. 



$5,000 Goes To Chapel Fund 



A gift of $5,000 for the chapel fund 
of the Kansas State College Endow- 
ment Association has been announced 
by President Milton 8. Eisenhower. 
The donation was given In memory of 
the late A. L, Duck wall by his widow, 
Mrs. A. L. Duckwall Sr., and children, 
Miss Dorris Duckwall, Mr. and Mrs. 
Charles B. Brainard and Lt. and Mrs. 
A. L. Duckwall Jr. The Duckwall 
family home la In Abilene. 

Both Mr. and Mrs. Brainard were 
graduated from the College In 1930 
with bachelor of science degrees In 
architecture. Lieutenant and Mrs. 
Duckwall were graduated In 1941, 
he with a B. S. in business adminis- 
tration and she with a bachelor of 
science degree in home economics. 
Miss Dorris Duckwall was a student 
at the College from 192$ to 1927. 
Mrs. Brainard Is a director of the 

i I 



Kansas State College Alumni 
tion. 

Lieutenant Duckwall Is a bombar- 
dier-navigator on a B-26 stationed In 
France. His wife, tbe former Alleen 
Oiment, is making her home in 
hat tan with her mother. 

The late A. L. Duckwall, in whose 
memory the gift for tbe chapel was 
given, was the founder of the Duck 
wall stores, 28 of which are operat- 
ing In Kansas and 6 in Colorado. He 
opened his first store In Abilene In 
1601 with his wife as clerk and he 
as pianager. In 1916 a corporation 
known as the Western Merchandise 
Company was formed with headquar 
ters and general offices In Abilene. In 
addition to his pioneering as a Kan 
sas merchant, Mr. Duckwall wai 
known for his generosity In making 
private donations. 



Membership Drive ( 

Five hundred and fifty women have 
turned in their YWCA membership 
application blanks to date, according 
to Mrs. Dorothy Downey, YWCA sec- 
retary. 

Any women who were missed dur- 
ing the Kansas United War Fund and 
the Manhattan Community Chest 
drive may still contribute their share 
in the YW office in Anderson hall, 
Mrs. Downey said. The War Fund 
receipts, as well as additional mem- 
bership cards for the YW, can be ob- 
tained in that office. 



dependent 
be held 
cuKsion were 




Hlgma XI Electa 
Sigma XI, honorary scientific re- 
search fraternity, in a general busi- 
ness meeting Friday sleeted the fol- 
lowing officers: president, Prof, C. 
H. Scholar; vice-president. Prof. H. 
N. Barham; treasurer, Prof. F. C. 
Gates; secretary, Prof. L. P. Relti. 

New members elected to the mem- 
bership committee are Prof. G. A. 
Dean, Prof. J. C. Hide, and Dean Eva 
and executive committee 
•sides the cabinet are Prof. 
W. F. Pickett and Prof. A. D. Weber. 



Negro Cast Plays] 
In 'Porgy and [Bess' 

"Porgy and Bess", the immortal 
love story set to music by George 
Gershwin, will be presented by the 
all-Negro Broadway cast at Kansas 
State, November 20. 

This well-known operetta Is the 
saga of Catfish Row, Charleston, 
South Carolina, and concerns the 
tragic romance of the crippled Porgy 
for his fickle, but attractive, Bess. 
George Gershwin, famed American 
composer of "Rhapsody in Blue" and 
tbe Pulitzer prize play, "Of Thee I 
Sing", found In this moving story an 
Ideal medium for bis well-known mel- 
odies. 

"I Got Plenty O' Nuttln' ", "Sum- 
mertime", "It Ain't Necessarily So", 
and "Bess, You Is My Woman Now", 
are Just a few of the musical selec- 
tions of "Porgy and Bess". 

William Franklin will play the 
leading role of Porgy, with Etta Mo- 
ten opposite him as tbe fascinating 
Bess. Other members of the large cast 
include Edward Mathews.. Georgette 
Harvey, the Eva J e stye Choir, and 
Alexander Smallens, the well-known 
conductor. 

"Porgy and Bess" was produced by 
Cheryl Crawford in association with 
John Wlldberg. The operetta will be 
brought to Kansas State under the 
sponsorship of the Kansas State Play- 
ers. 



County War Fund Chairman 
Oeorge Montgomery expressed bis ap- 
preciation to tbe students for being 
the first group In the county to meet 
tbe quota and for their generous giv- 
ing to the fund. A. L. Pugsley, fac- 
ulty advisor of the student drive, and 
Ethellnda Parrlah. president of the 
Student Council, also stated that 
much credit was due to student or- 
ganisations and their respective pres- 
idents for the effective solicitation of 
every student In school. 

YWCA members contacted students 
not living In organised bouses and 
the presidents of the various organ- 
ised houses collected for the group. 

Students Average il.28 

Students this year gave almost 
f E00 more than the civilian total of 
last year. It was estimated that last 
year the average amount given by 
each student was 7 Be, while last 
week's drive averaged better than 
91.26 per student. 

Groups and chairmen which 
worked on various phases of the War 
Fund drive were the sponsors, the 
Student Council; Mortar Board, in 
charge of booth In Anderson, Mary 
Alios Doll, ebalrman; Prix, publicity, 
Dorothy Cochran; 
Service Club, ther- 
for faculty, and 



^Organizations . . . 

Organisations wanting to bo 
represented In the IMS Royal 
Purple should obtain their re- 

tie IO.VI), ^h^ovetnber 1, an- 

tor. Arrangements to have their 
picture taken by December 10 
are then made by the 
tlon with Floyd I. 
lege photographer, In 




Poetry Contest 

The National Poetry. Association Is 
sponsoring a contest for poems and 
verses from college students, the best 
of which will be published in the An- 
nual Anthology of College Poetry. 

Each effort must be typed or writ- 
ten on one side of a single sheet, and 
must carry the statement "Tbe verse 

entitled " " Is my own personal 

effort." It must he signed with the 
student's name, college attended, and 
home address. 

Send all poems to the National 
Poetry Association, 3210 Selby Av- 
enue. Los Angeles 34, California, be- 
fore November 6th. 



Gamma Sigma Delta, honor agri- 
cultural society, seeks to encourage 
high standards of scholarship and 
worthy attainment In all branches of 
agricultural science. 

Seniors elected to membership 
must be m .1,.. P-r-n: of 



Y Sister Parties 

This Week . 

The 26 YWCA College Sister groups 
have scheduled tbelr parties for the 
next three weeks, and some of them 
have already begun, Wilma Ward's 
group, with Mrs. Walter Ward as 
group mother, held the first party 
of the year Monday night. Polly Bas- 
ket's group met Tuesday night with 
their group mother, Mrs. H. M. 
Stewart, and Billie Hate I ton met ber 
group that night with their group 
mother, Mrs. Hurst Majors, 

Tomorrow night three more groups 
will have parties. Betty Larson and 
her group will meet with their group 
mother, Miss Jessie Machlr; Marlon 
Shields' group will meet with their 
group mother. Mrs. R. W. Conrad; 
and Marie Norman and her group will 
meet with their group mother, Miss 
Dorothy Barfoot. 

Gladys Richardson's group, with 
Mrs. F. C. Fenton as group mother, 
and Arlene Shields' group, with Miss 
Margaret Hyde as group mother, Will 
meet Sunday night. 

Tuesday night Dorralne Dorf, Dor- 
othy Alexander, Lola Meisner, Betty 
Jo McCaustland, and Patt Falrman 
will meet their groups with their re- 
spective group mothers. Mrs. L, E. 
Hud! burg. Mrs. Lawrence Norton, 
Mrs. E. L. Klsller. Mrs. M. J. Har- 
baugh, and Mrs. Lillian Fuller. 



Betty Jo McCau 

Any late contributions should be 
taken to the alumni office as soon as 



Students Register 
For Coming Election 

Registration for voting In the na- 
tional, stale and county elections No- 
vember 7 began yesterday at the city 
ball, 114 North Third. It will con- 
tinue until Friday, October 27. 

Any student who Is 21 and a resi- 
dent of Kansas may vote If he has 
registered. If a student has already 
registered In his home town he can 
vote In Manhattan by obtaining an 
absentee ballot from any polling 
place. 

College women housed In Van Zlle 
Hall or college annex, number one 
are living outside Manhattan city 
limits. It will not be necessary for 
them to register. They will vote In 
the Strong School one mile north of 
the city on highway 13. 



Consultant Speaks 



Miss Vivian Drenckhahn. field 

for the nutrition programs 
of the War Food Admin- 
istration, Washington, D. C. met with 
members of the executive committee 
of tbe State Nutrition Committee 
Monday afternoon at Calvin Hall. 

The meeting climaxed a week of 
visiting county committees by 
Drenckhahn and Mrs. H, U 
executive secretary of the state 
mlttee. 




Purple Pepsters 

Purple Pepsters, College pep organ- 
ization, elected 11 Independent and 
8 sorority women as new members 
at a meeting held last week. 

Purple Pepsters has a set quota of 
48 members. The group consists of 
3 girls from each sorority and an 
equal number of independents. The 
quota Is filled each year. 

The new Purple Popster pledges 
are JoAnn Yapp and Mary Lou Boyd, 
Kappa Kappa Gamma; Lots Summers, 
Chi Omega: Betty Jean Yapp, Alpha 
Delta Pi; Irma Johnson and Francis 
Weatheral, Alpha Zl Delta;, Joan 
Haylett and Mary Louise Carl. PI 
Beta Phi. 

Mary Louise Rose, Shirley Tim- 
berg, Dorothy Huseman, Dorothy Mc- 
intosh, Betty Mt.rU, Joan Neibarger, 
Florence Dubbs, Bona Maxfleld, Bar- 
bara Rogers, Betty Larson, and Max- 
ine Church, Independents. 

Ula IKm Dinner 

Residents of Ula Dow Cottage, 
home management house, will have 
a dessert dinner tonight. 



Freshmen • . . 

Election for freshmen class 
officers will be bead next Thurs- 
day In Anderson Hall. A 
lug booth will be open from 1 
tllBp.u. 
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'Nothing To Do 9 . . . 

One of the most widely heard com- 
plaints from Kansas Stile students, 
and well founded too. Is that there 
la "nothing to do" and no place to go 
except the movie, the movie, or the 
movie on week-ends when one feels 
the need of a little recreation. 

Host of the student body does lit- 
tle dating during the week, and there* 
fore feel that some entertainment 
should be provided beside the show 
on at least one of the week-end nights. 
It is even difficult to get a coke and 
sandwich after one has partaken of 
this sole form of amusement, for Ag- 
g Seville drag stores are closed by 11 
p. m„ if not sooner, even on week- 
ends; the bus stops running to town, 
taxis are expensive, and private cars 
are more scarce than the proverbial 
"hen's teeth." 



Town's Crowded 

And although you are fortunate 
enough to get downtown, the chances 
are that you'll come home disap- 
pointed and hungry, for the downtown 
eating places, the one or two open, 
are usually Jammed. Or at least it's 
fairly certain that they will be on 
Saturday nights. 

While Kanaas Btate, at least in our 
experience, has never been filled to 
the overflowing with week-end recrea- 
tional opportunities, In years past 
seldom did a Friday or Saturday 
night go by without at leaBt one 
school-approved or school-sponsored 



Bands Expensive But — 

With this year's reduced enrol- 
ment, we realise that the Student 
Council cannot afford to import a 
band for a weekly varalty. but a rec- 
ord dance In the Avalon or Rec Center 
would be an acceptable substitute for 
all of us. These were held during the 
summer session at a lower admission 
than regular varsities, and were well 
attended until the heat made them 
Impossible. 

At least, it is our opinion that 
something should be tried. If they 
prove unsuccessful, If students do not 
cooperate with their attendance, then 
well and good, the idea can be aban- 
doned. 

Later Closing Time 

To ease the eating and "coke" 
problem, perhaps additional help 
could be secured, or a contract could 
be signed with some Agglevtile firm 
for a later week-end closing date. 

We realise that school Is a serious 
situation, that the days of idle Col- 
lege 'Jills and Joes and "Qood-Time 
Charlies" are past, and good riddance, 
but we insist upon the truth of the 
old axiom, "all work and no play." 
For human nature being what It la, 
students will tear themselves away 
from their books once In awhile, and 
we Insist that when they do, some- 
place should be provided for them 
to go. Better It be CoHege-sponsdred 
and regulated. 

And so we appeal to the powers 
that be, whoever they may be, prob- 
ably the Ntudent Council would be 
bet, that something be done 
Voo 




Ed's Note: The response to the 
"(Juration Coin inn" run In this Hpaee 
In the Brut issue of The Collefruui was 
overwhelmingly In favor of some sort 
of a "gossip" or "dirt" column, so 
being brave soul*, we've decided to 
try it again. 

Greetings guys and ghouls, this Is 
to Introduce a new Collegian feature 
which we hope will take hold. That 
Is, if someone doesn't take hold of us 
first. As you know, It's been over a 
year since anyone has had nerve 
enough to write a column of this re- 
fined type and we're wondering how 
long WE can last. (HD. note— Lloyds 
of London are offering 8 to 1 on three 
days.) 

Enough of this trivial gumbeating 
— after all where does it get usT In 
the end? 

It seems the Chi Omega pledges 
locked the actives out of their rooms 
them food and 
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fags. This, of course, just Isn't being 
done this year. The actives imme- 
diately established martial law by 
making the house mother command- 
er-in-chief and the prexy general, and 
the pledges are now under strict mili- 
tary discipline, 

It has been reported that the next 
night an unnamed fraternity at- 
tempted an invasion of Fort Chi 
Omega but were set back with se- 
vere losses. Could this mean that the 
Chi O's are repulsive, or should we 
say impulsive? 

Gruesome reports have been re- 
ceived of the party at the Phi Delt 
house last week. Max Harvey, Phi 
Delt pledge who received a leg in- 
Jury In the Missouri game, discovered 
a miraculous ^healing agent In time 
to be the life of the party. He claims 
his remedy will cure any ailment, 
especially snake bite. 

"Shorty" Harold, TKK prexy, la 
now a connoisseur of fine lipstick af- 
ter being the center of a smooch line 
at the Alpha XI house last week. His 
fellow TKE's saw what an embarras- 
Ing situation he was in and they at- 
tempted to help him, but he beat them 
off three times before he was res- 
cued. As you no doubt know the 
TKE's have been at war with the Al- 
pha Xl's. bat that night they got a 
negotiated 



The Journalism Department 
picnic held at Suiuwt Thuviday 
was another splendid example of 
the extreme manpower shortage 
on the campus. The four nude 



erably an 

forced to plod wearily 
atone mm a skunk with R. O. 
While this transpired, Fred "Si- 
natra" Parris, young unmarried 
journalism professor, reveled in 
the delightful company of over 
fifty frothing fommes. Wo think 
this boy - Parrls bears close 
watching. Ah, Ah, Ah, girls, not 
too close. 

Have you noticed that K-States 
convertibles have their radio aerial 
foxtails at half mast? They are 
mourning the loss of Big John "I Just 
as well' wreck the car, It ain't mine 
anyhow" Winters who is our moat 
recent pedlstrian. It seems that 
Wayne Schulti, owner of said car, 
left Monday for the rolling hills of 
Virginia (we didn't get her last 
name) leaving Big John sobbing Into 
a pool of crank case oil. Now the 
girls are singing a different tune. In- 
stead of "Why yes, John, I'd love to 
have a date with the convertible and 
you, they are singing "On your way, 
bum!" 

Well, this Is all for this time, but 
we'll be watching you, kiddles. Until 
next week we leave you with this part- 
ing thought: Girls who cut classes, 
better watch their — grades. 
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Tired Eyes, Frequent 
Headaches, Blurred 
Vision, hard to 
Concentrate 

la an Indication of a needed 

ocular examination. 
.Make an Appointment Today 

0B. E. L. ASK REN, 0. B. 
Kye Si 



Nth Oil 

Winter 
Lubricants 

Verne Boyd's 
Conoco 
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Lt. Ernest Darcy Doryland, B. A. 
'43, Manhattan, was among the ar- 
mored Infantry units riding through 
French towns recently. He said that 
he and other American boys will nev- 
er forget the laughing, crying and 
praying French people wtfo threw 
flowers before them and showered 
them with fruit and vegetables, and 
gave them wine. Nothing was too 
good for them. Darcy remarked that 
he had been Id a "subterranean bou- 
doir," or "foxhole to you," some time 
ago. He also sent some Nazi Insignia 
from a "«ood" German. 

Lieutenant Doryland is with an 
armored Infantry unit and Is In cbarge 
of a mortar platoon. Before going to 
France he had been special service 
officer for his battalion Id England. 
Since arriving in France, he has been 
a first lieutenant. 



Lt. Everett G. Blood, G. S. '39, 
Garnet t, who Is serving near the front 
in Italy, was recently awarded the Sil- 
ver Star for gallantry In action by 
General Mark Clark. Lieutenant 
Blood was the first man in his group 
to receive such an award. He also was 
given a trip to Rome where he visited 
the Vatican City, and had an audi- 
ence with the Pope, who presented 
him with a rosary and crucifix. He 
visited St, Peters and other points of 
interest In the city. 



and awaits shipping orders, accord- 
ing to word received here. Corporal 
Anderson entered the Marine 
last July. 



Harold Shull, Ag. '39, Manhattan, 
was recently promoted to captain In 
Italy, according to word received 
here. Captain Shull has completed 
BO missions with bis Liberator bomber 
with the original engines and tires, 
which Is said to be a record. He holds 
the Distinguished Flying Cross and 
the Air Medal with an oak leaf clus- 
ter. 



Port Worth Army Air Field. Lieuten- 
ant Hutton received prertdus flight 
training at Uvalde and Waco, Texas. 
He was commissioned in May. 1944. 

Lt. Charles W. Claybaugh. I. J. 
'28, Pretty Prairie, Is stationed in 
the Navy Building in Washington, 

D. C. 



SPAR Vaumeta Hall. f. s., West- 
moreland, has completed boot train- 
ing at the Coast Guard training sta- 
tion In Palm Beach, Fla. Seaman 2/c 
Hall has been assigned to Miami, Fla., 
for duty. 



Lynn A. Horwege, I. J. '3«, St. 
Francis, Is a first lieutenant stationed 
somewhere overseas. 



Cpl. Don E. Anderson, f. b. '48, 
Topeka, has completed training with 
marines at Camp Pendleton, Calif., 
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Second Lieutenant Billy J. Hutton, 
f. a. "41, Carbondale, was graduated 
recently as a B-24 bomber pilot at 



BOTTGERS 

Groceries and Meats 

Dial 4431 



.Audie L. R, Curry, t. s. '40, Hutch- 
inson, is one of 65 men sent to Col- 
gate University for training ia-the 
second class of the Naval Academic 
Refresher Unit (V-7) which opened 
in July as one of three In the coun- 
try. Curry will take eight weeks of 
work at Colgate before entering a 
midshipman's school. 



Dr. £. B. Pauley 
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Wear Your Birthstone 

FOR OCTOBER— 
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Rote Zircon— the modern 



PAUL 



lit 



LEY 



JEWELER 



They've Got That Zippy, High Spirited Styling 

CASUALS 

$3.95 

and 

$5.00 

"Young" In Style, "Right" for All School or Casual Wear, 
These Leather- Sole Casoals. 

Ward Keller Store Shoe Dept. 





THEY KEEP EM ROLLING 

THE RAILROADS ARB THE BACKBONE Of Off ERSE 
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Wildcats Meet Oklahoma 
At Norman Saturday 

Twenty-seven grldders representing the Purple and White of 
Kansas State will arrive in Norman, Oklahoma Saturday morn- 
ing, for their annual tilt with the University of Oklahoma. 

The Sooners boast a line-up featuring ten lettermen from last 
years championship squad. So 



far this season $he OklahomanB 
have dropped two encounters 
and emerged victorious in one. 
The Navy Zoomers downed the 
boys from Norman in the open- 
ing game of the season. How- 
ever on the following Saturday 
the Sooners defeated Texas A 
& M. Last week the Sooners met 
defeat at the hands of the Uni- 
versity of TexaB. 

Tenun Pat I Strength 

All Is not gloom on the Kan sag 
State campus. The Wildcats will be 
at full strength for this game. Dale 
Cowan, veteran lineman, will return 
to the fold for this/ week's game; 
Cowen has been out with a leg Injury. 
Ronnie Webster, Seetfooted back, 
will also be ready to go. Webster has 
been suffering with an ankle Injury 
and a cut lip, but neither of these 
Injuries Is expected to keep him out 
of the game. 

Despite the score of last week's 
game with Michigan State the locals 
looked extremely good. Dana Atkins, 
showed the boys from Michigan a 
thing or two about running when he 
averaged seven yards a try in eleven 
attempts for the best average of the 
afternoon. 

Goal Line Fumble 

The Wildcats gave away one touch- 
down when they fumbled on their own 
eight yard line. This fumble was 
accredited to Bill Paubion. Faublon 
however was on the Wildcat bench 
viewing the contest at the time. 

Coach Ward Haylett is planning on 
starting much the same^ team that 
started against the Spartans last 
week, with the exception of Cowan 
who will start at right tackle. 

Jack Newell and Dave Weatherby 
will start at the end positions, with 
Earl Haury and Cowan at the tackle 
positions, Norby and Hardin at the 
guards, and Joe Pollom at center. 
Faublon will start st Quarter with 
Webster and Smith at the Halts and 
Clary at Fallback. 

Coa«h Dewey Luster, of -Oklahoma, 
will start a backfleld of Spark man, 
Heard, Wright and Lebow. Lebow Is 
the big noise of the Sooner attack. 
Lebow excells In line plunging and 
takes care of some of passing. Heard 
is a lightning back and a break away 
gunner. Heard has been out of action 
quite a bit this season and is a doubt- 
ful starter. Dollarhlde may start In 
Heards place. Dollarhlde distin- 
guished himself in the Texas game. 
Wright will take care of the fullback 
position while Sparkman will take 
over the blocking chores from his left 
half spot. 

The local plgsklnners will operate, 
as usual, from their modification of 
the T formation, while the Oklaho- 
mans will not be limiting themselves 
to any one formation. In the Texas 
A ft M game, from which they 
emerged victorious, the Sooners used 
five different formations. The Sooner 
squad Is bolstered with Navy Train- 



Probable starting line up 

Weatherby LE Dlnktns 

Haury LT. Cu minings 

Norby LG. Smalley 

Pollom C... Mayfleld 

Hardin RG. Ligart 



Cowen ... 
Newell ... 
Faublon 
Webster 
Smith ... 
Clary 



..RT. 

..RE.. 
JR. 



. Harley 
Wooten 
. Lebow 
Sparkman 

.RH Heard 

,FR Wright 
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KS 1st Score 
On Spartans 

Kansas State Wildcats scored 
on Michigan State's Spartans 
for the first time in their three 
encounters, as the powerful and 
speedy Spartans maintained 
their undefeated record by over- 
powering a valiant K-State 
team 45 to 6. 

Dana Atkins led the K-State 
attack by gaining H yards in 11 
attempts. This was the most for 
any back on the field. Ronnie 
Webster, another fleet-footed 
K-State back, was playing seme 
grand ball before a cut lip and 
loose tooth took htm off the 
field. Webster also averaged 
seven yards per try which is 
good In any league. 

Marvin Norby, left guard for the 



purple warriors was acting captain, 
playing one of the beat games oC his 
entire college career. Ruts Hardin, 
the other guard of the forward wall 
played a bang-up game 



'Cats score in fourth 

The Spartans struck early 
shoved across two touchdowns In the 
first period. Michigan State scored 
two In each of the second and third 
periods and one In the fourth to run 
the score up to 46. The 'Cats lone 
marker came In the fourth period 
when Atkins set It up by skirting 
right end for 18 yards before he was 
forced out of bounds on the one yard 
line. On the next play Kansas State 
line up In a hurry and Michigan was 
offside. This gave the Wildcats a first 
down. Payton, In a quarterback 
sneak, went over on the next play. 

Michigan State was big and power- 
ful with lots of reserve strength. 
Coach Ward Haylett praised the Spar- 
tan fullback, Joe Breslin saying that 
be was one of the finest he had seen 
this year. Left tackle Dendrlno for 
MS also did some fine kicking, boot- 
ing to the end xone on nearly every 
attampt. Left half Bob Bruegger led 
the Spartan attack by scoring two 
touchdowns and rifling a pass 21 



yards to end Frank Brogger to pave 
the way paving the way for another. 

The Kansas State coaching staff 
and players commended the Spartans 
te fine way In which they were re- 



1 on their stay there. 



Stamp out Naiisrn with War 



LOST: Black billfold containing 
about $23.00 and Identification. Prob- 
ably lost between Veterinary Hall 
and Van Zlle Hall. Please return bill- 
fold to Serena Meyer, Van Zlle Hall. 
Reward. 

FOR SALE: Ladles shoes. Practical- 
ly new. Size 7 A A. Brown and black. 
Phone 3-8394. 1721 Anderson. 



LOST: Gold-trimmed black Schaef- 
fer Lifetime pen either on the cam- 
pus or In Aggleville. Call 
West, 3539. Reward. 




Is there a Spook 
in your Closet? 

No need to waste a pump- 
kin to scare the neighbors 
on Hallowe'en! 

Just open that closet door 
and take a look at that old 
hat of yours. Sort of scares 
you to think you even wore 
it downtown today, doesn't 
It? 

We can change all of that 
right away. 

If you like a snap-brim or 
a curled brim . . , they're 
here. If you like a welt 
edge, raw .edge or a bound 
edge . . . we've got them. 
You'll agree that they are 
the 'Tops' on you. 

n.n u, no 
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Christmas Cards 



CHRISTMAS CARDS 
v early 

Stocks and price ranges are limited 
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IT 7" hen the demand for bui travel ezcecdi the lupprf, we 
VV recall an old American »aylng— 'Tell the public iht 
ruth. You can depend on them to divide the lupply fairly 



truth. You 

and without complaint 

Gat and tire rationing restrict ui from giving you all of the 
service we would like to give. Manpower ihortaget have hit 
ui a* they have everyone el*e. 



Bui travel b a weapon. Ute ll econo 
serve food, paper, rubber, gat, tirci and tin. 

When bus^ travel it not up lo our 

geri ai we normally do in peace timet. 

We, too, look forward to the day when you will not be 
i to ration your travel, and s new day of luxurious 
travel will da* 
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UNION BUS DEPOT 

5th & Poyntz Dial 4351 

AIR CONDITIONED BUSES 

OVERLAND ^SS- 
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RYAN 
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- SUN. Thro WED. - 

WALTER BRENNAN * 



HOME IN 
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STATE 
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RICHARD POWERS # 

Port of Forty 



ALSO— 

JOHNNY BROWN in 

Partners of the 
Trail 



— SUN. • HON. . TUES. — 

JON HALL « 



Invisible Man's 
Revenge 



BIMONK SIMON # 
KURT KRUOER 

MADAMOSIELLE 
FIFI 



WED. - THURS. ■ 
IY • 



RUSSELL 
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NOW 

JANE i n 
FRANK 



Rosie the 
Riveter 



Riding Down 
the Canyon 



— SUN. - HON. - TUES. — 

KAY FRANCIS • 



Four Jills in a 
Jeep 



— WED. - THURS. — 

ANN MILLER # 
LARRY PARKS 

Jam Session 



PAOB FOUR 



KANSAS STATU COLLXOIAN 



October It, 1*44 



'Having A Wonderful Time' 



Lots and lots of news ... all kinds makes up the eolamn this 



AGR'i, Delta, Betas, and Kappa Sign. 



at tM 



Wedding bells rang Monday afternoon for Kappa Judy Dory* 

land and Lt. Tom O'Connor In Kansas City. Lieutenant O'Con- 
nor is stationed at Fort Riley. 
Delta Delta Delta entertained 

at a tea In honor of their 
housemother Mrs. Tom 
Branstetter last Sunday. 
Betty Payne is wearing the 

Phf Delt pin of Lt. Edward 
Brooke Harry Jr. of Washing- 
ton, D. C. Lieutenant Harry attended 
Kansas University. 

New otitcem of Van Zlle Annex No. 
2 are Betty Jane Swan, president, 
Barbara Kellogg, . vlce-preeldent; 
Betty Button, Secretary; Norma 
Mank. treasurer. Bstelle Olson, song 
leader; and Jody Williams, social 
chairman. 

PI Hot* 1'hl held formal pledging 
Saturday (or all their rlhhon pledges. 

Kappa pledge Mary Margaret Sin- 
clair, has passed the traditional 
chocolates telling of her engagement 
to Ensign Len Nelson. 

Alpha Delta PI held Initiation Sun- 
day morning for Wilma Vance. 

Neweat pledgm of Alpha XI Delta 
are Jean Beach; Garden City; and 
Margaret Haggman. Cortland. 

Chi Omega Initiated the following 
girls Sunday: Beth Jar vis; Theo El- 
lison; Margaret Truesdale, Shirley 
Miller, Nina Anderson, and Louise 
Alexander. 

Nelda Rath Shippers passed choco- 
lates Monday night to the women of 
"Moore th' Merrier" announcing her 
engagement to Howard W. Park, Tet 
student. 



at the Kappa Delt house for Elaine 
Brown, Elisabeth Grimes, Beverly 
King, Louise Wells, and Joyce Whit- 
ing. 

TH Delta received rhocolatee Sun- 
day from pledge Dulcle Danlelson an- 
nouncing her engagement to Wendell 
Kite of St. Francis, gunner on a B-17 
in England. . , . Roses the same day 
told of the marriage of Norma Kay 
Bryan, f. a. to Dick Pierce of 
Pherson on October 7. 

Pat Fail-man to the newea 
of Chi Omega. She and Millie Heter 
were formally pledged last night. 

Presiding at Arcadia thto year are 
Evelyn Wood, president; Anabel 
Wood, vice-president; Hope Watts, 
secretory, Ida Trapp, treasurer; 
Helen Marie Borck, social chairman 
and reporter. 

Kappa Kappa Gamma celebrated 
Founder's Day Friday with their an- 
nua) dinner, and held Initiation Sun- 
day for June Lowry and Martha Fearl 
followed by a formal dinner. 

Eleanor Beth Myers to the new 
president of the Trl Delt pledge class. 
Mary Brass is vice-president; Betty 
Jean Hinds, secretary: and Ruby Wil- 
son, treasurer. 

Mary Peine of Muskegon, Mich, to 
wearing the double blue pledge rib- 
bons of Kappa Kappa Gamma. 

Officers of "Moore th' Merrier" for 
this year are Virginia Harlow, presi- 
dent; Alta Mae McClaren, vice pres- 
ident; Nelda Ruth Shippers, secre- 
tory-treasurer, and social chairman, 
Barbara King. 

Darlene Mclsin c and Betty Lou 
Harris of Manhattan announce their 
pledges to Kappa Delta. 

Alpha Dolts Pi's held open house 

Friday night from 7 to 8 with the 



Neeman, Lewis (Wimpy) Albert, and 
Kenneth (Corky) Taylor who were 
Initiated Sunday morning followed 
by a breakfast at the chapter house. 

Kappa Deltas 
Joan Bennett Sunday 

PI Beta Phis 
Sunday In honor of their 
mother, Mrs. B. L. Kerln. 

Trl Delta are holding open 
Friday for all fraternity men. 

Eunice Stoltenborg Is president of 
Van Zlle Annex No. 1 this fall. Other 
officers are, Betty Ann McCoree, vice- 
president, Loreen Smith secretary- 
treasurer, Bernlce Bronson, song 
leader; Vera Pearson, and social 
chairman. 

Kappa Kappa Gamma will enter- 
tain the pledges of other sororities 
with a "Coke Tea" next Saturday. 

New officers of "The Shanty" are; 
president, Bstty Lou Hannah; vice 
president, Doris Christiansen; secre- 
tary-treasurer, Margaret Lancaster; 
reporter, Irma Bird; and social chair- 
man, Beth Stratton. 

Kappa pledge officers are: Marie 
Oberhelman, president; Mary Lou 
Boyd, secretary; Maggie Sinclair, 
treasurer; Do Collins, social chair- 
man; and Charlene Warner, song 
leader. 

In honor of their new Initiates the 
TKE's had Sunday night dinner at 
the Wareham Gold Room. 

Snndky SAK's initiated George M. 
Chapman, Dale Sorenson, and James 
Ungles. 

AGR's entertained their dates Sun- 
day evening with a buffet snpper and 
dance from 6:30 to 10 p. m. at the 
chapter house. 

New officers of AGR are Duane 
Peterson, president; Jean Smith, vice- 
president; George Roberts, treasur- 
er; Merlin McGowan, secretary; and 
Elwood Wedman, social chairman. 
Officers of the AGR pledge class are 
Dick Spencer, president, James Burr, 
vice-president, Albert Van Waileghan 
secretory; and Werner Welseth, 
treasurer. 

Alpha XI Delta held formal* pled*. 
Ing Monday night for their ribbon 
pledges. 

Guest of honor at the Alpha XI ton 
Sunday afternoon was Mrs, Elisabeth 
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New Sweaters 

Cardigan* 



Smart High Colors 

You'll love these chic, tents- 
styles. Just right / 
for school 



Cloches, Gob*, 
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Thursday, Oct, 1» 



Collegiate 4 H Club, 

r, 7:80 to S:SO p. 
Players 




> »:SO p. m. 
Freshman Home Economics Club, 
Calvin 107, 7: 15 to 8:00 p. m. 

Friday, October 20 

Delta Delta Delta open bowse for 



7i0OtoS:O0p.i 

Saturday, Oct. 81 




Center, 8:80 to 11:80 p. m, 

Monday, Oct. 83 

YWOA Cabinet Meeting, Calvin 

107, 7:18 to 8: IS p. m. 
Orcheals, gymnasium, 7:80 to 0:80 

p. m. 



Ensemble, auili- 
7:30 to 0:80 p. m. 

Tuesday, Oct. 84 x 

Student Council Meeting, 
son 208, 7:00 to 10 p. m. 

Orchestra, auditorium, 7: IB to 10 
p. m. 

Jr. AVMA Meeting;, Vet Hall, Room 

18, 7:80 to 8:00 p. m. 
VW-YM Forum Meeting, Becrea- 

■, 4:00to5:0Op. m. 



Nave. The fall color scheme was car- 
ried out In the gold and bronze mums 
and candles decorating the tea table. 

Presiding over Pal O' Mle for the 
coming semester are Jean Walnscott, 
president; Rosalie Keith, vlce-presl- 



Hey Fellows! 

We; Have It 
High Grade 

1*IPES 

Quality 

SMOKING 
TOBACCOS 

Come In and Choose a New 
Briar from Oar 



SHERER'S 

DRUG STORE 



dent; Lois Grimm, secretory; Mary 
Ellen Rose, treasurer; Shirley Tin- 
bery, publicity; and Dorothy Hose- 
man, social chairman. 

Carol Shields to the new president 
or Matoon-elle; Margaret Mustard, 
vice-president; Phyllis Taylor, secre- 
tory-treasurer; Janice Cl eland, social 
chairman, and Elisabeth Fllppo, 
chorister. 

TramalaTs ne 

glnla Slothower, 

or, 

Kershaw, 



Vh- 
Margaret 

Carol Halbow- 
Betty 



Quill Club Elects 

Officers of Quill Clnb for the com- 
ing year were elected tost week. Head- 
ing the club are Jean Walnscott as 
Chancellor, Prof. H. W. Davis as Vice- 
Chancellor, Pat Mossman as Scribe, 
Alice Mahree Meade as Keeper of the 
Parchment, and Marjorie Hawkins as 
Warden of the Parse. 

Assisting Professor Davis as pro- 



gram chairman will be Pat Williams 
and Ithsllnda Psrrish. Miss Ada Rice 

to chairman of the membership com- 
mittee. Other members Include Jo 
Ann Stoecker and Dora Lee Dauma. 



The President's drive was 



for 



curbed, guttered and 
Work was started on the 
"Lover's Lane," August 8. 




Support yonr College 100 



FLOWERS FOB ALL 
OCCASIONS 

Martin's Flowers & Gifts 



SWEATERS 

All I 



WOOL 



& SLACKS 



The Smart Shop 

AggievlUe 




BREWER 

MOTOR CO. 

Oth and Poynto 

PHONE 4444 

EVERY SERVICE 
FOR THE MOTORIST 



Yes! 



To every girl In love comes the 



MY diamond 
THE diamond 



that will have and carry always 
a quality and beauty as ex- 
pressed only In fine color and 
perfection — and true love. 

wide selection awaits your 



REED'S 

TIME SHOP 

Sosqs Theatre BIdg. 



So Smart! 

Personalized 

MATCHES 
STATIONERY 
NAPKINS 

Just Right for Gifts or 
for You 

ORDER EARLY 

Gillette Gift Shop 



EYE EASE 

NOTE BOOK PAPER 
Easy On the Eyes 

Costs No More 

CO-OP BOOK STORE 

Aggierille 



CONNIES 

Do things for your spirits 




Black Suede Spec Pump 
With Queens Lace Cutout 
Vamp, Hakes Them Glori- 
ously Flattering;. 

# 

Ward Keller Store 

SHOE DEPARTMENT 



NORCROSS 

GREETING CARDS 



K'S 
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K-STATERS! 

Have your picture 
taken now for the 

1945 Royal Purple 



organizations — make 
arrangements In the 
Royal Purple office - - 



4.00 for group less than 40 
5.00 (or group of 40 or more 
1.25 for Independents and Greeks 
not having regular sections — 
1.50 after Nov. 1 

Act Now and Save! 



Juke Box 
JAM SESSION 

Dance To The Best Bands On Record 
.-- AT THE FIRST - - - 



S. G. A. VARSITY 

Saturday, October 21 

^ ■ 

Put on jour dancing shoes and be ready to swing oat. 
Hen, grab a gal— gals grab a man aad let's go. 

So The Army Got Oar Band 
We Can Still Dance, Cant We? 

Avalori Ball Room 

t-lt Stag or Drag Me Pins Tax 
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College Heads 
To Convention 

Eight members of the College staff , 
Including President Hilton S. Elsen- 
hower and five deans, are represent- 
ing the College at the 68th annual 
convention of the Association of Land- 
Grant Colleges and Universities In 
Chicago, this week. 
— ■ Those attending Include Miss Mar- 
garet M. Justin, dean. School of Home 
Economies; L. E. Call, dean of the 
School of Agriculture and director 
of the Agricultural Experiment Sta- 
tion; R. A. Seaton, dean, School of 
Engineering and Architecture and 
director of the Engineering Experi- 
ment Station; Harry Umberger, dean 
and director. Division of College Ex- 
tension; James E. Ackert, dean. 
Graduate School; Prof. Georglana 
H. Smurthwalte, state home demon- 
stration leader; and Prof. L. L. Longa- 
dorf, extension editor. Prof. R. I. 
Throckmorton, head of the Depart- 
ment of Agronomy, is attending a 
meeting of the post-war planning 
committee of the association at this 
time but not any of the regular 
ventlon sessions. 



Directory . . . 




by Saturday noon. 
The Directory will be printed 
of Th e 



4 oir« > rocuj ect p^P 118 Groups Choose 

Homecoming Candidates 



On Program 

The theme or the program which 
was planned by President Elsenhow- 
er, who is a member of the executive 
committee of the Association of 
Land-Grant Ool leges and Universities 
and program chairman of the conven- 
tion, is wartime services to the na- 
tion with major emphasis on the 
land-grant college In the post-war 
period. As one of the nine members 
of the executive committee President 
Eisenhower is participating in all dis- 
cussions at the general sessions. 

A glance at the program of the con- 
vention indicates the strong emphasis 
on adjustments for the post-war pe- 
riod. Genera) session topics Include 
a look ahead, business plans for post- 
war prosperity. American universities 
and the coming peace. Integrated 
courses In a land-grant institution, 
liberalising technical curricula, the 
general college In a land-grant insti- 
tution an d research founda tions. 

KSC Receives $100 
For Welding Books 

The James P. Lincoln Arc Welding 
Foundation has donated $100 to Kan- 
sas State for the establishment of an 
arc welding library. The sum Is be- 
ing used to purchase books for the 
James F. Lincoln Arc Welding Foun- 
dation Arc Welding Library. 

In 1930 the foundation was estab- 
lished to encourage and stimulate 
scientific interest In and scientific 
study, research and education in the 
development of the arc welding In- 
dustry through the advancement In 
the knowledge of design and practical 
application of the arc welding process. 
Several programs to stimulate re- 
search and study of the entire weld- 
ing industry have been conducted by 
the Foundation. 

The foundation will have the priv- 
ilege of adding to the library in the 
future new books on welding or its 
application. Books for the initial col- 
lection are being selected by Kansas 
State professors. Special hook -plates 
showing an arc welder at work will be 
placed in each book. 

Kansas State College is one of sev- 
eral universities, colleges and tech- 
nical schools to which the James F. 
Lincoln Arc Welding 
donated such a library. 



Gershwin's Hit 
On Campus 

George Gershwin's nation wide, mu- 
sical hit, "Porgy and Bess," will ap- 
pear at Kansas State for one per- 
formance on "November 30. Having 
recently completed five successful re- 
turn engagements on Broadway, this 
well-known operetta is now on its 
third nation wide tour. 

This unusual record for "Porgy 
and Bess, began when it was drat a 
novel, "Porgy" by DuBose Hey ward 
In 1 9 25. The book was so well re- 
ceived that, with the help of his wife, 
Dorothy, It was made Into a drama. 
Sponsored by the Theater Guild, It 
completed its first major success In 
1927. 

George Gershwin became inter- 
ested in this tragic romance of Porgy 
the Coalman for his beloved Bess, 
seeing In this saga of Catfish Row the 
ideal American folk-opera. He set It 
to music, and In 1933 ft emerged as 
"Porgy and Bess" with lyrics by Du- 
Bose Heyward and Ira Gershwin. It 
was an artistic success with 168 per- 
formances to Its credit. ^ 

"Porgy and Bess" wasn't presented 
again until 1941, but the music, made 
famous by George Gershwin, con- 
tinued to be featured In records, mu- 
sicals and on radio broadcasts. "Sum- 
mertime," "There's a Boat Leaving 
for New York," and "I Got Plenty O' 
Nut tin' " are lust a few of these well- 
known musical selections. 

Under the producershlp of Cheryl 
Crawford In association with John 
Wlldberg, "Porgy and Bass" was 
again brought before, the public and 
In 1941 became an outstanding suc- 
cess on Broadway. 

Highlights of the cast are Etta 
Moten as Bess, and William Franklin 
as Porgy. Sportln' Life will be por- 
trayed by Avon Long, with Georgette 
Harvey as Marie, Warren Coleman as 
the undisputed killer, Crown, and 
with Alexander Smallens conducting. 



Freshman students at Kansas State 
will open their political rivalry this 
week with tbe election of class officers. 
Greeks nominated their candidates at 
a meeting at the Delta Delta Delta 
house, Thursday, October II. The 
Independent party selected their can- 
didates Monday night at a rally and 
dance in Recreation Center. 

The class election will be held to- 
day in Anderson Hall. 

The Greek candidates who were 
chosen at the freshman panhellenlc 
meeting are Joe Pollom, Phi Delt for 
president; JoAnn Scheu, PI Beta Phi, 
for vice-president; Bob Beeler, Sigma 
Alpha Bps Hon. for secretary; and 
Pat McCrary, PI Beta Phi, for treas- 
urer. 

Independent candidates chosen are 
John Pallet, for president; James 
Coder, for vice-president; Mary Illff, 
for secretary; and Grace Samuelson, 
for treasurer. ,. 



Navy Assembly 

A special Navy Day program is 
scheduled for the assembly to be held 
tomorrow at 1 1 ! 00 a. m. 

Fay N. Seaton, chairman of the 
Navy Day committee for this area, Is 
planning to obtain a veteran Navy 
filer for the occasion. 

Also, appropriate In connection 
with Navy Day, Is the exhibition of 
reproductions of paintings of naval 
aviation subjects In Recreation Cen- 
ter. 

Receive "Good Reading" 
Prof. J. O. Fanlkner, of the En- 
glish department, has received copies 
of the eighth edition of "Good Read- 
ing," a booklet prepared by the com- 
mittee on college reading of the Na- 
tional Council of Teachers of English. 

Prof. Faulkner is editor of the 
booklet's section on Greek literature. 
"Good Reading," in Its eighth edi- 
tion, has had a circulation of 1 1 8. 000 
copies. 



Veterans Organize 

The Veterans of World War II on 
the campus have organized a club for 
all discharged service men and their 
wives. 

The executive committee members 
chosen at the first meeting are Victor 
Overholt, chairman; Mr. and Mrs. 8. 

H. Stuart, Mrs. Elmer Akers, H. O. 
Chris and Irwin Barrett. 

Meetings are being held at the U. 
S. O. Center until a room on the cam- 
pus can be obtained for them. Notices 
of the meetings will he posted so that 
all ex-service men, In the city and on 
the campus, may attend. 

The veterans are classed In one of 
two programs, the Service Men's 
Training Program, known as the G. 

I. program, or the Vocational Rehabil- 
itation Program. At present, there 
are 81 students enrolled on the cam- 
pus under the G. L program. Of these, 
the status of 36 students has not been 
determined. Tbe Vocational Rehabil- 
itation students total 37. 

This program which was started 
In the spring of this year with two 
students Increased during tbe first 
session of summer school to seven and 



Pepster Pledges Put 
'On The Spot 9 Today 

Are they ghouls? — Are they grem 
lins? — No, they're gals! 

"Impossible," you say. "How can 
those strange creatures roaming over 
the campus today be called girls?" 

Those "out-of-this-world-looklng- 
things" you are seeing this morning 
are Purple Pepster pledges, and those 
awe Inspiring costumes they are 
ing are a part of their initiation 

But the costumes are only a small 
part ot the initiation. Gruesome as 
they may look these Innocent pledges 
will be doing even more gruesome 
things tonight at 7 In front of the 
Palace Drug Store In Agglevllle, It 
is then that they are put to the real 
test of their eligibility to be full 
Hedged Purple Pepster members. 

All day today the well dressed 
pledge Is wearing a white sweater 
and skirt, under which Is a fetching 
pair of blue gym shorts. Her acces- 
sories are a high heeled shoe on the 
left foot and a boot on the right. 
From her ears are hangfng earrings 
of the dangling variety, and from her 
neck hang signs telling her name, 
address and telephone number. Horn- 
rimmed glasses and bushel basket 
complete her accessor lea. 

The pledges' choice of cosmetics 
cannot be called subtle, but you must 
admit it Is striking. A paste made of 
flour and water Is her powder with- 
vivid spots of rouge to accent her ap- 
pearance. The finishing touch is her 
hair style, 16 little pigtails tied with 
purple and white ribbons. 

So don't run home to mama or dash 
to the doctor because you think you're 
having hallucinations. Just hold your 
breath and take another look. It will 
probably Just be a Purple Pepster 
pledge staggering down the walk. 



Student Council To Hold Election For Queen 
At Formal Ball Preceeding KU-KS Game; 
Plana For Alumni Include Luncheon 

A Homecoming Queen and two attendants will be chosen from 
the sixteen candidates recently selected. The queen and her at- 
tendants will be presented to spectators at the hair of the 42nd 
annual football game between K. U. and Kansas State Novem- 
ber 11. 

The royalty will be elected at 
the Homecoming Ball Friday, 
November 10. & ticket to the 
ball is equivalent to one vote 
for a candidate. After the candi- 
dates have been presented at in- 
termission the Student Council 
will collect the ballots. The announce- 
ment of the identity of the Queen and 
her attendants will not be made until 
the half of the Homecoming game. 
Matt Betton's band Is scheduled to 
play at the varsity. 

The sixteen girls nominated for the 
title and the organisations which 
they represent are Ruth Holderson 
and Melba Norby of Van ZUe Hall; 
Vera Peterson of College Annex I; 
Nora Mauk ot College Annex II; Dar- 
lene Knauer and Georglne Blseholf 
of A misted; Jean Reneau and Shirley 
Tlnberg of Amlcossembly; Betty 
Carr of Alpha Delta PI; Caroline My- 
ers of Alpha XI Delta: Katheryn Ash- 
baugh of Chi Omega; Juanlta Bllllng- 
ton of Clovla; Nancy Bramwell of 
Delta Delta Delta; Helen filling of 
Kappa Delta; Miriam Hobfas of Kappa 
Kappk Gamma; and Martha Beckman 
of PI Beta Phi. Photographs of these 
nominees will be In Anderson Hall 
and the College Canteen. 

Another feature of Homecoming 
Day Is the annual alumni luncheon 
Saturday noon at the College Cafe- 
teria. The SUte Board of Regents, 
Gov, Andrew F. Schoeppel, Chancel- 
lor and Mrs, Deane W. Malott and the 
Board of Directors of the Kansas Uni- 
versity Alumni Association ham been 
Invited to attend. Tbe "no speeches" 
custom will be observed again this 
year. Kenney L. Ford, alumni sec- 
retary, Is In charge of the arrange- 
ments. He asks that every returning 
alumnus register In his office. 

The athletics and Industrial Jour- 
nalism and printing departments will 
be the hosts of Kansas newspaper edi- 
tors at the game. The Kansa 
Collegian will entertain them at 
luncheon In Kedile Hall that noon. 



Pfiietze Here 
November 12-1 7 



Paul Pfuetie, professor of philoso- 
phy at the University of Connecticut 
and a K-State graduate of 1918, will 
speak here during the annual Relig- 
ious Emphasis Week November 12 to 
17. Sponsored on campus each year 
by the Kansas State Religious Fed- 
eration, the purpose of the week Is 
to help direct the attitude of students 
toward the development of Christian 
student philosophy. 

This year's theme is "A Religious 
Faith for the Future." Professor 
PfueUe will speak In assembly, par- 
ticipate In Informal discussions and 
forums, talk to various classes and 
will be available for Individual con- 
sultation. 

Ministers of the local churches are 
being asked to participate by direct- 
ing their Sunday services on Novem- 
ber 12 toward the sludent aspect of 
religion. Detailed plans will be an- 
nounced later, according to Jean 
Belby, president of the Religious Fed- 
eration. 

Committee chairmen for the week 
are Frances Ewart, publicity; Pat 
Falrman, promotional; Julia Munger, 
arrangements: Patty Smith, secretary 
to the speaker; and Dorothy Alexan- 
der, Dean Tlemann, Doris Galloway, 
Ruth Fenton, Jean Hadley, Beth 



Pep Rally, Dance 
Tomorrow Night 

"Beat Iowa" will be the spirit of 
the Purple Pepster rally to be held 
on Friday night. 

The rally will begin In the College 
Auditorium at 8:30 with the Purple 
Pepsters and the cheerleaders leading 
yells and songs. A dance in the gym 
will follow the rally from t to 11. 

Music will be furnished by a Juke 
box — admission free to alt students 
and service men with a date or stag. 

Purple Pepsters president, Pauline 
Flook, urges that all loyal K-Staters 
show their enthusiasm and attend the 
rally and dance. 



Schneider, Edith Willis, Annie Gard 
ner and Homer Spiers. 



Peine, Purkaple 
Speak At Y-Forums 

Offering his opinions about "The 
Great Issues Behind the Campaign," 
Arthur Peine, business man and com- 
munity leader in Manhattan, spoke 
to a group of students, faculty mem- 
bers and townspeople Tuesday after- 
noon at the third Y forum of the year. 

Mr. Peine outlined some of the good 
and bad points of both major parties, 
and showed some ot their vote-catch- 
ing schemes. Followed his main 
speech he asked for questions from 
his audience and encouraged the open 
discussion which followed. 

Tuesday, at 4 p. m. In Rec Center, 
W. R. Purkaple will speak in the 
fourth and Anal political forum in 
this series. Mr. Purkaple Is a teacher 
of social science In the Manhattan 
high school, and will speak on the 
subject of "Political Effectiveness in 
Democracy." 



Teachers Appear 
In National Meet 



during the second session to thirteen. 



Home Ec Transfers 
An "Information Please" program 
will be held for the Home Econom- 
ics transfer students in Calvin 101 
today at 4 p. m. The experts who 
will snswer the girls' questions about 
the campus and its activities are Miss 
Helen Moore, Miss Eva McMfllen, 
Miss Latxke, and Miss Lois Gllmore. 



Mrs. John Dowdle. who before her 
marriage was Miss Sarah Morris, was 
a visitor on the campus this week. 
She was formerly in the Institutional 
management department here. 



Mortar Board members decided to 
promote a "democracy In election" 
feeling throughout the campus for 
the coming year. At their meeting 
It. 



Omtcron Nu Hears Vail 

Miss Oladys Vail was the featured 
speaker at the regular meeting of 
Omlcron Nu last Tuesday night at 
the home of Miss Alpha Latzke, fac- 
ulty sponsor. Miss Vail spoke on re- 
search work she has been conducting. 
Plans were made for the coming year 
and programs were arranged. Elec- 
tion of officers will be held 



Safety First 



Council and the 
call attention of 
to the fact that there is 
a Collegw safety ruling which 
forbids stndewta riding on the 
of 

of cars to 
Is 



Wampus Cats Meet 

Wampus Cats, mens' pep organisa- 
tion, Is being organised by Dr. H. H. 
Haymaker, faculty sponsor, Elwood 
Wedmond, Morley Cook, and Larry 
Neiman. It was decided at a meeting 
of this committee Monday night that 
each fraternity should be represented 
in the pep organization by three mem- 
bers and an eyual number of inde- 
pendents be chosen. The men already 
selected as members of the Wampus 
Cats will meet tonight at the Alpha 
Gamma Rho house at 7:30, 

The Wampus Cats will wear their 
purple sweaters Friday, and Satur- 
day sit with the Purple Pepsters at 
the game. 




Chinese Exhibits 

Have you seen the Interesting ex- 
hibits In Calvin Hall? There are sev- 
eral examples of Chinese garments 
among these. A pair of tiny slippers 
show how small the Chinese women 
used to bind their feet, while a more 
modern pair show that this custom 
has been disbanded. Two outer gar- 
ments are shown which are compan- 
ion pieces and probably were worn by 
a Chinese man and wife to a state 
[any of the garments have 
In tbe 



Three Kansas State faculty 
are appearing on the program of the 
American Dietetic Association meet- 
ing in Chicago this week. 

Mrs. Bessie B rooks West, head of 
the Department of Institutional Man- 
agement, who is national secretary 
and chairmun of the membership 
committee of the organisation, at- 
tended a meeting of the executive 
board Sunday. She will preside at 
a session of the school and college ser- 
vice group. 

Dr. Martha Kramer of the Depart- 
ment of Food Keonomics and Nulrl- 
tlon, will recount her experiences 
with diets In a Japanese concentra- 
tion camp when she relates observa- 
tions on "Chinese Diets In Peace and 
Wartime" Mora the group Interested 
In food and nutrition problems In 
other countries. 

Taking part in the professional 
education workshop Is Mrs. Luclle 
Rust, professor of home economics 
education, reporting the results of 
a study of colter courses In methods 
of teaching nutrition. Mrs, Rust Is 
a member of two committees. 

Dr. Martha Plttmsn, head of the 
Department of Food Economics and 
Nutrition and president-elect of the 
Kansas Dietetic Association, is a 
member of the nominating commit- 
tee. She and Miss Merna Miller, as- 
sistant professor in tbe Department 
of Institutional Management, also 
are attending the convention. 

Alumni and faculty members from 
Kansas SUte attending the conven- 
tion will have their annual luncheon 
tomorrow. 
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'Better Safe 9 . . . 

No matter bow much fun It Is to 
crowd a car beyond capacity and 
perch the OTerflow anywhere they can 
hang on tbe outside for a drive on a 
sunny afternoon or pungent fall eve- 
ning, the fact remains that It's a 
dangerous sport. 

The chance for serious accident, 
not excluding death for the merry- 
makers, la too great to be laughed off 
lightly. This, beyond the fact that 
It Is against both College rules and 
Manhattan city law, Is reason enough | 
for people with the Intelligence of 
Kansas State students to forsake this 
sport for something a little less dan- 
gerous. 

It's been sometime since a serious 
accident of this sort has occurred on 
this campus, and our attention has 
been called to the fact that Kansas 
State students have become careless 
about this ruling. 

Let's stop this sort of thing before 
someone gets hurt or lands In Jail for 
violating a city ordinance. To make 
a long lecture short may we say, "a 
word to the wise should be sufficient." 



happen. In keeping with the cigarette 
shortage several members of the 
weaker (and we use tbe term loose- 
ly) sex have been seen smoking Mis- 
souri Meerschaums — corn cob pipe* to 
yon. An specific examples we cite 
the Tri-Delts and tbe women at An- 
nex No. 2. We didn't exactly see them 
smoking but anyone who would care 
to "aroma" round the campus would 
need no further proof. They're smok- 
ing "Cow Durham," and that's no 
bull! 

Thin brings tbls week's amnion 
to an end, bat until this 
time next 
"You've n 



Register Now . . . 

We are jure every Kansas State 
student who Is now 21 years of age, 
or will be by November 7 is eager to 
have bis say about who. will run bis 
nation, state and county for the next 
sever*! years, but he must remember 
that to vote he mast first register. 

For the majority of students vot- 
ing on Election Day It will be the first 
ballot, and technicalities of eligibility 
are only hasy facts recalled from a 
high school civics course or perhaps 
college American Government. But 
these facts can be clarified and a bal- 
lot on November 7 can be assured by 
a trip to the City Hall, 114 North 
Third before 6 tomorrow afternoon. 

No appeal to patriotism should be 
necessary, nor shall we expound on 
the privilege and duty of voting. Ev- 
ery college student ol voting age 
should be fully aware of this respon- 
sibility to his government. 

True, time Is short, but Ihere Is 
still time to register for that* all-im- 
portant ballot-casting. Need we say 
moreT 



5 Changes Made 
On College Faculty 

Five faculty changes have been an- 
nounced by the President's office. 
Several titles of positions have been 
changed. 

The position formerly held by Rob- 
ert O. White, assistant professor In 
agricultural engineering, resigned, In 
tbe Division of Extension has been 
changed to an instruct orsbip. Walter 
E. Selby has been employed In tbe 
position effective October 29 to suc- 
ceed Mr. White. 

The associate professorship in the 
Department of Industrial Journalism 
and Printing, formerly held by Albert 
Horllngs, on leave for Naval Service, 
has been changed temporarily to an 
nstructorshlp and Fred M. Parrls has 
been employed temporarily In that 
position. , 

Wayne W. Willis has been em- 
ployed temporarily with tbe title of 
Instructor to succeed S. W. Decker, 
assistant professor in the Department 
or Horticulture, who Is on leave of 
absence. The position was changed 
to an i nstructorshlp temporarily. 

The lnstructorsblp In the Depart- 
ment of Child Welfare and Euthenlcs 
formerly held by Mrs. Lenore Kent, 
who has resigned, has been changed 
to an asslstantahfp and Mrs. Margaret 
Jagger has been employed In that po- 
sition. 

Miss Marguerite E. Loflnk has been 
employed as an Instructor In educa- 
tion to Bucceed Mfaa Thelma Tlncher, 



So many people have been falsely 
accused of writing this column that 
I feel that I must reveal my true 
identity. You all know me as "the 
College Sport, Mr. Tennyson Golf." 
Hal, "put me on tug-of-war 
team, coach, I'm the biggest jerk 
In town," Hogue amazed all 
when be traveled with the 
to Norman for the O, V. 
Hogao Is rumored to have 
the CENTER of things. Yea, Hal 
Is always on the move— con- 
stantly In and out of bis iron 



We have a tew words of wisdom 
for our male readers — remember 
girls can't keep secrete. Did you ever 
see a skirt that could hide anything! 

As you know, in previous columns 
of this sort we have said little about 
the faculty. However, this time we 
cannot resist this "ole goat" story. 

This goat, who shall remain name 
less, was discovered by the Kappa 
houseboyB at the Kappa picnic at Sun 
set last week. Before the evening 
closed Kappas, Chi Oa, and Trl Dells 
received visits from this Illustrious 
beaBt who saturated their respective 
houses with a new perfume, "Bau de 
Goat." Tbe perpetrators ot this loul 
deed shall also remain anonymous, 
but the goat has one of the finest pan 
hellenic spirits yet seen on the cam 
pus. 

When the football team went to 
Michigan they got the bird, but they 
only managed to return with three 
feathers. 

We knew it, we knew It,- it had to 



* Bars and Stripes * 



Eva 8. Brownewell, graduate of K. 
8. C. and a welt-known tennis cham- 
pion, was one of 30 women who left 
the Kansas City Union Station last 
week hound for six weeks basic train- 
ing In tbe Women's Army Corps at Ft. 
Dea Moines, Iowa. Private Browne- 
well has had extensive experience aa 
a physical therapist, and expects to 
win an assignment in that Held with 
the Women's Army Corps. 



graduated In 1941 
School of Arts and Sciences 



the 



Forced to ball out of his battle dam- 
aged Flying Fortress over Northern 
France, Lt. Glen Thomas, Jr., and 
his crew passed through the hands of 
Free French forces, British troops, 
and an American Army engineering 
outfit before getting back to their 
English base. Lieutenant Thomas, an 
Infantry officer before transferring to 
the Army Air Forces, is a member ot 
the 3rd Bombardment Division re- 
cently cited by* the President for Its 
achievement In bombing Messer- 
schmitt plane factories at Regens- 
burg, Southern Germany. Before en- 
tering the army, he was a student at 
K. S. C. 



A recent news release informs us 
that Ens. Robert George Chapman 
will graduate today from the Naval 
Reserve Officer Indoctrination School 
at Tucson, Ariz. Ensign Chapman 



— 



Cosmopolitan Club 

Officers for tbe Cosmopolitan Club 
for the coming year are: Leora Bent- 
ley, president; Virginia Slothower, 
vice-president; Una May Zane, secre- 
tary; Mary Hod son, assistant secre- 
tary; Margaret Sites, treasurer; Dora 
Lee Dauma, corresponding secretary 
and publicity chairman. 

The local chapter is a member of 
the Association of Cosmopolitan Clubs 
in Universities and Colleges of A mer- 
it and is composed of foreign and 
American students, both men and 
women. Meetings arB held every sec- 
ond and fourth Thursday of the 
month at 7:30 p. m. 



BREWER 

MOTOR CO. 



PHONE 4444 

ETEBT SERVICE 
FOE THE MOTORIST 



A promotion from staff sergeant to 
technical sergeant for f. s. Willit s C. 
DeArmond who has been overseas 
since August 5, 1942. Sergeant De- 
Armond is on a B-17 Flying 
with the 15 th AAF In Italy, an 
completed twenty-eight combat mis- 
sions over French, German, and Bal- 
kan targets. Recently he was awarded 
tbe Air Medal with an Oak 



mechanical engineering student of 
Kansas State and was employed by 
Cessna Aircraft In Wichita before en- 
tering the Array Air 



Patronize Collegian 



At the Sedalla Army Air Field, 
Warrensburg, Mo., Chester P. Yena- 
wlne has been promoted to the grade 
ot corporal. Yenawlne is a former 



FURNISHINGS 

for 

HOME OR ROOM 

Roberts Furniture 
Store 




Tired Eyes, Frequent 
Headaches, Blurred 
Vision, hard to 
Concentrate 

la an indication of a needed 

ocular examination. 
Make an Appointment Today 

OR. E. L. ASK REN, O. O. 



GLASSES THAT 



Your Official 

College 
Photographer 

Studio Royal 

Agglevllle 




Shows: 2:30 - 7:00 - 0:0O 



END 


S TONITE 


"THE 1 


Jim FOXES " 


Bette 




Davis 


Marshall 



FRIO AY Thrn TUESDAY 

ANN SOT HERN 
St it it In a la 



"MAISIE 


60ES TO RENO" 


* John 


Tom 




Drake 

ALSO 


LATE 


A COLOR 


NEWS 


CARTOON 




and 


"NOSTRADAMUS IV" 


November 1 - 2 - 3 



Wednesday Thru Friday 

DARRYL F. ZANUCK'S 
Production Of 

"WIISON" 

PHOTOGRAPHED IN 
GLORIOUS TECHNICOLOR 

Hatlnee 

Adults— 75c 



in Uniform — 55c 
Children lie 

Nights 

Adults— 41- 10 
Service Men and. Won 
in I nlfonn — 75c 



The Above Prlcen Include 
All Tmm 

SPECIAL NOTE 

"WILSON" 

Matinee— S ISO 
Nites — 7 tOO and 9i55 



Scratch another "Zeke" 
...and look out below! 



RELAX! 

AFTER 5 WEEKS QUIZZES 
WITH A GLASS 
OF 

. REFRESHING COORS REER 
■ at the 

SHAMROCK TAVERN 
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SAVJW* AMCMCA TIME AMD EFFORT 

To develop AMD UU war* and mean* foe wring tune and effort 
k a typical American trait. You tee it among your deismsta and 
you exhibit tbe same threwdnen when you tend your peckajee*. 
laundry and baggage, home and return, by Railway BxpreM. The) 
pick-up and delivery at your door, and the quick forwarding by rax 
train*, or by fupertpeed Air Express plane*, it a shipping eerrka 
unique in American life. It has eared time and effort for j 



Theee nation-wide facilities are now being utilized to their utmost 
by th* government, industry and the public. You can help Railway 
Bxpr*** to carry in ebare of thi* war-time load bf doing three simple 
things: Wrap your i-**-*** securely— ad- 

•A 



thing*: Wrap your f*«g«T securely- 
dress them dearly— expreu them early, 
shipment started right iihelf-wey theft" 



NATION - WIDE 
RAIL -AIR SERVICE 




Navy dive bombers — about to strike! In each rear cock- 
pit rides a radio gunner — trusted protector of his pilot 
and plane. His skill with radio and detection devices 
permits his pilot to concentrate on flying the plane and 
blasting the objective. His marksmanship makes enemy 
planes scarcer, brings V-Day nearer. 

Until that day cornea, Western Electric' s major job 

devices. Aa our forces strike farther and farther into the 
vast areas of the Pacific, these electronic weapons become 
more important than ever. At Western Electric, many 
college graduates— bot] 

in our 
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M Eft M star 



Western Electric 
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Wildcats Get In Shape 
For Iowa State Battle 

Civilian Wildcat* Tangle With Iowa Stale 
Navy Trainees On Home Gridiron Saturday, 



Seeking revenge after last Saturday's game, the Kansas State 
pigBklnners will be gunning for a victory over the highly favored 
Cyclones of Iowa State College Saturday when they take the field 
here at 2 o'clock 



teams that bout of more navy train- 
ees than the Wildcats hare men. 

Despite their all-civilian status the 
Wildcats are by no means licked. On 
the contrary the local bora should 
pocket a few victories be (ore this sea- 
son Is brought to a close, and Iowa 
State mar be the beginning of the 
victory streak. 

Probable starting line-up: 
K-State 




In laBt year's affair the Cy- 
clones emerged victorious after 
having dropped a 7-6 decision 
to the Wildcats the previous sea- 
son. The Wildcat squad is hard 
hit by injuries. It is very doubtful 
whether or not "Dave Weatherby, 
Harvey Haas, BUI Prltchard or Max 
Harvey will see any action. Klnnard 
and Bill Faublon 
are also on the in- 
jured list, however 
Faublon will prob- 
ably see some action 
In Saturday's tussle. 

Forris Frlck and 
Jack Newell will 
start at the end po- 
sitions, while Earl 
Haury and Dale 
Cowen will start at 

Ma. Harvey the tackle P<»*« 0, ». 

with Marvin Norby 

and Rasa Hardin taking over the 
guard spots and Joe Pollom will start 
at center, Jim Tingles will get the 
starting call at the quarter and BUI 
Clary will take over at the fallback 
position. Dana Atkins or Ronnie 
Webster will start at left half and 
Jean Smith will Btart at right half. 

The Purple and White clads will 
operate from their usual slight modi- 
fication of the T formation. The local 
boys are really after victory and will 
be using every trick In the bag. The 
Haylett-mentored lads, by virtue of 
their versatile backfleld will be able to 
take to the air or go by way of the 
ground from the starting whistle. 

Cyclones Tied M, U. 

Iowa State will go to the Green- 
sward in the role of the favorite By 
virtue of their undefeated status. The 
Cyclones started out the season with 
a lop-sided win over a comparatively 
weak and undermanned Gustavus 
Adolphua eleven and on the following 
Saturday they handed Doane College 
of Nebraska a one-sided defeat. Last 
Saturday the Cyclones ended in a II- 
21 tl.Wlththe-rjnlverslty oTTKIrfSournt 



Frlck 

Haury 

Norby 

Pollom 

Hardin 

Cowcn 

Newell 

UtlKlP 

Atkins 
Uh 




Iowa Stats 
Wagner 

Trommler 
Predion 
Riding 
Katharler 

Shlf tlet 1 , 

Qalla»h«r| LObT: 
.. Noble 
Howard 
Kraus 



trip to Norman. Injuries kept them 
home. Then, soon after the opening 
klckofl, Bill (Doc) Faublon, quarter- 
back and game captain, received a 
blow on the face and was removed 
from the game. That left the team 
with no regular tor the quarterback 
position. Jay Payton, second string 
signal caller, had been called to his 
home in Emporia Friday, and Mai 
Harvey, the only other experienced 



The fact is, the lowana bad to come 
from behind to tie Missouri in the clos- 
ing minutes of the fourth quarter. 
The Cyclones ran roughshod over 
Kansas University to the tune of 25 
to 0. 

Iowa State Starting Line-up 

Iowa State will operate from a T 
formation with a man In motion, and 
a single wing. Leading the Cyclone 
attack will be Merrldlth Warner from 
his fullback position. Warner Is a 
runner and kicker deluxe. Also spear 
heading the Iowa attack will be Joe 
Noble from quarterback spot. Noble 
is a deadeye passer. With this com- 
bination ofe Warner and Noble the 
Cyclones also will be able to choose 
their routes. 

Coach "Mike" Mlchalske, the Iowa 
mentor. Is slated to start Wagner and 
Gallagher at ends, with Trommler 
and Shldet at tackles, Preston and 
Fatharier at the guard positions and 
Riding at center. Howard and Krauss 
are slated for the halfback spots with 
Noble and Warner at quarterback and 
fullback respectively. 

Wagner and Gallagher, touted pass 
s naggers, played an important role 
In the Missouri tie. 

Iowa, M. IT. Tops In Big Six 

Iowa State la at present tied for 
first place with the University of 
Missouri in the Big Six conference 
race, each team having one win and 
one tie. 

The Kansas State College football 
team has had it rather tough in the 
last four games. Probably few teams 
in the nation, all civilian like K-State, 
bave had four successive games with 



Black Schaeffer lifetime pen. 
Name. "J. P. Stinson" on it. Reward. 
Call 4436. Ella Mae Stlnson. 



T-pllot, was limping with a twisted 
knee. As a result, the Wildcat quar- 
terback ing duties la the Oklahoma 
fray went to Jim Unties, a halfback 
by trade. 



Dr. E. B. Pauley 
• Optometrist 
Complete Optical Service 

3310 105 N. Fourth 



K-State Loses 
To Oe U., 68-0 

By FRED M. PARTUS 
When a speedy, experienced, and 
slightly peeved football club meets a 
green, untried squad, almost anything 
can happen — and it did at Norman, 
Oklahoma, Saturday afternoon. FlnaJ 
score, Oklahoma 68, Kansas State 0. 

It was a 10-toucbdown parade as 
the veteran Sooner crew, smarting 
from a 20-0 pasting from Texas the 
previous week, romped almost at will 
against Ward Kaylett's first-year 
youngBters. But, it took the Okla- 
homans most of the flrHt quarter to 
get started. With approximately 
three minutes of the first period re- 
maining, Homer, Sparkman sneaked 
over the goal line to complete a 28- 
yard Sooner touchdown drive. After 
that it was easy for Dewey Luster's 
southerners as they speeded around 
and past the Purple and White would- 
be tacklers. 

It was a crippled Wildcat team that 
tried gamely, it not successfully, to 
stem an Oklahoma eleven which has 
the power to roll right on to the Big 
Six championship. In the first place, 
two first team ends, Dave Weatherby 
didn't make the 



CEESS 



ISC 



;« f- - — •.■»■ 







Christmas Cards 

Order your personalized 
CHRISTMAS CARDS 
early 



COLLEGE BOOK STORE 



it 





. The exquisite t 
real btoqoer make-up have "something for your hands" 

that is new and lovely. With any shade you chooee there 
is a companion bottle of Lacquerol Base. J^V-- 

SHERER'S DRUG STORE 

*r*m 1 
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BOTTGERS 

Groceries and Meats 



HOW MANY WAYS 
CAN YOU WEAR 
THIS SHIRT? 



More ways 
a stick stl 



Leave the collar open and loll 
around in the most comfortable 
•port 1 shirt you ever slept 
through an 8 o'clock class In. 

Button up die collar, slip on an 
Arrow Tie, and be act for any 
prom. With short or long sleeves. 



ARROW SHIRTS 




NOW SHOWING 



Christmas 

t 

Holiday 



SUN. Thro WED. 

Bud Abbott 

S) LiOU Cos! olio 

IN SOCIETY 



STATE 



NOW SHOWING 
ArmicUa) 




The shirt that 
a double 

Leave the collar open oat 
one of our Arrow Sports 
Shirts and you've got the 
swell est looking shirt you eve* 
took things easy in. 

Or button th« collar up, add 
Tie, and be ready 



In abort or long 
rWJufi 



ARROW- 



Machine 
Gun Mama 



Gene An try 

Ride Ranger Ride 



— SUN. ■ MON. - TUBS. — 

Preston Foster 



Roger Touhy 
Gangster 



Mary Beth 
• Jack 



Take It Big 





*-^PPr* 

BARBARA GOULD 
$250 JAR f0R$|^ 

Get the large jar of Nignt Cream— at 
less than half the usual price. Let your 
fingers revel in its creamy texture . . . 



gain a tempting petal-perfect com- 
plexion tor fall. Buy it today, the 
supply ii limited. 



^COLLEGE T 



ASHLEY L. M OMAHA M 

mom ato4 




WED. • THUBS. — 

Dorothy Lamour 

Beyond the 
Blue Horizon 
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CARLTON 



FBI. • SAT. 
Paul 



In Our 



■ 



Lady in the 

Anna Steu 
#K«*nt Smith 

Three Russian 



1 1 
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'Having A Wonderful Time' 



It's a rerj social week Id itore la spite of are week's qaJnes 

and the accompanying headaches. 

Clorla's Emma Vawter and Lt, Harris Garrett were married 
last Sunday in Oakley. Mrs. Garrett was a Junior in Home Ec 
and Art, and Lieutenant Garrett was a student at Kansas Uni- 
versity before entering the Air Corps. 
Alpha Delts had 



Wednesday night from pledge, 
Rowena Fleming announcing 
her engagement to Paul Clark 
of Minneapolis. 

Wearing; the PI Phi arrow 

since initiation Sunday are 
Bmogene Sharpe, Vernelle Blefins, 
Rosemary Atsenweller, and Doris 
Kloetfler. 

At Chi Omega's formal Recogni- 
tion Dinner In honor of tbelr new 
Initiate!, Margaret Truesdale wai 
named the model pledge. Beth Jar- 
Tfa and Louise Alexander were given 
awards for beat pledge notebooks. 
Jacky Staley received the created 
ring for the greatest scholarship Im- 
provement, 

Van '/Ale Hall had chocolates 
Wednesday from Elizabeth Kno.it man 
announcing her engagement to Rob- 
ert Doyle of Wamego. And on the 
same night five more poundB of candy 
from Prlscllla Lunt telling of her en- 
gagement to Howard White, 8 2/c 
stationed at Great Bend, Ore. 

Rosea at the Kappa Delta house 
told of the marriage of Marian Land- 
graf and Donald Welman which took 
place thiB summer at Garden City. 

Alpha Delta Pis had open house 
Monday night from 7 to 8 with the 
football team. 

Clovla pledge officer* are: Ruth 
Peddicord, president; and Margaret 
Richardson, secretary-treasurer. 

Kappas arc entertaining their dates 
Saturday night with a Hallowe'en 
party at the chapter bouse. 

Presiding over Co-ed Court this 
fall are Mary Hodgson, president ; 
Margaret Sites, vice-president; Vir- 
ginia Stewart, secretary-treasurer; 
and Jo Ann Holecek, 
representative. 



hostess to the alumnae chapter at the 
annual Pounders' Day dinner. 

More chocolates ... this time at 
Van Zlle Hall from Patricia Brainard 
announcing her engagement to 
Charles Gurtler, TKK, and from Mar- 
ian Ober telling of he 
to Louis Hurtlg. 

Alpha Delta will entertain 
bers of the faculty at tea Sunday from 
2:30 to 4:30 at the chapter house. 

Clovla entertained their house- 
mother, Mrs. George Farmer, with 



an informal party Thursday 
In honor of her fifth year as 
mother. 

Kappa Delta pledges have elected 
their officers for this semester. They 
are: Margye Tlser, president; Helen 
Elllng, vice-president; Mary Helen 
Rood, secretary; and Phyllis Hugos, 
treasurer. 

Kappa Kappa Gamma bad formal 
pledging Thursday night for Mary 
Peine. 

Chi On will have an hour dance to- 
morrow night for all fraternity men. 
Alpha Delta Pis are to entertain 

dates tomorrow night with a Hal- 
lowe'en dance at the chapter bouse. 

Kappa Hign were gueeto of Kappa 
Delta at an hour dance last Thurs- 
day night. 

Rita Anderson and Hhlrley Ann 
Freienmuth are leaving today to visit 
the Beta chapter of Clovla at the Uni- 
versity of Minnesota In St. Paul. 



Phi Delts will be the guests of Kappa 
Delta at an open house. 

Hallowe'en will be the theme of a 
party at the Kappa Delta house Sat- 
urday night. 

TH I). -It pledges and dates dined 
and danced at the chapter house Sun- 
day night. 

Newest pledge of Alpha XI Delta is 
Charlotte Skogsberg who was for- 
mally pledged October 18. 

Chocolates were passed at Theta 
Epslton announcing the engagements 
of Margaurltfl Bare to George 
Schneider Jr.; Beth Proning to Lt, 
Richard Johnson of Walker Field; 
Laurel McLeod, '44, to Sgt. Vlto Per- 
cival In New Oulnea; and the engage- 
ment and marriage of Sally Jones, f. 
B.. to Ernie Bishop of the Army Air 
Corps, 

Alpha Xis are holding an 

dance Friday night at 7. 

Tri Delts held "Tuff Club" 
tion Wednesday for the newly en- 
gaged girls. 

Chocolates at Sigma Eta Ohl last 
week announced the engagement of 
Margaret Beyer to Cpl. Melvln Ruff 
of tbe Army Air Corps. Corporal Ruff 
was formerly stationed on the campus 
and is now in Florida. 



"Don't buy War Bonds."— Hitler. 
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FLOWERS 

THE GIFT OF REMEMBRANCE 

Select Yours From Our Wide Selection Of 
CORSAGES, CUT FLOWERS, PLANTS 

Order Your Homecoming Mums Early 

Manhattan Floral Co. 

Firth 



-College Calendar- 

Thursday, Oct. 26 



11 



Hallowe'en 
8 to. 12 



a to e p. 

Kappa 

chapter home, 7 to 8 p. m. 
Kappa Delta Hoar 
' house, 7 to 8 p. m. 
Theta Blgnw Phi Tea, 

Center, 4 to 5 p. m. 

Friday, Oct. 87 

Chi Onega Hoar Dance, 

boose, 7 to 8 p. m. 
Student Assembly, 

Alpha XI Delta He 

tor house, 7 to 8 p. m. 
Pep Rally and 

and gymnaftlnm, 8:80-11 p. 

Saturday, Oct 28 

Kap|>a Kappa G 
Patty, 

p. m. 

Delta Hallowe'en Party, 
>, 8 to 12 p. m. 

YM-YW Dance 
8:80 to 11 p. in. 
• CM Omega Hay Rack Ride, LI rich 
Farm, to p. m. 

Sunday, Oct 29 

College Annex I Tea, 1856 College 
Height*, 2 : SO to 5 p. m. 

College Annex n Tea, B18 Sonnet, 
2:80 to S p. m» 

Alpha Delta PI Faculty Tea, 
ter house, 2:80 to 4:80 p. m. 

Monday, Oct. 80 

YWCA Cabinet Meeting 

107, 7:18 to 8: 18 p.m. 
Orcumis, Nichols I, 7:80 to 9:80 

p. m. 

Ensemble, Music Department, Au- 
ditorium, 7:80 to 0:8O p. m. 

Mortar Board Scholarship Dinner, 
Thompson, 8:48 to 8:80 p. m. 

Tuesday, Oct. 31 

Student Council Meeting, Thomp- 
son 208, 7:30 to 10 p. m. 
Orchestra, Auditorium, 7:15 to 10 
p. m. 
*- 

4 to 5 p. 



Calvin 



101, 7:80 to 9 p. m. 

Wednesday, Hot, 1 

Amis tad Meeting, Calvin 101, 7:8© to 
9 p. .». 



There Is one advantage in being 
ignorant — it keeps your Income tax 
payments low. 
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The YWCA big and little sisters 
of the College Sister program con- 
tinue their groan parties with 6 
scheduled for tonight. 

Jane Reynolds and her group will 
meet with their group mother, Mrs. 
A. A. Holts. Ella Mae Stinson. Mar- 
garet McNamee, Jo Ann Yapp, and 
Soterea Maduros will also meet their 
groups with their respective group 
mothers, Mrs. A. B. Sageaer, Mrs. C. 
M. Sbuss, Mrs. R. O. Pence, and Mrs. 
R. W. Conover. 

On Tuesday the groups of Marjorie 
Hclnteer, Barbara Rogera, and Bar- 
bant Sheldley, will meet with their 
mothers, Miss Grace Derby. 
Mrs. J. B. Hughes, and Mrs. W. W. 
Willis. 



Before the United States entered 
World War II, the Department of 
Home Study at Kansas Stats College 
enrolled an average of 2,100 stu- 
dents and sent them more than 40,- 
000 lessons In a two-year period. 
- 



FLOWERS FOB AXL 
OCCASIONS 

Martin's Flowers & Gifts 

1204 Mora Phone 8814 



FOR BETTER 
MEALS 

go to 

JOHNSONS CAFE 



— 



Wear Your Birthstone 

FOR OCTOBER— 

Opal— the traditional 
Rote Zircon— the modern 

PAUL DOOLEY 

JEWELER 



Have You Seen Our Picture Framing? 

DO! 

IT'S TOPS 

Aggie Hardware and Electric Co. 

120? Moro Phone 3993 



Ec 01 ob 

The freshman home economics elnb 
Is being organised with the help of 
last year's officers. The installation 
ot the new officers will be held today 

at 5 p. m. 



LAST 
CHANCE! 

for your 

ROYAL 
PURPLE 



NOW! 



Only 5 more days 
to get your 
picture 



for 




Price will be 

$1.50 

after Nov. 1 

Act Now 
and Save! 

Royal Purple Office 

K-10SD 



> 







Pigskin Prom 

, .... FEATURING .... 

K-State's Varsity Club Band 

SATURDAY, OCTOBER 28 

Come And Help Celebrate After 
The Football Game 

Sponsored by S.G.A. 



Take Tour Pick Sport or 
Just Come On Out for a Bit 
of Solid Jam and Jlre 



AVALON BALLROOM 



9-12 



Stag or Drag 11.00 pin* tax 




YOUNG 'N 




FOR FALL 

SWEATERS 
SKIRTS 



JACKETS 



SWEATERS 

Slipovers— Cardigans. All Pastel Shades. 
Sizes 34 to 40V- 100 percent Wool. 
$3.50 to $6.50 



Plaids and Solid Colors. Sizes 24 to 50't. 
100 percent Wool. 

$4.50, $5.95, $8.50 

SPORT JACKETS .... 

Suede-- $17.95. Capeskin— $19.9*. 
Wool Jackets in Plaids and Plains— $9.95 
to $16.95. 



VISIT OUR 
BEANIE 
BAR 




The Kansas State Collegian 



VOLUME u. 
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Announce Plans 
For Religious 
Emphasis Week 

Mrs. Paul Pfuetze will be co- 
starred with Professor Pfuetze 
as leader of Kansas State's an- 
nual Religious Emphasis Week 
which is scheduled for Novem- 
ber 12-17 this year, according to 
word received by the Rev. B. A. 
Rogers early this week. Details 
of the week's program have also 
been announced. 

Professor Pfuetze. who is now pro- 
fessor of philosophy at the University 
of Connecticut and a graduate of 
Kansas State College In 1988, will 
make his first public appearance at 
the all-school assembly at 10 Tues- 
day morning, November 14. His topic 
will be the same as the theme of the 
week. "A Religious Faith for the Fu- 
ture." 



Y -Dance 



The VM( \ 



YWCA will 




Help Wanted 



Religious Emphasis Week will of- 
ficially begin on Sunday, when the 
Manhattan ministers will cooperate 
In their morning worship services and 
the programs of the student groups 
of various churches will he geared 
to the theme of the week. On Mon- 
day night the organised houses will 
be hosts to local ministers and fac- 
ulty men for dinner meetings and 
discussions. 

Tuesday afternoon of Religious 
Emphasis Week at 4 there will be 
an open meeting of the VWCA in 
Recreation Center where Professor 
and Mrs. Pfuetze will speak on "Men 
and Women in the New World." A 
forum on "Christianity and Democra- 
cy" is planned for the same time 
Wednesday afternoon. 



Classes Elect 
Officers Today 

Election of sophomore. Junior and 
senior class officers will be held in Rec 
Center today. All members of these 
classes are eligible to vote. 

Greek candidates were chosen at a 
meeting at the Chi Omega house, last 
week by the senior Panhellenlc 
Council. The candidates are: sopho- 
more class: Dick Dodderidge, Sigma 
Nu, president; Ruth Hodgson, Pi 
Beta Phi, vice-president; JoAnn 
Stoecker. Tri Delt. secretary; and 
Jan Putnam, Alpha XI Delta, treas- 
urer. 

Candidates for the junior class of- 
fices are: Al Maxfleld, TKE. presi- 
dent; Evelyn Schultz, Kappa Delta, 
vice-president: Ella Mae Stinson, Al- 
pha Delta Pi, secretary; and Mary 
Ann Luhnow, Kappa Kappa Gamma, 
treasurer. 

Greek candidates for senior class 
election include: Dick Olson, Sigma 
Alpha Epsllon, president; Jean Wise, 
Chi Omega, vice-president; Jerry 
Goetsch, Alpha Gamma Rho. secre- 
tary; and Jean Peck, Delta Delta 
Delta, treasurer. 



Here's your opportunity to do something for all former K-Staters you 
know now in service. An issue of the Collegian to be printed around De- 
cember 1 Is to be sent as Christmas greetings from the College to all former 
students — graduates, undergraduates, AST or Air Corps. 

But we have to have the addresses, and that's where you come in. Blanks 
like the one below will be made available to you in the very near future. 
Your first address may go on this one. Just clip and drop In the College P. O. 

Remember, just one address per card. Additional cards may be obtained 
at the Alumni office in Anderson Hall. Be sure that your friends, brothers, 
cousins, etc., receive this special issue. No matter where they are, the 
chances are they haven't forgotten Kansss State. Let's show them we haven't 
forgotten them! 

Ye Ed 
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Homecoming 
Ball, Queen 

The Homecoming Queen and 
her two attendants who will be 
selected at the Homecoming 
Ball Friday night, November 
10, will be escorted Into the sta- 
dium the following day by the 
three men on the Student Coun- 
cil — Dick Olsen, David Neher 
and Charles Schwab. Dick Ol- 
sen, as vice-president of the 
Council, will introduce the 



Thursday at 4 p. m. those Interested? 
may participate In an Informal dis- 
cussion with the Pfuetxes. Professor 
Pfuetie will also talk to various 
classes during his visit here. 

Inter-church women's and men's 
clubs will sponsor the Tuesday eve- 
ning forum. President Eisenhower 
will preside at the Wednesday eve- 
ning session when "Trends and De- 
velopment in Recent Theological 
Thought" will be discussed. Faculty 
4 members, students and townspeople 
will be invited to participate. A min- 
isters' and faculty dinner conference 
is being planned for Thursday night. 



Ticket Sale 
For Operetta 

Tickets for Gershwin's musical hit, 
"Porgy and Bess," will go on Bale 
tomorrow afternoon, and may be se- 
cured at the Auditorium box office. 

"Porgy and Bess" will be on the 
campus for only one performance, 
Monday night, November 20. This 
Broadway musical hit features Wil- 
liam Franklin as Porgy and Etta Mo- 
ten as his Bess, supported by a large 
all-negro cast. It Is being produced 
by Cherly Crawford In association 
with John Wlldberg. 

This operetta will not be a part of 
the Student Celebrity series. Admis- 
sion is being charged, and the pro- 
ceeds from it will be added to the 
budget allotted to dramatics. If the 
proceeds are large enough, they will 
be used to present a celebrity series 
on the campus. Last year. "Blossom 
Time" was presented, with the pro- 
ceeds used to bring Helen Jepson, 
Metropolitan Opera star, to the cam- 
pus as part of this series. 

Mail orders tor "Porgy and Bess 
may be secured by writing to, "Porgy 
and Bess," College Post Office, Box 
103 If a self addressed envelope is 
not enclosed, the tickets will be held 
at the box office. 



Leadership C< 

The first meeting of the Leadership 
Council of the YWCA will be held 
Monday evening, November 8, from 
8- IB to 9 o'clock in room 101 in Cal- 
vin The meeting will be for all up- 
nerclassmen and transfer students 
who are Interested in this type of 
work. The first meeting will be di- 
rected towards getting acquainted 
and discussing aims of the group. 
Gladys Richardson is acting as spon- 
sor of the group. 



Independent 

The Independent party under the 
direction of Jack Lawrence, presi- 
dent, .chose their candidates Tuesday 
at a meeting in Recreation Center. 
They are for the Benior class: Arthur 
Roseberg, president; Arlene Shields, 
vice-president; Maurice Hull, treas- 
urer; and Maurine Pence, secretary. 

The candidates for the Junior class 
are: Jean Kays, president; R. F. 
Bayslnger, vice-president; Dorothy 
Cochran, treasurer; and David Neher, 
secretary. 

The sophomore candidates Include: 
Merle Eyes tone, president: Annie 
Gardner. vice-president; Francis 
Ewart. treasurer, and Barbara Rogers 
for secretary. 

DFC Awarded To 
Former Students 

Two former Kansas State students 
have been awarded the Distinguished 
Flying Cross. Lt. Sanford K. Moats, 
f. b. '42, was awarded the DFC for 
exceptionally meritorious achieve- j 
ment and herolBm in aerial flight. 
Lieutenant Moats, who has destroyed 
two enemy planes by himself and 
shared In the shooting down of a 
third, also has been decorated with 
the Air Medal with three Oak Leaf 
Clusters. Lieutenant Moats flies the 
P51 Mustang "K" in an Eighth 
Fighter Command group. 

Award of the Distinguished Flying 
Cross to First Lieutenant Laurel F. 
Loyd, f. s. *42, has been announced 
by Lieutenant General DooUttle. 
Commanding General Eighth Air 
Force. Lieutenant Loyd Is a co-pllot 
of one of the AAF's giant B-24 Lib- 
erator bombers. 

The citation accompanying the 
Distinguished Flying Cross slates: 
"For extraordinary achievement, 
while serving with distinction as co- 
pilot or a B-24 airplane on numerous 
special operational , misslonl over 
enemy occupied Europe. Lieutenant 
Loyd performed his duties with the 
utmost Bkill and his actions while 
engaged In combat with the enemy 
have been an example to his fellow 
crewmen. The courage, determina- 
tion and exceptional skill displayed 
by Lieutenant Loyd contributed ma- 
terially to the successful completion 
of each of these missions and reflect 
highest credit upon himself and the 
Armed Forces of the United States." 

Lieutenant Loyd also holds the Air 
Medal with three Oak Leaf Clusters. 



Play Tryouts 

"Claudia," a comedy In three acts 
by Rose Franken, has been selected 
as the production to be given at Kan- 
sas State, December 16 and 16. 

Try-outs for the play will be held 
tonight, tomorrow, and Tuesday eve- 
nings from 7:30 to 10 in the Audi- 
torium. They will begin promptly at 
7:30. according to Earl O. Hoover, 
associate professor of speech and play 
director. Those who can not make lt 
then are urged to come anytime be- 
tween these hours. 

All students, Including freshmen 
and members of the Kansas State 
Players, are eligible to try-out for 
parts in the play. Copies of "Claudia" 
may be had at the reference desk In 
the Library until 7 tonight. 

Final try-outs for the play will be 
held Wednesday night In Education, 
room 206. Those participating in 
thtB will be selected by Professor 
Hoover following the preliminary try- 
outs. 



Rural Workers 
Confer Here 



Independents Win 

The Independent party walked off 
with the Freshman election last 
Thursday, by electing all their can- 
didates for office. This Is an unusual 
occurrence, as the offices are usually 
divided fairly evenly between the 
Creeks and the Independents. 

The Freshman officers which were 
elected are John Pallet, president; 
James Coder, vice-president; Mary 
Illff, secretary; and Grace Samuelson, 
treasurer. 



Thanks . . . 
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College Port. Office 
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Parrlsh: 
On behalf of the Riley County 
War Fund and the Manltattan 
Community Chert, I wish to ex- 
tend sincere thank* to the stu- 
for their important part In 



Approximately 300 persons Inter- 
ested in the problems of rural Kan- 
sas are attending the annual confer- 
ence of extension personnel at the 
College this week. One hundred three 
Kansas counties probably arB repre- 
sented at thlB conference In which the 
year's work is being planned. 

A new feature of the week of pro- 
gram pla nnlng are sessions on "Know 
Your College." This part of the 
program Is being handled by H. 
Miles Heberer, professor of speech, 
and Dr. W. F. Pickett, head of the De- 
partment of Horticulture. It has been 
designed to acquaint and familiarise 
the College's extension Workers with 
their home Institution. 

In addition to the regular working 
sessions of the conference, a tea, din- 
ner, mixer, barbecue and other "ex- 
tra-curricular" activities are planned 
for the week. Wives of county agents 
attending the conference will have a 
get-together. Epsllon Sigma Phi, 
honorary organisation for 
workers, will have Its business 
ing, initiation and banquet. 

President Milton S. Eisenhower ad- 
dressed the group at the general ses- 
sion Tuesday morning. Dean Harry 
Umberger of the Division of College 
Extension spoke Wednesday, Presi- 
dent Emeritus F. D. Far re! 1 will be 
the speaker at the banquet tonight at 
the Methodist Church. 

Other faculty members who are 
scheduled to speak at the various ses- 
sions are Professor Heberer. Profes- 
sor Pickett, Prof. J. 8. Hughes, Prof. 
H. E. Wichers. Prof. J. Harold John- 
son, Assoc. Prof. C. R. Jaccard, Prof. 
A. D. Weber, Prof. R. I. Throckmor- 
ton. Assoc. Prof. A. F. Turner, Prof. 
Georgians H. Smurthwalte, Ass't. 
Prof. John Ferguson, Prof. L, C. Wil- 
liams and Prof. L. L. Longsdorf. 



Arrangements for the Ball have 
been completed. Student Counoil 
members will sell a limited number 
of tickets, beginning today. Each 
ticket bolder will be given a ballot 
to vote for his favorite candidate for 
Queen. 

At intermission Ethellnda Parrish, 
president of the Student Council, will 
introduce the sixteen candidates for 
the title of Homecoming Queen that 
have been chosen by Greek and In- 
dependent groups. The ballots will 
be counted Saturday morning, but the 
outcome will not be announced until 
the half of the Homecoming game 
that afternoon. 

The Varsity Club band composed 
of army personnel and civilians will 
play for the 



Norby Heads YMCA; 
Olsen Vice-President 

Marvin Norby, freshman In the 
School of Veterinary Medicine from 
Pratt, was elected president Tuesday 
of the >MCA. He is a member of 
the Alpha Oamma Rho fraternity. 

Dick Olsen was elected as the first 
vice-president; Merle Eyestone and 
George Wreath were chosen .as sec- 
ond and third vice-presidents, re- 
spectively. Ralph Fogleman was 
elected secretary. 

The five students chosen as mem- 
bers of the board were Charles Jones, 
Bob Oberhelman, Arthur Roseberg, 
Charles Schwab, and Stanley Stewart, 
The faculty members of the board 
who were re-elected were M. F. 
Ahearn and J. H. Burt, and O. M. 
Rhine was the business man re- 
elected. 

The officers who were elected Tues- 
day will hold office all this year. 

The nominating committee for the 
election this year was under the 
chairmanship of Howard T. Hill, with 
Marvin Norby, Dick Olsen. Charles 
Schwab, and Emmett Scott serving 
on the committee. Jacob Lawrence 
was chairman of Gib election board, 
with Roger Hecht, Jim Hoover, John 
Noordsy. and Jim Shively as commit-' 
tee members. 



Ooemopotltan Club 
Cosmopolitan Club will hold a 
closed business meeting 
7:30 in Calvin 101. 



YW-YM Conference 

The Kansas Fall Conference of all 
YWCA, YMCA, and SCA organiza- 
tions of Kansas colleges will be held 
at Washburn University In Topeka, 
from November 10 to 12. Dorothy 
Cochran, Gwenda Mcintosh, Marjorle 
Stewart, Phyllis Hlckney, Roberta 
Townley. and Vernelle Blevlns will 
be student representatives from Kan- 
sas State College, with Mrs. Dorothy 
Downey as the executive secretary 
from here. Any other students that 
want to attend this conference should 

8 - 



of 

the fact that they were the last 
to organize and that they were 
denied the privilege of contribut- 
ing to the organization which 
had their closert Interest in pre- 
vious years, the student* made 
t accomplish- 
of any group in the entire 

to 




their quota by a 
■ margin than did any 
other group. 

Will you. pleaae express te the 
officers of the Student*' Govern- 
ing Association the appreciation 
the college committee of the 
Chert for the won- 
of 




I 

thanks and 
prrrtdentft of the 
ixation* and to all others who had 
» part in 



Where To Vote 

College students voting the ab- 
sentee ballot at the general election 
Tuesday are requested to vole at Eu- 
gene Field School at Seventeenth and 
Leavenworth Streets. A. L. HJort, 
city clerk, also requests that they vole 
as early «b possible. Pojjs Will be 
open from 8 a. m. to 6 p. m. 

Absentee ballots are blank except 
for state and national candidates. 
Students will need to know the num- 
ber of their home precinct and the 
names of their county candidates as 
they appear on the ballot because the 
correct names of the candidates will 
have to be written In. 

Absentee voters will be permitted 
to vote It they have registered in 
their home county or if they live in 
a rural, area not requiring registra- 
tion. 

Those who have registered here 
and are voting the Riley County bal- 
lot will vote at tbeir local ward as 
Indicated on tbeir certificate of 
tratlon. 




College students will be admitted 
to the motion picture "Wilson" at 
the Sosna Theatre tonight and tomor- 
row night at reduced rates if they 
have a special ticket signed by a col- 



Al Makins, '40 
Killed In France 

Capt. Al E. Makins, I. J. '40, was 
killed in action In France on Septem- 
ber 28, according Id word received by 
his wife, the former Mary Jean 
Grentner, I. J. '41. 

In August Captain Makins headed 
a platoon which took 41 prisoners 
and captured a battery of 80 German 
morLars complete with ammunition 
and gun crews near Cannes, France. 

Prominent In College student af- 
fairs. Makins was president of Sigma 
Delta Chi. professional organization 
for men In Journalism; president of 
his senior class; a member of Blue 
Key, honorary fraternity for senior 
men; and an officer of Newman Club, 
organisation for Catholic students. 
He was listed In Who's Who Among 
Students In American Colleges and 
Universities. Makins was editor of 
the all-Amerlcan 1940 Royal Purple, 
College yearbook. In 1940 be edited 
the Kansas Day edition of the Topeka 
Dally Capital when the Journalism 
students made their annual trip to 
Topeka. 

Final Y Forum 

Contending that the major Issue of 
this election Is the "matter of secur- 
ing peace," W. R. Purkaple, teacher 
of social science in the Manhattan 
high school, spoke to a group of stu- 
dents, faculty members, and towns- 
people Tuesday In the fourth and final 
political forum this year. 

"Political maturity does start at 
home with John Q. Public," Mr. Pur- 
kaple stated as he spoke on the sub- 
ject of "Political Effectiveness in 
Democracy." 



* l 



i 



~ ; 



■ W .' -J.4iirnwp-.i-, . 



, 1 ^ 



PAGE TWO 



KANSAS STATE COLLEGIAN 



November 2. 194* 



Vote Today . . . 

The power* of organization and the 
superiority of numbers were clearly 
demonstrated In the freshman class 
election last Thursday. But It Is our 
opinion that this total Independent 
student victory, although the major- 
ity of freshmen are unaffiliated with 
a Greek organisation, Is Just as bad 
for the class as the sweeping Greek 
victories of former years. 

It Is evident that the majority 
of the voters are not voting for 
but their ballot tw 




This !■ 

A two-party system has proved 
fairly successful In our national de- 
mocracy, and thus student politicians 
have decreed that a two-party system 
Is necnasary in campus politics. Arbi- 
trarily the party division was made 
on the Greek-Independent basis, 
which in our humble opinion Is en- 
tirely wrong, though we suppose 
nothing will ever bo done about It. 



Outnumbered, fraternities secured 
duns offices and places on the Student 
Council by high-powered organisa- 
tion, and thus this minority was fairly 
well represented, sometimes too much 
so. But this year it looks as though 
the Independents have organized 
pretty well too. CoiiseQuently. the 
Ornek minority does not have much 
of a chance. 

No one would want to live In a 
United States In which every office 
was held by a tingle parly, be U the 
Democrats, Republicans or Socialists. 
We're lighting a war so that minor- 
ities may be represented, and yet In 
this Httpposedly citizenship-training 
Institution apparently "might Is 
right." 

Only OH Hoi ut ion 

There in only 
and JiiNt solution to the 
ut this time. That 1* for the 
members to seli^t their ©Ulcers 
on the ImmIn of 0,1111 1 likut Ion uwl 
character of the cuwlidateH as 
they know them, Ml iw<'owHnn 
to their social affiliations. 
We realize that many ot the fresh- 
men did not know the candidates of 
either party, and their voting a 
straight Greek or Independent ticket 
Is understandable. But there will be 
no excuse for such voting at the upper 
class election today. By the time one 
is a sophomore or junior, and certain- 
ly b senior, one should know some- 
thing about the candidates put up by 
both parties. 
Therefore,* 
vote today for your class 
by all means, but we chance you 
to cost your ballot Intelligently. 
Mark your ballot not according 
to whether or not the candidate 
in Greek or Independent, but 
whether or not he has the quali- 
fication* to reprceeiit the clan* at 



by the fellows. All the way op the 
hill the fellows Imitated pack mules. 
Most of them were carrying a load. 
Once at the top the fellows Joined 
hands and rendered — and I'm not 
k kid in' — several songs. Song masters 
Hojrue and Olsen are to be congrat- 
ulated on tbe way the voices blended. 
I would say tbe blend was about 3.2. 
They finished off each programme 
with a commercial by "Super Suds." 

After several more" rounds — or 
rather after making the rounds of 
the sororities, the boys were ready to 
go home (the police told them as they 
slipped on the "cuffs"). 

PARTY 8IDBLIGHTS 

They now call Dob Linn "Siphon" 
because he drained everything in 
sight. 

It Is reported that the Phi Dolt 
banement still smells like "Just the 
Kim of the Hope." 

As a summary we might call the 
whole thins * "root toot with a full 



* Bars and Stripes * 



Ens. A, K. Armstrong, f. s. '42, 
recently completed training at Jack- 
sonville, Fla. He will report to San 
Diego, Calif., for duty. E 
strong Is a flying boat pilot. 



A newspaper clipping brings us 
word about Lt. Norris (Tort) Hoi- 
st rom, f. a. '40, former K-State bas- 
ketball standout. Lieutenant Hol- 
strom recently has been assigned to 
the air transport command In Cin- 
cinnati. He Is with the ground nnlt 
ot the Army Air Forces, 



Nina (everybody can be engaged, 
look at me) Anderson seems to be do- 
ing all right, We hope this doesn't 
bother her fiance Yelley (fiance — 
that's French for "I'm having fun, 
too")! 

It seems thff Chi hayrack ride 
didn't live up to expectations. It was 
too crowded so they decided to take 
out all the hay and make more room 
—but that was tbe last straw. 

The varsity went off very nicely 
this week. Everyone was Just "car- 
ried away" by the music. One piece 
and they had to carry you away. Jake 
($1.22) Mosler did all right for him- 
self. He made plenty, brother. He 
says next time the Varsity will be 
even better. He Is introducing a new 
Innovation. At the next varsity we're 
going to have music. 

Dick (Sunday, Monday, or Always 
on* key) Dodderldge and Harvey 
(slap my bass and call me Groovey) 
Haas were recruited from Sltm's. Re- 
cruited— I always heard Slim kept 
something on draft, but I didn't know 
it was musicians. 

Well, this Is the end of the trail 
for this time friends, you are still our 
friends, aren't you? 

We'll see you next week and be 
watching ALL week so be careful- 
after all, we gotta write this drivel 
every week and you supply us with 
plenty, brother. 

PS. John (I'll make the dirt column 
by hook or crook ) Winters was heard 
complaining that he couldn't handle 
ail his girls. Maybe he should have 
been born an octopux. He's jrot the 
face for it! 

: 



Second Lt. Donald A. Pepper, f. a. 
'42, has been sent to Columbia, S. C, 
for his next assignment. Lieutenant 
Pepper entered the Army in March, 
1943, and was commissioned at 
Brooks Field, Texas. 



Capt. Charles W. Blndom, f. a. '40, 
Is the first officer to be stationed at 
the Pueblo, Colo., ordnance depot 
who has seen overseas service in the 
present war. Captain Rindom recent- 
ly returned from one and a half years 
of active duty in tbe Mediterranean 
theatre, and has been named assist- 
ant operations officer in charge of 
maintenance at the Pueblo depot. 
Captain Rindom took part In the Ital- 
ian campaign. 



Hon, after a trip home during which 
he visited his 16-month-old daughter, 
Andrea, for the first time. His new 
work consists of frequent trips to va- 
rious other stations to work with 
pilots In other detachments of his 
squadron which is an active ferrying 
unit. 



back to a hospital In England after an 
operation was performed in France. 
He was graduated from Kansas State 
In 1943 with a bachelor of science de- 
li) Business Administration. 



Lt. Everett Blood who was grad- 
uated in 193ft, Is in a hospital in Italy 
recovering from wounds received In 
combat near Regal Pass. Lieutenant 
Blood was awarded the Silver Star In 



Charles Holts, a second lieutenant 
In the Infantry, has received a shrap- 
nel wound, according to word re- 
ceived by his parents, Or. and Mrs. A. 
A. Holtz. Lieutenant Holts wag sent 



BOTTGERS 

Groceries and Meats 



First Lt. Andrew C. Winter, f. s. 
'41,' Ib back at his home base "some- 
where In England" giving instrument 
checks to all pilots of his organiza- 
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Let's not bo coy, kiddles, campus 
life is definitely oil the upgrade. It 
was a long, hiird pull fellows, but It 
was finally made via some of the fol- 
lowing episodes. 

In keep ,n K with the current elec- 
tions, ye old Hcrlbe has 11 ye "Id idea 
for two exci'Moiil nominees. Roviume 
Mickey ami t'lmrlle Thayer are here- 
by nominated hn public relations of- 
ficers. Let'H don't tell them though, 
for they don't know their relation* 
were publle. . . . Where? . . . When? 
. . , Oil yfl», on the Trt-IH*lt wet* porch 
from » until 10:JM> Sunday evening 

The Big Alph— Phi Delt— Sigma Nu 
"Party" held Saturday night" was the 
provorbial "Lulu" — as It wore. And 
it were. Monday morning several 
"frnt" boys were seen talking in cir- 
cles ... or was It walking In circles. 
Well, anyway they had circles under 
their eyos. Here is what they were 
talking about: 

The aforementioned "frats" got to- 
gether for a little talk (between swal- 
lows). But before you could say 
"Muhlebaeh" they decided to sere- 
nade the surrounding sororities plus 
the girls of "Annex 2"— now known 
as "pledge hill" because It was rushed 



New Hats 

Pill Boxes -- Toques 
Casa Blancas 
Feather Turbans 

in 

Blacks, Browns, 
High Colon 

Wareham Hat Shop 
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Buy Bus 
Books 

SAVE 

12 Tickets . . . $1.00 
60 Tickets . . . 4.80 

(single fare 10c) 

CollegeCityBus 





We're Speculating 

in the 

"little things" 



Doesn't take much to keep 
a war minded American 
happy these days. He can 
get along with lots of 
changes if you'll reward 
him with ease in the little 
tl 



Like shirts "that fit and 
wear . . . and stay the same. 

Ties that don't bunch up 
and Bllde oft* to one side. 

It's the little things that in- 
crease this business a little 
every day. 
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SHOP COATS 

and 

COVERALLS 

$3.65 and $3.95 

Here is the essential garment dairy, 
woodwork, machine, welding, and 
metal work students need. 





NEW RADIO RELAY LINK 

FOR TELEPHONE AND TELEVISION 



Tiny radio waves, shorter than any 
telephony, will link New York and Boston in a 
mental "jump-jump" relay system for the 
telephone speech and television programs. 

These waves travel in straight lines like beams of light. 
Because of the earth's curvature, the distance will be spanned 
in a series of straight-line jumps between transmitting and 
receiving stations about, 30 miles apart. 

The Bell System plans post-war improvements in ways like 
this, to extend its nation-wide service by providing more Long 



to the Nation in Pe 
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Haylettmen Play Wichita 
There For Toss-up Result 

Kansas State College's promising grldders tangle with the 
Wichita Wheatshockera again Saturday afternoon at WJchita in 
a battle that looms as a toss-up. 

The Wildcats were denied a victory in an early Beason game 
with the Shockers, emerging with a 6 to 6 tie. After the brilliant 
showing against Iowa State the local plgsklnners should be in 
top shape for this game. 



So far this season the Shock- 
ers are undefeated in college 
competition. Their only loss 
was to Olathe Naval Air Base 

13- 0. They boast wins over 
Doane 14-13, Rockhurst 22-0 
in an early season game and a 

14- 12 game two weeks ago. 

According to reports trom the 
Wichita campus the Shockers will 
field an improved team against the 
Wildcats. Wichita will have the lo- 
cal gridders outweighed Ave or six 
pounds per man. They will operate 
from a single wing*with an unbalanced 
line for the greater part of the after- 
noon, changing at times to a Hhort 
punt formation. 

Coach Ward Haylett will start a 
speedy and deceptive squad against 
the Wichita eleven. The Purple and 
White clads have been brushing up 
on deceptive playB this week and 
should cause the Shockers plenty of! 
worry before the afternoon is over. 

Starting at the end positions for 
the locals will be Forrls Prick and 
Jack Newell, with Earl Haury and 
Dale Cowan at tackle and Marvin 
Norby and Russ Hardin at the guard 
positions, ana Joe Pollom at center. 
Jay Payton will start at quarterback, 
with either Dana Atkins or Ronnie 
Webster at left half and Jean Smith 
at right half and Bill Clary will take 
over the fullback spot. 

Both Kansas State and Wichita 
will field almost the same team, man 
for man, as they did In the early sea- 
son game. Wichita's offense is pow- 
erful but offers^ no deception what- 
soever. 

The Shockers have beeu saving 
Llnwood Sexton for the K-State game. 
Last week in the Rockhurst fray the 
dusky Wichita ace only saw action 
when Rockhurst threatened the 
Shocker goal line. He ia slated to 
lead the Wichita eleven Trom his left 
half position Saturday afternoon, hav- 
ing been the big gun of the Wichita 
attack all season. 

The Wildcats will be out to atop 
Sexton and Company. It the locals 
show any of the zip of last Satur- 
day's game the Wildcats will be do- 
ing a snake dance through Aggievllle 
Saturday night. 

Anything can happen with a com- 
bination of Payton, Atkins, Webster, 
Smith, Clary and Bill Pauhion in the 
K-State backfleld. Everything prob- 
ably will. In these boys Coach Hay- 
lett has several combinations of 
passers, punters, broken field runners 
and line plungers. Deception, how- 
ever, should be the keynote to the 
Staters attack. 



Wildcat Eleven 
Outplays Iowa 
To Lose 14 To 
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First downs 11 

Yards ruHhlnft- !36 

Passes attempted 18 

Pasties completed 8 

Yards by passes ST 

Passes intercepted by 1 

Yards runhack Intercepted 

passes *0 

PuntlnK average 

Yards kicks returned 3 

Opponents fumbles recovered I 

Yards lost, penalties i0 

Scoring— Iowa State: T< 
Warner and Phelps. Conver 
ner (S). 

Although greatly outplayed 
by Kansas State, the Iowa State 
Cyclones snatched a 14 to de- 
cision here Saturday before a 
crowd of 3,000. The Wildcat 
precision left fans with the as- 
surance that K-State will come 
out of the conference cellar in 
the following two Big Six 
games. 

High spots for Wildcat fans were 
Ronnie Webster's 73-yard klckoff re- 
turn during the first period and the 



70-yard backfleld drive during the 
second. The Haylettmen beat against 
the Cyclone goal all afternoon, but 
passed up four scoring opportunities 
with leas than ten yards to go. 

The Cyclones scored in the first 
six minutes of play before the Purple 
and White clada had real lied their 
own potentialities. Meredith War- 
ner, 177-pound sailor, dashed 46 
yards for the counter. 

The edge was taken from Webster's 
73-yard return of tbe klckoff to the 
lowan'a 17 when the 'Cats were 
thrown for an eight yard loss on the 
next two plays. Atkins ankled a punt 
out of bounds on the Cyclone nine. 

The prolonged backfleld drive 
which scattered the IS wall was made 
in a succession of sixteen plays which 
took the K-State eleven from their 
own 16 to the I-SUte 15 stripe. Jay 
Payton. sub quarterback, flashed into 
the public's eye particularly during 
this smashing of the Michalskemen's 
resistance. 

In the third quarter the enemy 
whipped from their own 20 to the 
Purple Ave on the strength of three 
throws by Gene Phelps. Joe Pollom's 
tackle which threw the Cyclones for 
a loss slowed their forward plunge 
sufficiently to deBtroy touchdown 
chances on the next plays. 

The Wildcat hopes did not disap- 
pear until the last moments of the 
fourth period when an aerial attack 
put the sailors over to dtteh the out- 
come and their conversion was good. 



Famous Bull Here 

T/Royal Rnppert the 99 th. two and 
a half year old International Here- 
ford bull champion has entered the 
Kansas State College Veterinary Hos- 
pital and is undergoing treatment for 
"Infantilism." 

Ruppert was recently purchased 
trom Roy Turner of Sulfur, Okla., 
by the Gladacrea farm of Dallas, 
Texas, for 938,000, the highest price 
ever recorded tor a bull in the Here- 
ford line, and the second highest 
price ever recorded in any breed. 

Ruppert la the closest to perfection 
of the Hereford breed in this coun- 
try. He has been In leading hospitals 
In two or three different states and 
has been treated by leading veteri- 
narians, but to no avail. The bull is 
slated to be at K-State quite awhile 



as bis treatment will take 



Tm 

Women of Ula Dow Cottage and 
Ellen H. Rtcharda Lodge are having a 
tea from 4 to 5:30 Wednesday after- 
noon. It is In honor of the visiting 
Home Demonstration Agents and 
Women Chairmen of Farm Bureau 
who have been on the campus this 
week. It Is going to be a very nice 
occasion and all of the girls are look- 
ing forward to It. 



— 



Thirty-five high school courses are 
offered by the home study department 
of Kansas State College. 




TMflTH 

Shows: 2:80 • 7:00 - 0:00 



l,n«» Times Today 
linrrj I F. Inwk'i 

"WILSON" 



Saturday Thru Wt-dnrsday 

Hokert Taylor - VtvlCM f.imh 
BlnrrtnK In 

"WATERLOO imrDGE" 



WAREHAM 



- NOW SHOWING 

RORKRT WATSON 

That Hitler 
Gang 

-SUN. Thru WED. 



War Bonds and an education both 
help secure the future. 



LOST — Brown leather jacket, west 
of Vet. building. Return to C. K. 
. Fellman. Phone 3393. 



WEAR YOUR BIRTHSTONB 

For November 
the topaz 

PAUL DOOLEY 

s 

JEWELER 



See These - - - 



ROME HANKS — Pennell 

YANKEE FROM OLYMPUS — Bawen 

I NEVER LEFT HOME — Bob Hope 
SAD SACK — Sgt. Baker 

HUNTERS MOON— Mi/fVr 

at the 

COLLEGE BOOK STORE 



DAVIS 
# CLAUDE HAWKS 

Mr. Skeffington 



STATE 



NOW SHOWING 

KKLA Ll'GOSIA 
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YELLOW 
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CABS 
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Efficient Courteous - Dependable 
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CRESS 





Slew Fall 



So flattering, so com- 
fortable, you'll want to be 
wearing them all the time! Smart 
little 



$5.00 



Ward Keller Store Shoe Dept. 

1 



- 




BARBARA GOULB 

$250 JAR FOR $1 25 



Get the large jar of Night Cream — at 
leu than half the usual price. Let your 
fingers revel In its creamy texture . . . 
smooth it on your lun-dried »km to regain 
a tempting petal-perfect complexion for 
Fat!. Buy it today, the wpoly « Kmifed. 
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Return of the 

Ape Man 
• 

DON "RED" BARRY 
• WALLY VERNON 

California Joe 

| — SUN. - MON. - TUES. — | 

GREGORY PECK 
# TAMA HA TOl MANOVA 

DAYS OF 
GLORY 

LAUREL ud HARDY 

The Big Noise j 

ir i ll TuirDO 

BARBARA STANWYCK 

Her Enlisted 
Man 



CARLTON 



— NOW SHOWING — 

ROSEMARY LANE 
• JOHNNY DOWNS 

Trocadero 



Woman of the 
Town 

— SUN. - MON. - TU 

GAIL 



Up in Mabel's 
Room 

WED. • THURS. - 

ERAM 'HOT TONE 



Hour Before 
the Dawn 
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'Having A Wonderful Time' 



Fa h Hellenic Open Home tomorrow night. The sororities will 

entertain all men on the campus at' their houses from 8 until 
10:30 p. m. 

Jane Lowrey, Kappa Kappa 
Gamma passed the traditional 
chocolates to her sorority Bisters 
Sunday announcing her engage- 
ment to Cpl. Fred Shaffer sta- 
tioned at Salina. 

two entertained faculty members, 
house presidents and housemothers 
Sunday afternoon with Invitation 
Teas from 2:30 until 6:30 In honor 
of their housemothers. 

Chi Omega* and their dab* rode 
In hay racks to the Ulrich farm Sat- 
urday night where they picnicked and 



Prodding over Kkywood Hall this 
semester are Lucille Anderson, pres- 
ident: Ruby Hendrlckson, vice-presi- 
dent; Betty Hhthnll. secretary-treas- 
urer; and Rosemary Ensign, social 
chairman. 

AflRs, Kappa Slg*. and IK>ltit were 
guests at an hour dance at the PI 
Beta Pht house Tuesday night. 

Mar J arte Holm, f. s., of Topeka, 
has announced her engagement to 
Ens. Larry W. Maglll U8NR, a grad- 
uate of Illinois Institute of Tech- 
nology In Chicago. The wedding Is 
to take place some time this winter. 

Helm's Kabana entertained gue*t* 
from the, other organized independent 
houses Monday night with a Hallow- 
e'en party. 

Tonight the TKKs, AGRs, Beta*, 
Sigma Chls, and Delts will dance at 
the Kappa house from 7 to 8 p. m. 

Hallowe'en was the theme of the 
decorations, and refreshments of the 
Kappa Kappa Gamma's party for 
dates Saturday night at the chapter 
house. 

Ahda Homers will be married Sat- 
urday at 4 p. m, at St. Paul's Episco- 
pal Church to Lt, Joseph McCoy of 
Fort Riley. 

Slg Alphs, Hlgnm Nun, and Phi 
Delts were guests of the Kappa Deltas 
at an hour dance last Thursday night. 

Kappa Delhi alumnae entertained 
actives and pledges with a picnic last 
night. 

Kom-n at Van Zllc Hall announced 
— the marriage of Darlene Graham of 
Topeka to Robert Bahner on October 
28. 



Recognize Members 
In Service Tuesday 

One of the three most Important 
meetings of the YWCA this semester, 
which is open to everyone, will be 
held at 4 o'clock Monday afternoon, 
In Recreation Center, when the an- 
nual recognition services will be giv- 
en. 

This worship program is held every 
year soon after the membership drive 
to recognize the new and old members 
of the organization, and to present 
the purpose of the club. 

A piano solo by Dulcie Danielson 
will be the prelude of the program. 
Jane Pagerberg will sing "Calm As 
the Night" by Carl Bohm. "Fairest 
Lord Jesus" will be sung In unison, 
and Roberta Townley, president of 
YWCA, will give a talk entitled, "Our 
Purpose." 

"We Dedicate Ourselves" will be 
repeated by the members, followed 
by a xylophone solo by Virginia Linn. 
The recently widely publicized poem, 
"Prayer For a World at War." by 
Stephen Vincent Benet, will be given 
by Marjorie Stewart, and the group 
will sing "Lead On, O King Eternal." 
The meeting will be closed by the re- 
cessional played by Dulcie Danielson. 



-College Calendar- 



Home Be Council 
The Home Economics executive 
council will meet Thursday afternoon 
at 6 o'clock. Arlene Shields will be 
In charge of the meeting. 



Your Official 

College 
Photographer 

Studio Royal 



, Not. 2 

4-H Club, 
', 7:40 to 9:80 p. m. 
Rehearsal, Thompson 802, 
n t<> ft p. in. 

Technician* Meeting, 
ail. 7:SO to 8:JW) p. m. 
Meeting, Calvin 107, 
8:80 to 9:80 p. m. 
Medical Technicians' dab, Ander- 
son Hall, room 211, 7:80. 

Friday, Not. 8 

Prix Picnic, Hnnset Park, S to 7 
p. m. 

Independent Freshman Dance, 
Recreation Center, 8 to 11 p. m, 

PanlieRenlc Open House, All So- 
rority Hosaert, 8 to 10:80 p. m. 

Hkywood Hall Party. 1710 Laramie, 
. 8 to 12 p. in, „ 

Monday, Not. 6 

VMCA Cabinet Meeting, Calvin 

107, 7: IB to 8:15 p. m. 
Orehesla, Nichols 1, 7:80 to 0:80 

Auditorium, 7:80 I© H.m p. m. 
Student Council Meeting, Thomp- 
son 206, 8 to 10 p. m. 

Tuesday, Not. 7 

Orchestra, Auditorium, 7:15 to 10 
p. m. t 

Jr. AVMA Meeting, Vet 
18, 7:80 to O p. m. 



President Visits 

Mu Pht Epsiton entertained the 
national president, Ava Comln Case, 
Sunday afternoon. A high tea was 
given for the chapter at 6:30 p. m. In 
honor of Mra. Case, at the home of 
H. W. DavlB by Mrs. E. V. Floyd, 
Mrs. F. ». Farrell. and Mrs. H. W. 
Davis, the patronesses. Guests In- 
cluded Ava Case, Mu Phi Alumnae 
and actives, Mrs. Elsenhower and 
members of the music faculty. 

She Is on the music faculty, teach- 
ing piano, at Michigan University at 
Ann Arbor. The national office of Mu 
Phi Epsilon la located there. 



Elect Truesdale 

The Freshman Home Economics 
club recently elected Dorothy Trues- 
dale as president. Others officers in- 
clude Vadeline Stroebol, vice-presi- 
dent; Bonnie French, secretary; and 
Lois Baldwin, treasurer. 

Initiation of the members of the 
Freshman Home Economics Club and 
installation of the officers was held 
last Thursday. 



The begonia was named after Mi- 
chel Begon, a seventeenth-century 
French naval officer, student of bot- 
any and Governor of Santo Domingo. 



RARE BEAUTY 
MEANS 



Richness in beautiful color. 
Dazzling brilliancy in per- 
fection. Mounted in styles 
to suit your exacting fancy. 
For 

Quality Diamonds 

REED'S, 

TIME SHOP 

Sosna Theatre Bldg. 



Collegiate 4-H 

Collegiate 4-H'ers will meet to- 
night at 7:30 In Rec Center. All new 
and old members are invited to, at- 
tend. The membership drive will 
continue until November 11. At that 
time committee appointments will be 
made. At present, the club has over 
100 members according to Louise 
Parcel, president. All those still 
wishing to Join may attend the meet- 
ing tonight. 



All students enrolling at Kansas 
State College for the first time are 
given complete physical examinations 
by the student health department. 



Patronize Collegian Advertisers. 



So Smart! 

Silver Jewelry 



pins, 
charms, and 
earrings 

for your evenings • * - - - 
rhinestone bracelets 

OPEN EVENINGS 

Gillett Gift Shop 

Glllett Hotel Building 



• - - COMING • - - 

PORGY and BESS 

i 

Broadway Hit By 
George Gershwin and Dnhose Howard 

Presenting 

ETTA MOTEN - WILLIAM FRANKLIN 
AVON LONG - EDWARD MATTHEWS 

THE EVA JESSYE CHOIR 
ALEXANDER SMALLENS, CONDUCTOR 

COLLEGE AUDITORIUM 
November 20 



168.00 - 12.40 • $1.80 • «1.20 
Tax Included 



103 College 



Now 
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Greek Candidates 



SENIOR CLASS 



President— Dick Olseti 

Ntudent, Co II 



Jr. A. V. M, A. 
Wampus Cats 

Chairman of C ollege Disciplinary 

Sigma Alpha Epslion 

YMOA 

School of Veterinary Medicine 

Secretary — Gerald Goetsch 

A* V* ML A* 

4.H 

Y. M. C. A. 



Vice-President — Jean Wise 

Editor, k -state Engineer 
l»res. A [A 
Women's 
YWCA 

aii 

[■ring & 



Treasurer — Jean Peek 

Treasurer of Student Council 
Prix 

HoHpitallty Days 
Home Ec Club 



Varsity flasket ball 
Alphn <Ja 
School of 




JUNIOR CLASS 



President— Al Maxfleld 

Jr. A. V. M. A. 
YMOA 

Wampus Tats 

Tnu Kappa Epslion 

school of Veterinary Medicine 

Secretary — Kiln Mae Stlnson 

Prix 
YWCA 

Student Viilon 
Band 



Alpha Delta Pi 
Si hnul of 



Arts 



Vice-President — Evelyn Schulti 

Phi Kappa Phi Freshman Recognition 
Phi (lii Delta 

Y. W. C. A. Group Captain 
Collegiate 4-H Club 
Knppn Delta 

Treasurer — Mary Ann Luhnow 

Pnrple 
Royal F 

Sophomore 
YWCA 
Hire Clnb 
Knp pa 



SOPHOMORE CLASS 



President — Hick D odder Idfre 

Phi Kappa Phi Presti 
Sigma Na Vice- Pres. 
YMOA 

Worn pit* Cats 
Inter frat pledge council 
School of Arts and Sciences 

Secretary — Joan Stoeker 
Quill Clnb 
YWCA Cabinet 



Vice-President— Ruth Hodgson 

YWCA Secretary 
Mlniwaaa Club Pres. 



Pi Beta Phi 

School of Home Economies 
Treasurer — Jeanette Putnam 

Kansas State I 
YWCA 

XI 



VOTE TODAY 



Your 



Independent Candidates 



SENIOR CLASS 



President— Art Roseberg 
A. V. M. A. officer 
Student Union Committee 
School of Vet 
Phi Kappa Phi 
JA Cabinet 



Secretary — Maarlne Pence 

Student Council 

Mortar Board 

Amlstad President 

State Baptist Young Peoples 



Vice-President— Arlene Shields 

Student Council 

President of Home Ec Club 

Mortar Board 

Omicron Xti 

Prix 

Phi Kappa Phi Freshman award 
School .or Home Economics 

Treasurer — Maurice Hull 

Wen Icy Foundation 
Junior A. V. M. A. 
• Intramurals 
School of Veterinary Medicine 



JUNIOR CLASS 



President — Jean Kays 

President of l'ri\ 
YWCA Cabinet 
Home Ec Counsellor 



School of Home 

Secretary — Barid Neher 

Student Council 
Pres. of Ag Association 
Wesley Foundation Cabinet 
School of Agriculture 



V let'- President — H. F. 

Wesley Foundation 
A. S. M. E. 

School of Engineering 
Jr. A. I. E. E. 



-Dorothy Cochran 

Amicossembly 



Treasurer 

President 
l*rlx 

YWCA Cabinet 
Collegian 
Theta Sigma Pht 
Phi Kappa Phi Freshman 
School of Arts and Sciences 



SOPHOMORE CLASS 



President— Merle Eyestone 

Collegiate 4-H 

Wealey Foundation Cabinet 

Y. M. C. A. Cabinet ' 

Secretary— Barbara Sogers 

Amlstad 
Purple P costers 
YWCA Group Captain 
Who's Wboot 



Vice-President — Annie 

YWCA Cabinet 

Freshman Home Ec 



Treasurer — Frances Km art 

YWCA 
Religious 
Theta 




VOTE TODAY 
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Week 
Starls Sunday; 
Pfuetzes Here 

Religious Emphasis Week 
will be observed at Kansas State 
next week, beginning with Sun- 
day's program. Two college as- 
semblies, several forums, dis- 
cussions and Individual confer- 
ences with the two leaders have 
been scheduled. 

The leaders are Paul E. Pfuetse, 
pro feasor of philosophy at the Uni- 
versity of Connecticut, and hla wife. 
Mrs. Louise Gibson Pfuetze, who la 
a member of the national YWCA Btaff. 

GradOf '28 

Professor Pfuetze was graduated 
from Kansas State in 1928, after mak 
ing a brilliant college record. He was 
president of the College YMCA, presi 
dent of his fraternity, active In dra 
matlcs. debate and other activities, 
and was the first Kansas State man 
accepted as a Rhodes scholar. Illness 
prevented his going to England In 
that position, however. He received 
his M. A. In 1939 from the Pacific 
School of Religion. 

Studies At Yale 

Mr. Pfuetze also attended the Grad- 
uate School of Religion at the Uni- 
versity of Bouthern California, going 
East in 1940 to continue hla studies 
at Yale, He is now a candidate for 
the degree of Doctor of Philosophy, 
having his doctoral dissertation yet to 
complete. This 1b his third year of 
teaching philosophy and religion at 
Connecticut. 



Will Star In Saturday's Celebn 



• f f 




Football player* 

! queei 
Nc 



practice to chat with the sideline attraction, 
(back row from left to right) Joe Pollom, Jack 
Frlck; (front row from left to right) Jim Un- 
Smtth and Russell Hardin, 
(from left to right) Vera Peterson, Annex I; Norn Jane 
; Hetty Can-, Alpha Delta PI; Jnnnlta Bllllngton, Clovta; Melbn Norhy. Van Zile Hall; 
ilconsembly; Kathryn Ashbaugh, (hi Omega; Darlene Knauer, Amlstad; Helen 
; Martha Berkman, PI Beta Phi; Miriam Hobba, Kappa Kappa Gamma; Nancy 
Delta Delta.; Caroline Myers, Alpha XI Delta; Jean Reneau, Amleosseinbly, 

" and Ruth Holdcrson, Van Zilc Hall. 



Greeks Take All 
Class Offices 

All Greek candidates were elected 
at the sophomore, Junior, and Henlor 
elections last Thursday In Rec Cen- 
ter. Voting was organized so that all 
three classes voted at a different 
booth and the campaigning was more 
obvious than It has been for several 
years. 

Officers elected for the sophomore 
feasor Pfuetxe Is a Fellow of the Na- c j M8 are Dick Dodderldge, president; 



While here In school, from 19 2« 
to 1928, Pfuetze was the Student as- 
sistant to the pastor of the Congre- 
gational Church. In 1932 he was mar- 
ried to Louise Gibson of Pasadena. 
In California and New England he 
has attended Btudent gatherings in 
various capacities of leadership. Pro- 



EducaUon. He is 

Pfuelze, Manhattan utility commis- 
sioner, and a brother of Scott Pfuetse, 
Riley county probate judge. 

Mrs. Pfuetze, too, baa long been 
connected with student Christian 
work. Hes present position on the 
staff of the national YWCA is work- 
ing with USO Campus Services. She 
has also worked in various phases of 
the YWCA Student and Industrial 
programs, and Is connected with the 
American Friends Service Committee. 



tlonal Council on Religion In Higher Rutu _ j^dgso^ v president; .. Jo- 

the ton of E. C. Ann sioecker, secretary; and Jan 



fary: 

Putnam, treasurer. 

Junior officers elected are Al Max- 
field, president; Evelyn Schultz, vice- 
president; Ella Mae Stinson, secre- 
tary; and Mary Ann Lubnow, treas- 
urer. 

Officers elected for the senior class 
are Dick Olson, president; Jene Wise, 
vice-president; Jerry Goetsch, secre- 
tary; and Jean Peck, treasurer. 



Apportion Fees 
For Activities 



The approximately (20,000 of Btu- 
dent activity fees for the fall semester 
at Kansas State College has been di- 
vided among 10 campus activities for 
the academic school year by the Col- 
lege apportionment board. President 
Milton S. Eisenhower approved the 
allotments designated by Prof. H. W. 
Davis, Prof. R. I. Throckmorton, Der- 
ald Jernigan, Osage City; Edith Wil- 
lis and Ethellnda Parrlsh, chairman, 
both of Manhattan, apportionment 
board members.' 
' Heading the list with the greatest 
amounts are athletics which received 
$9,800, and the Royal Purple, Col- 
lege yearbook, with $6,834. Other ac- 
tivities receiving allotments are band 
and orchestra. Student Governing As- 
Bociation, Kansas State Players, de- 
bate and oratory, home economics 
Hospitality Week, accounting and 
publicity. 

The entire Hat of allotments: 

Per Estimated 
Activity centage Amount 

Athletic,- ".00 l».«00.92- 

Royal Purple it'll 

Band and Orchestra .. ! J0 

g O. A. ■ *-' 5 

K -State Players 150 

Collegian -■■ h*3 

Debate and Oratr>ry .. .75 
Home Economics 

Hospitality Week .. 1.35 

P^i^y 11 *...:::::::::::::::::: *S 



To All 

The Student Council has recom- 
mended tJiat Homecoming Day, 
November 11, be a student holiday 
and, In the event of victory In the 
Homecoming football gtime, that 
Mondny, November 18, also be a 
This recommendation Iimm 
approved by the Council of 
November 11 is Armistice 

Day, a- 



President Announces | Homecoming - 
Approved Holidays Ce l ebration Set 

For Saturday 

The third wartime Homecom 
Ing Day will be observed Satur 
day. There will be no claBBes 
held that day. 

Homecoming festivities start 
Friday night with the Ball, 
sponsored by the Student Coun- 
cil. The Homecffmlng queen 
and her two attendants will be 
selected by ballot at the Ball. 
Fifteen minutes before inter- 
mission Ethelinda Parrlsh, 
president .of the Student Coun- 
cil, will Introduce the candi- 
dates. Voting will take place 
during intermission. Pictures of 
the candidates are on display 
in Anderson Hall and the Col- 



Kansas Editors 
Lunch Guests Here 

Invitations to attend Kansas Edi- 
tors Day and the homecoming football 
game Saturday have been Bent to 
nearly BOO KanBas editors and Press 
Women by the Department of Indus- 
trial Journalism and Printing. The 
state editors and other Journalists 
will gather in Manhattan as guests of 
the College Journalism and athletics 
departments. 

R. R, Lashbrook, head of the Jour- 



I went in einpliiisl/.i- thai all Htu- 
tfeittH should attend classes on No- 
vember 1A, in the event that our 
team Is not the victor on Htmie- 
romlng Day. 

Ttay Thanksgiving 

Many student** have requeued 
thul I he Thanksgiving holiday on 
November 23 In- cvtended lo In- 
clude i villus and Huturdny, No- 
vember 24 and 'Hi. The Council of lege Canteen. 
I>euns nan not approved thin re- 
quest and I agree with the Coun- 
cil's decision. There are ninny rea- 
son* for this. 

All Americans, In their earnest 
desire to bring the war to a suc- 
cessful conclusion at the earl lest 
possible moment, are sticking to 
their Jobs, working harder than 
before. We do not wish to be 
others in this, 
possible the trl- 
accelerated program, it tins 
been necessary to give up many 
privilege*) which can be restored 
only when the war 1* over. To dc- 



nallBtn department, said this year's 
program tor the newspaper men and , duet even one and a half days from 
women will be an Informal, "get-to- an accelerated prtigram would seri 
gether" affair. The day'fl activities 



Total 



B,83t.00 

40o.no 

750.00 
500.00 
1,146.00 
150.00 

270.00 
200.00 
160.00 



100.00 $10,000.00 
authorised by 



Eighty percent ot the Industrial 
used In the U. 8. Is electric. 



Tickets . . . 




will be sold at the door 
night at the Aval on. 



will get underway at 11 a. m. Satur 
day when the editors meet In the 
Journalism building for a swap ses- 
sion. "At the swap session," Lash- 
brook said, "the newsmen and women 
may discuss topics of their own 
choice." 

The Kansas State Collegian, stu- 
dent newspaper, will serve a free buf- 
fet luncheon at noon to the visiting 
press men and women. C. J. Medlln, 
graduate manager of student publi- 
cations, will be In charge of the 
luncheon. He will be assisted by 
Journalism faculty member and stu- 
dents. 

M P. (Mike) Abearn, athletics 
director, aald each newspaper is en- 
titled to two free tickets to the Wlld- 
cat-Jayhawk game starting at 2 p. m. 



Javamarac Nov. 18 

The annual Javamarac veterinary 
ball will be held November 18, at 
the Avalon Ballroom. About 180 
couples are expected to attend. 

In former years the veterinary 
students have had a dinner and dance. 
This year, because of wartime condi- 
tions, the dinner has been eliminated. 

The ball will be sport this year. 
Music for the dance will be furnished 
by a local band. The Junior Ameri- 
can Veterinary Medical Association 



ously jeopardize course schedules. 
Third, some students are deferred 
solely for the purpose of complet- 
ing their training and It would not 
be appropriate for 
the spirit of such 

Cooperation Necessary 

I am sure all student* will under- 
stand and give wholehearted co- 
operation to the decision lo limit 
the Thanksgiving Holiday lo No- 
vember 2», A nation at war keeps 
Its educational Institutions func- 
tioning In the Arm belief that edu- 
cation is vital to war itself and to 
tins peace that is to follow. In re- 
turn, Btudent* and faculty alike of 
every educational Institution must 
keep faith with the people general- 
ly, all of whom are making great 
a 



The queen and hor attendants will 
he announced and Introduced al the 
half of the K. U.-K -Slate football 
game Saturday. Gov. Andrew Schoep- 
pcl has been asked to Introduce the 
queen. As the college hand plays 
a fanfare the queen and her two at- 
tendants, escorted by Dick Olson, 
Dilvld Neher and Charles Schwab, 
will be driven on the gridiron In con- 
vertibles, 

TlcketH for I he Homecoming Ball 
may be purclmned from any Student 
Council member. They will also ho 
on sale this afternoon and alt day 
Friday In Anderson. Only a limited 
number can be sold. Each ticket hold- 
er will be given a ballot lo vote for 
hla favorite candidate for queen. 

The foot halt game Saturday be- 
tween KaiiBUH University and Kansas 
State Is their 4 2nd annual game. If 
Kansas State wins the game, Monday 
has been declared a bollduy by the 
council of deans. 

Ol her events of Homecoming Day 
will be the alumni luncheon and the 
edltor*T party. At the alumni lunch- 
eon the no speeches cUBlom will be 
observed. 

The Department of Athletics and 
the Department of Journalism will 
be hosts to Kansas newspaper editors 
at the football game. The Collegian 
wilt entertain the editors al a lunch- 
eon at noon In Kedzle Hall. 



Mo ten, Franklin 
Lead Operetta 
Cast Nov. 20 



Etta Moten, as the beloved 
Bess, and William Franklin, the 
devoted Porgy, are the leading 
stars In George Gershwin's im- 
mortal "Porgy and Bess" which 
will be given here November 20. 

A star of both Broadway and 
the screen, Etta Moten has been 
with the operetta since almost the be- 
ginning of "Porgy'i" career. 
Moten received a part of her 
training at the University of 
under the directorship of D. M. 
Swartnout. Following, she starred in 
Broadway's "Fast and Furious," 
"Sugar Hill," and "Zombie" with 
Pauline Starke. In tbe movie, "Fly- 
ing Down To Rio," she was the Car- 
loca girl, 

William Franklin, a new member 
to the cast, was formerly featured as 
the vocalist with Earl Hi nee' and 
Eddie Cole's orchestras. A graduate 
of the Chicago Conservatory of Mu- 
sic, he made hli debut In the concert 
A eld with the Chicago symphony and 
WON Symphony Orchestras. 

Franklin In 'A Ida* 

Mr. Franklin sang the leading rote 
of Amonasro In "Alda" with the Chi- 
cago Opera Company. This was fol- 
lowed by "Swing Mikado" and the 
radio premiere of "Ballad For Ameri- 
cans." 

In thlB tragic romance of Porgy, 
the goat-man, for the attractive hut 
fickle Bess, Miss Moten and Mr. 
Franklin slug Gershwln'i well-known 
"Woman To Lady," "I Loves You, 
Porgy," and the duet. "Bess, You Is 
My Woman Now." 

Kagu of Catfish Row 

"Porgy and Best" is the saga of 
Catfish Row, Charleston, 8. C, and 
Is the story of the tragic romance be- 
tween Porgy, the crippled negro beg- 
gar, and Bess. Avon Long plays the 
part of Bportln' Lite, the whiskey and 
dope- peddler, 

portraying the hnaiy Crown who 
claims Bess as his woman. 

Other members of the all-negro 
cast are Oeorgette Harvey who plays 
Maria, the shopkeeper. She Is the 
only member of the original cast of 
"Porgy" (the play) who also appears 
in thiH production of George Gersh- 
win's "Porgy and Bess." Harriet 
Jackson, as Clara, sings the welt- 
known lullaby, "Summertime," 

Alexander Smalleua, American 
Conductor, though a native of Rus- 
sia, Is the musical director. He has 
been leading the orchestra since 
"Porgy and Bess" was first produced. 
The Eva Jessyo Choir adds their mu- 
sical selections to the story. 

Tickets On Hale 

"Porgy and Bess" is being Bpon- 
Bored by the KanBas State Players, 
with Earl O, Hoover, assistant profes- 
sor of speech, in charge. Tickets may 
be secured :tl 111" Auditorium box of- 
fice from 3 p. m. to 9 p. m. daily ex- 
cept Sunday. The box office wit) be 
opened following the homecoming 
game. 




Benjamin Franklin was a succ 
with only two years of schooling — but 
you may not be a 



Pep Dance 



• • • 



Jr. AVMA Auxiliary Meets 
Members of the Junior AVMA 
Auxiliary held a wiener roast last 
Wednesday at their regular monthly 
meeting. The AVMA Auxiliary, an 
organization of wives of Veterinary 
students, Is a combined business and 
social organization. Tbe club has SO 
members which Is the largest re- 
in the history of the ctub. 



There will be no classes Sat- 
urday morning but the Student 
Holiday Committee lias planned 
a pep rally and dance In the Ava- 
lon from 10 until 12 that morn- 
ing. If we win the game there 
will be a holiday Monday with a 
In the J 
activities 
planned. If we do not win the 
game students will attend elass- 



Students to Hear 

Valeur This A. M. 

•j 

Students will hear Robert Valeur, 
head of the French Fresa and Infor- 
mation Service In New York, this 
morning In assembly at 9. 

M, Valour, representative of the 
French Provisional Government, was 
born in France in 1803. After taking 
his doctorate In laws at the Univer- 
sity of Lyon, he came to the United 
States In 1936 with a Rockefeller 
scholarship. 

In 1935. he organised In New York 
the French Information Center and 
when the war broke out in 1939, he 
was appointed representative In the 
United States of tbe French Ministry 
of Information. 

M. Valeur played a part In the or- 
ganization of the Inter-Allied Infor- 
mation Center now the United Na- 
tions Information Office of which he 
is associate Becrelary general. The 
French PreBsand Information Service 
which he heads Is an agency of the 
French Committee of National Lib- 
eration. • 



Sigma Tau Electa 

Election of officers was betd at the 
last meeting of Sigma Tau, honorary 
engineering fraternity. Everett May 
was elected president. Other officers 
elected were Robert I 
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Have Fun . . . 

* 

Saturday marks the third Home- 
coming of World War II. and on a 
thousand batttefronts former K- 
SUters wilt turn their thoughts to- 
ward Manhattan and the festivities 
here. Though they cannot be with 
us we will be thinking of them as we 
take part In the traditional activities. 




body owes a vote of 
to their representative* 
ob the Student Council who took 
thing* in their own I 
we may enjoy 



It's Up To Vm 

It iB now up to those of us who are 
fortunate enough to be on the campus 
to see that the whole affair goes over 
"In a big way." Though the number 
of returning alumni will be limited, 
spirit muat still run high. The team 
deserves our full support, and a high- 
spirited crowd should be at the ball 
tomorrow night and the varsity Sat- 
urday night. 

The Jayhawk-Wlldcat battle is 
annually the atate football classic for 
what the teams lack in skill they make 
up many times In plain spunk and 
fight. This clash falling on Home- 
coming the flame of the old feud is 
fanned even brighter. It's up to us 
to be hacking our team In spite of 
weather or score, and from what 
we've seen at K-State football games 
so far this season, we're Just the kids 
who can do It. 

H(>rt«'H Howl 

Ho here'H to a "Happy Home- 
coming." Win or lo*e, we're 
bound to have a good time with 
hcIiooI spirit high, and cm h of 
tut a K-HUitcr through and 
through, no mutter whut the 
wore. For thone who cannot 
be with ua, we give our plcdge 
tliat we'll do a* well an pONNible 



to the day when Httf nil 

lome" to Join In the 

Willi UM. 

With everyone getting Into the 
spirit of the thing with no reserva- 
tions It's bound to be a great success. 
We'll be seeing you at all the festivi- 
ties, then, and let It be known that 
though the crowd may be smaller than 
It has been in previous years, the 
Wildcat spirit la stronger than ever! 



"Jerry Seymore," Joe Neidfg has been 
cast. He should have been cast Into 
the Kaw River. He's a big enough 
drip. Neldig la really an excellent 
actor though. He baa wonderful stage 
actions. Personally with his actions 
It's the insanity stage. 

Well. Hallowe'en Is over for an- 
other year but nest year will bring 
out another bunch of spooks. "Bunch 
Of spooks" — that's a TKB pledge 
class with pumpkins. 

FIA'HH! 1 1 Who turned on the 
hydrant In front of the Beti 
Tuesday??? 

During Panheltenic open house the 
Tri Delt was the only sorority in 
need of M. P.'s. Next week they plan 
to hold an Indian party. But, 1*11 bet 
it will turn out to be a Military "Res- 
ervation." 

The officers all go to the Tri Delt 
house for their basic training. The 
obstacle course on the east porch Is 
one of the toughest in this part of 
the country. Of course, a few of the 
stronger soldiers get away. The Army 
is putting out a new campaign rib- 
bon for service seen at this house. 

Tliat's about the extent of our 
rambling* for thift time. But we leave 
you with till* parting thought: "Hie 
non bromo, doc medial urn — blnb." 
Which, when freely translated, meana 
— "If you haven't it 'rep* you ain't 
hep!" 



Tt^fiM-E-O-W 



Rah, Rah. Rah— Slits Boom. Oh, 
er. excuse me, I was just celebrating 
the K-State Victory over the current 
"Shocker" team. After the game the 
Shockers took an aspirin and the 
Blue Moon took 30 K -state students. 
Blue Moon, that's the Avalou with 
music. 

Harvey (Half-pint^that's all he 
could find) Haas was a Blue Moon 
visitor. He said the dancing was 
swell. Of course, It was a little 
crowded under those tables. 

Also on the Wichita docket was a 
huge party thrown at the home of 
one Jene Wise of Wichita. It was 
thrown but not quite tar enough. 

Dale (Sinatra's got a punctured 
ear-drum, too) Cowan was In evi- 
dence at this formal brawl, or rather 
ball. We could have learned more 
but by the time yours truly arrived 
everyone had vanished. I knew I 
shouldn't have blown that siren as 
I pulled in the driveway. 

During the course of the evening, 
three Cavalry Commandos entered on 
the scene. There was an exchange of 
blows. Then the officers ran out of 
breath. Jean Smith found himself 
competing with a lieutenant. Smith 
found that he was out ranked. In 
fact, this lieutenant was about the 
rankest he had over seen. 

Big John (Leave 
want to do Is graduate) Winters 
the coming months all planned. He 
intends to build a duck blind in back 
of the Canteen. Hah, any ducks 
Winter would sltoot would have to 
be blind. 

It seems Earl Hoover Is having 
troubles with "Claudia." He has al- 
ready chosen Pauline Flook as "Ma- 
dame Dorischa" and for the part of 



Students Represent 
33 States, 4 Countries 

Thirty-three of the 48 states in the 
union, the District of Columbia, Ha- 
waii and four foreign countries are 
represented by 1,619 students on the 
Kansas State College campus, ac- 
cording to Miss Mary Kimball, regis- 
trar. 

Indicative of the stronger Pan- 
American relations which are being 
brought about between the United 
States and countries south of the 
border Is the increase in the number 
of Latin-American students at 
sas State. Last year there was only 
one, a student from Uruguay. This 
year there Is one from Colombia, one 
from Costa Rica, one from Panama 
and five from the island of Puerto 
Rico. 

Missouri leads in the number of 
out-of-state students on the campus 
with E4 enrolled. Oklahoma is sec 
ond with 16 students from that state 
Nebraska and New York tie for third 
place with IS each. Ten students are 
from Illinois, nine from California, 
eight from Texas, six from New Mexi- 
co and Ave each from Minnesota, Wis- 
consin and New Jersey. There are 
two Hawaiian students at the College. 

All but five Kansas counties are 
represented at the College. Riley 
County In which the College is locat- 
ed, has 271 men and women attend- 
ing Kansas State. Sedgwick is next 
Uh 61 students. Forty-three stu- 
dents are enrolled from Dickinson, 
while Wyandotte and Reno Counties 
have 37 students each. Shawnee 
County is close behind with 36 stu- 
dents attending the College. 

Forty-one counties are represented 
by 10 or more students. The counties 
which are not represented In the Col- 
lege enrollment are Chautauqua, 
Kearny. Morton, Seward and 
ton. 



"A Faith for the Future" 
Religious Emphasis Week 
November 18-U 



NUNC AY, November 12 

At the regular 
Manhattan churches 



Religious 
will be planned on the theme of the 

MONDAY, November 13 
7:40 to 7:0B a. tit 




TUESDAY, November 14 

7:40 to 7:05 a. m 



YWCA 



201, 



Paul E. 




10 a. a 
Future 
4 p. tn 

YWCA, Prof, and Mrs. 
World." 

7:80 p. m. Mass meeting In 
dent clubs. Professor Pfuetxe 

WEDNESDAY, November 15 

7:40 to 7:66 a 
Anderson Hall 

a. m. Professor i'fuetze will speak to 
10 to 19 a. m. Personal Conferences 
4 p. m. Open meeting In Recreation Center, 



on "A 



hMthe New 



Stu- 



YWCA 



Ag. 



111. 



8 p. n 

Ing on "Sex and the Family" 

THURSDAY, November 16 

7:40 to 7:86 a. m. 



YWCA 



9 to 12 a. 

8 p. m. Ci 
Proposal" 

4 p. m. Open meeting, Wlllard 115, Freshman 
Gibson Pfuetse speaking on "Rules for Living" 
O p. m. Dinner Conference for Faculty and Ministers at College Cafeteria, 
Mr. and Mrs. Pfuetze giving observations for enriching rellgit 

M. S. 



8 p. m. Faculty meeting in Recreation 
will Introduce Professor Priietze speaking on 
in Recent Theological Thought" 

NOTE: Interviews with either Paul E. Pfuetxe 
can be had by appointment only. 
YWCA office. 



College Officials 
To Teachers Meet 

Four members of the College staff, 
Including President Milton S. Eisen- 
hower, took part tn the Topeka sec- 
tion of the 81st annual session of the 
ansas State Teachers Association 
Thursday. Friday and Saturday. Sim- 
ilar meetings went on in Wichita, 
Pittsburg. Sallna, Hays and Garden 
City. 

President Elsenhower made two 
addresses Saturday afternoon. His 
first was made at a meeting, of col- 
lege teachers and was titled "Educa- 
tion — A Look Ahead." Later in the 
afternoon he spoke before teachers 
of the lr 
the Fighting ! 

Mrs. Lucile Rust, professor of home 
economics education, reported to a 
home economics section on the new 
national home economics club organ- 
ization. Mrs. Rust recently attended 
a meeting in Washington, D. C, of 
the executive committee of this new 
organization. She also was the of- 
ficial delegate of the College to the 
Topeka meeting. 

In a session of the mathematics 
section on Saturday, Dean R. W, Bab- 
cock of the School of Arts and 
Sciences, led a panel discussion 
on mathematics In the rehabilitation 
program. 

Dr. W. E. Grimes, head of the De- 
partment of Economics and Sociology, 
discussed "Problems Ahead in Ag- 
riculture" at a vocational agriculture 
session Saturday morning. 



Lou i no Gibson 



Pfuetze 
or the 



GSO Frolic . 



alone, all 1 



A "GSO Frolic" will be 
nented In Hec ('enter tonight at 8 
o'clock under the auspice* of the 
Business Administration Stu- 
dents Association and the YMCA. 
The members of the east are all 
from the Girls' Service Organi- 
sation at the Manhattan USO, 
have 
for the 
public Is invited. 



$1,000 Gift Goes 
To Wheat Research 



KSC Players To USO 

A group of special numbers Is be- 
ing planned by the Kansas State 
Players for the service men's enter- 
tainment at the U. 8. O. or at the 
Fort. These numbers will Include 
musical numbers, either Instrumental 
or vocal, as a solo or as a group. 
Other numbers may include dances, 
readings, and other Individual or 
group numbers. 

Any student who 1* Interested in 
helping with this project is asked to 
contact Jeannette Puttnan Immedi- 
ately. Call by phone, 4413. or drop 
a card, box 2B7. 
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A check for $1,000 to be used tn 
the breeding and testing of perennial 
wheat and drought-resistant wtfeat 
In .Kansas has been presented to the 
College by the Uhlmann Orain Com- 
pany of Kansas City. Announcement 
of the gift came from the office of 
President Milton S. Eisenhower. 

The research In this field financed 
by the grain company will be under 
the direction of the Department of 
Agronomy with Dean L. E. Call, Prof. 
R. I. Throckmorton, and Prof. L. P. 
Relta In direct charge, and in consul- 
tation with Dr. John H. Parker, di- 
rector of the Kansas Wheat Improve- 
ment Association, Manhattan. 

In accepting the gift President 
Elsenhower said, "Very often It Is 
through such far-sighted, unselfish, 
and generous action that real progress 
In worthwhile research is possible. We 
hope that as a result of this project, 
valuable progress in the production 
of drought-resistant wheat in 
may be achieved." 



YMCA Installation 
At Meet Tonight 

At a meeting at 7:30 tonight 
In Rec Center, Dr. Howard T. Hill 
will act as the installing officer for 
the installation of the new officers of 
YMCA. Marvin Norby will be in- 
stalled as the new president; Dick 
OlBen. Merle Eyestone, and George 
Wreath will be installed as first, sec- 
ond and third vice-presidents, respec- 
tively. Ralph Foglemaa will be in- 
stalled as secretary. Five students, 
Charles Jones, Bob Oberhelman, 
Arthur Roseberg, Charles Schwab, 
and Stanley Stewart, will be Installed 
as the members of the board. 

Before the Installation of officers, 
at 7 p. m., the members will go to 
the Illustrations building to have 
their pictures taken for the Royal 
Purple. 

At„8 p. m. a Qirls' Service Organi- 
sation frolic will be given In Rec Cen- 
ter for all YMCA members and busi- 
ness administration students espe- 
cially, with an invitation Issued to 
any other students who are interested. 
The program will consist of costumed 
coeds, tap-dancing, music and com- 
edy, under the direction of Sgt. Franz 
Schneider of Ft. Riley. Sergeant 
Schneider was formerly with RKO 
professional vaudeville. 



Sell Army Material 
Left On Campus 

Plans are underway to dispose of 
the materials and equipment left by 
the armed forces who were stationed 
on the campus during the past year 
and a half, according to R.NA. Seaton, 
dean of the School of Engineering and 
Architecture and War Training rep- 
resentative for the College. Under 
the government contract, the College 
has the right to purchase any of the 
equipment it wishes. 

Dean Seaton is tn charge of the 
disposal program and Is receiving 
bids from the different schools — 
home economics, veterinary medicine 
and others — for the tables, chairs, 
serving ovens, dish washer and 
kitchen equipment that were used In 
the Army mess hall. 

Other equipment, such as built-in 
fixtures In the fraternity houses and 
light fixtures in the study halls used 
by the Army, may be purchased by ' 
the owners of the buildings. 

At present the building formerly 
used as the Army mess hall is being 
used only to store the equipment. The 
building, previously the livestock 
judging pavilion and home of the Lit* 
tie American Royal, was remodeled 
more than a year ago to provide suit- 
able facilities for feeding Army train- 
ees. Converted Into a dining hall, the 
pavilion with cement floors, added 
heating fixtures, plastered walls and 
the necessary equipment, seated 800 
Army trainees at one time. — 

Now the building has been turned 
back to the College. No definite plans 
have been made for its future use. 



Pamphlets to YWCA 

"Have You Met Yourself?", "Go- 
ing Somewhere?", and "Shall 
Marry Now?" are some of the titles 
of several pamphlets which have been 
sent to the YWCA office from the USO 
campus service division. These book- 
lets and pamphlets are on display in 
the YWCA lounge, upstairs in An- 
derson hall. 

Mrs. Louise G. Pfuetie. who Is com- 
ing to the campus with her husband 
for Religious Emphasis Week, has 
written that this material Is being 
made available to the national YWCA 
organisations, and If the request is 
made for more of sucb booklets, they 
will be sent here. 



Rev. Harold B. Ingalls, associate 
eiecutive of the student YMCA, was 
a visitor on the campus Monday for 
a few hours. He is working In this 
region this month and will be in To- 
peka this week-end tor the Kansas 
Fall conference. 



There are some good Japs but let's 
not dig them up. 



Bs. Students 
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of all 




i at 7:80 
lions to have a picture I 
the Royal Purple. At 8:00 



Art Department 
Shows Gifts 
In Anderson 

Fascinating shoes, hats, figurines 
and statuettes from the four corners 
of the globe soon will be exhibited by 
the College art department on the 
second floor of Anderson Hall. Dan 
Casement, well-known Manhattanlte, 
gave these and many other priceless 
curios to the art department from the 
Collection made by bis late mother-in- 
law, who was a world traveler. . 

Turkish, Korean, Japanese. Chinese 
and East Indian shoes will hold the 
attention of many Interested specta- 
tors. The shoes, when they are ex- 
hibited, indicate the tastes of many 
peoples. The platform shoe from Ko- 
rea disproves the concept that the 
American originated the platform 
shoe for his lady. Elaborate gold em- 
broidery typifies the Turkish shoe. 
Japanese rain shoe* are black wooden 
clogs that raise the wearer above 
flooded streets. 

Straw hats from Manila' for all oc- 
casions are In the collection. Intricate 
designs are carved in numerous figu- 
rines which ware purchased in Ma- 
nila uid the Philippines. Many of 
these are of oxen carts and water buf- 



falo. Several types of boats are repre- 
sented. 

Miss Dorothy Barfoot, head of the 
Department of Art, and Dr. Martha 
Kramer of the Department of Food 
Economics and Nutrition, formerly 
head of the Department of Home Eco- 
nomics at Yenching University, have 
reassembled many of the curios which 
had become broken 
in their travels. 



Sweaters 

Slipovers 
Cardigans 
Long and Short Sleeve 

Fitted Waist Line 

In mil new high shades 

W.98 to |?*M 

Wareham Hat Shop 



GREETINGS! 



Homecom 
Grads 



PINES CAFE 
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KANSAS U INVADES WILDCAT 



Purpleclads Set To Pluck 
Jayhawk's Feathers 



Most Important game of the year, the 1944 Homecoming loomB 
as a tossup. The annual battle with the Kansas University Jay- 
hawkers Is one which prognosticatore steer clear of, but the 
prospects look good for the Wildcats. 
This Is the forty-second annl- 
of this gridiron battle ' 



and promises" to be just that 
from the opening kickoff to the 
final gun. The "Cats hope to 
bring back their famous razzie 
dazzle and make thiB homecom- 
ing a success. 

Locals Beat Shockers 

Back from Wichita where they 
pounded against the Wheatshoeker 
goal all afternoon, rakins In their 
first win of the aeaaon. the local pig- 
skinnera have been hard at work ail 
week preparing lo take their first 
conference triumph. 

From Lawrence cornea the infor- 
mation that Coach Henry Shenk haa 
promised hia Jayhawkera that their 
but football of the season will be 
none too good. The Oread mentor 
feara the running and passing attack 
of the fleet Wildcat backs. However 
he believes he has found a clicking 
combination that will bring him vic- 
tory. Charley Moffett, halfback, and 
Leroy Robiaon, fuHback. are slated 
to lead the J ay hawk attack. 

KU Wins From Olatlie 

The boys from the Flaw In the Kaw 
slapped a 33-14 defeat on the Olathe 
Clippers last week. The defeat wbb 
heavier than expected after the loas 
of several Navy players. 

Bob Mooney. newly found star from 
Mankato, will see plenty of action 
Saturday. He may be what Coach 
Ward Haylett is looking for to put 
bputb In the scoring attack. Ronnie 
Webster, shifty halfback, is in ex- 
cellent condition and expected to 
reach top form Saturday, after being 
hampered by Injuries all year. The 
whole squad 1b Inspired and will turn 
loose Saturday to play the brand of 
ball of which they are capable. 

Use T and Single- Wing 

The Purple and White clads will 
be operating from behind a T fdrnia- 
tlon and single wing that reached its 
present season perfection last Satur- 
day at Wichita, rolling up 271 yards 
from the line of scrimmage. Haylett 
will send at Kansas U. a bewildering 
assortment of aerials, end runs and 
* line bucks such as Kansas State 
Homecoming fans haven't seen In 
years. 

Coach Haylett will probably start 
a team Bimilar to the one which 
started against the Shockers. At the 
end positions will be Jack Newell and 
ForrlB Frick, Dale Cowan and Earl 
Haury will hoi* down the tackle 
births, Rubs Hardin and Marvin Nor- 
by will be at guard positions. Joe Pol- 
lorn will be at center Blot. Jay Pay- 
ton will start at quarterback with 
Webster at left half, Jean Smith at 
right half, and Mooney In fullback 



Wildcats Cop 
Season's First 
Triumph, 15-0 
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Dec . 4— Fort Riley, here 
Dec. 9 — Great Bend, here 
Dec. 11 — Washburn, there 
Dec, 18 — RockhurBt, here 
Dec. 22— K. U., Kansas City 
Dec. 23 — Nebraska, Kansas City 
Dec. 29— Fort Riley, there 
Jan. 2— Oklahoma U.. here 
j all . 6 — Iowa State, there 
Jan. 8— Rockhur«t, there 
Jan. 13 — Harington air base, here 
Jan. 20 — Nebraska U., here 
Jan. 30 — Kansas U„ there 
Feb. 3 — Washburn, here 
Feb. 5 — Missouri U.. here 
Peb. 10 — Oklahoma U., there 
Feb. 12 — Norman Navy, there 
Feb. 16 — Kansas U.. here 
Feb. 17— Herington air base, there 
Feb. 24— Iowa State, here 
Feb. 26— Nebraska U., there 
Mar . 2— Missouri, there 



Nursery School Clans 



WAREHAM 



new afternoon class from 3 to 5 p. m. 
It consists of ten children and is un- 
der the supervision of Mrs. Margaret 
Jaggar, one of the new instructors. 



Probable starting lineups are: 
K-State K. 0. 

Frick LE Gregory 

Haury LT...... Wygle 

Norby ...LQ Keller 

Pollom C Hird 

Cow&n +*•«*#**•■ m#..RTtiitp« RoiiB6 

Newell BBS. Hunter 

Payton QB. Weatherby 

Webster LH Sutherland 

Smith RH Moffett 

Mooney FB 



*v I* 



Basketball Team 
Begins Practice 

Basketball practice is getting un- 
derway, Coach Fritz Knorr said this 
week, with from 12 to 20 men re- 
porting for evening workouts. 

"Night practices are not ideal," 
Knorr reported. "As the first game 
>P proachea it will be necessary for 
attendance to improve." 

The schedule, larger than last year, 
has been expanded to include as many 
Army and Navy teams as possible to 
help them fill out their schedules. It 
was necessary to turn down several 
requests. 

Only returning letterman will be 
Joe Rldgeway, veteran of the '42-43 
varsity and last year's ASTF quintet, 
which was coached by Knorr. The sol- 
dier aggregation, which proved to be 
one of the beet In the locality, also 
gave some college competition experi- 
ence to Bill Schults, Dick Spencer, 
Ralpb Stuesser and Gerald Ooetach. 

Approximately twelve more men 
are expected to report with the end 
of football season. Men interested may 
still 



There remains no doubt whether 
Kansas State or Wichita has the bet- 
ter football team. The Wildcats de- 
cided that problem in grldironology 
Saturday afternoon by convincingly 
defeating the outclassed Wheat- 
shockers 16 to at the Wichita 
coming. 

It was Kansas State all the way as 
the Haylett-Socolofsky-Knorr 
constantly threatened the Wichita 
goal line while a tough, scrappy Ag 
gietown line thoroughly stopped all 
Shocker offensive ambitions, Only 
once did Coach Melvln Binford's 
eleven get into Kansas State territory 
and that was one minute before the 
flrst half ended. Trying desperately to 
score, the war-town footballers called 
on their star passer, Dick Ambler, 
who pitched them all the way to the 
K-State 13. There, the Haylettmen 
called a halt as Bill (Doe) Faublon 
batted down two toucndown-atrabd 
passes and Rubs Hardin, guard, 
spilled Ambler for a 17-yard loss on 
the Wildcat 30. 
Mooney, Wobster Score 

Scoring honor& for the day went to 
Bob Mooney, fullback, and Ronnie 
Webster, left halfback. Mooney, a 
Mankato 19-year-old subbing for Bill 
Clary at fullback, scored In the sec- 
ond period when he snared Jim Un- 
gles' high-bouncing fumble and 
raced over the goal line from the 
Wichita six-yard stripe. Ungles had 
broken loose on the Shocker 18 and 
appeared touchdown bound when a 
Jarring tackle knocked the ball out 
of his arms, down to the ground, and 
up again into the arms of the alert 
Mooney. tingles and the Mankato 
fullback sparked the scoring drive 
which started on the Wildcat 48. A 
line plunge for extra point failed. 

Webster scored the second tally on 
the first play of the fourth quarter. 
Cutting through the line on a per- 
fectly-coordinated play, he raced 29 
yards to Bcore. Not a Wichita player 
touched the flying Wildcat who stiff- 
armed the Shocker safety on the five 
yard line. Webster placekicked for 
the extra point. 
8 Safety Points 

The Wildcats garnered their re- 
maining two points on a fourth quar- 
ter safety as Ambler, trying to con- 
nect with last-minute passes, was 
smothered behind hia own goal by 
a fast-charging line made up mostly 
of Wildcat second and third stringers. 

Although they finally found a scor- 
ing punch, the Kansas Staters passed 
up at least three other scoring oppor- 
tunities. In the second quarter, Un- 
gles went on a 33-yard Jaunt to the 
Shocker 15, but the Purple and White 
surrendered the ball four plays later 
on the Wichita 13. Later, end Dave 
Weatherby's third-quarter recovery 
of in opponent's fumble on the boom 
town's 42 enabled Webster, Mooney, 
Payton and Smith to take turnB pack- 
ing the ball to the 22-yard line where 
It was lost on downs. In the fourth 
frame, Jay Payton tossed a 10-yard 
pass to Webster who fancy-stepped 
his way 20 yards to enemy 12-yard 
line. The threat died on the 10. 



Gym Shorts... 

- 




TIM (tTR( 

Shows: 9:80 ■ 7:00 - 0:00 
Today Thru Monday 



5 A HHttTE AFFAIR' 

with 

JAMES JOHN 
CRAIG HODIAK 

TUESDAY PLUS 
WEDNESDAY * ' w TAX 
Howard - David 

' SP lir IRE ' 



— NOW SHOWING — 

EDWARD G. ROBINSON 
% RTJTH WARRICK 

Mr. Winkle 
Goes to War 



SUN. Thra WED. 

LARA INK DAY 



Bride by Mistake 



1 STATE 



Through the effort of Dean Bab- 
cock and Mike Ahearn the girl's gym 
offices have been moved from down- 
stairs, where they haTe been since 
Nichols was first occupied In 1911, to 
the flrst floor in rooms 101-102. The 
office they are now occupying was 
formerly the Military Science office. 

The downstair* office has been made 
Into a matron's office and the inner 
office has been made Into a study 
room for the phya ed majors. 

Softball games are coming to a cli- 
max this week with Alpha Delta Pi. 
Arcadia and the Trl Deltas playing 
off the finals for the championship of 
both sororities and independent hous- 
es. 

Women entering round three of the 
tennis tournament so far are Lorene 
Smith, Beryl Wesche, Dorothy Alex- 
ander and Betty Hannah. Hound two 
should be played off by the end of this 
week. 

Intramural dancing entrants' names 
should be in by November 14. Prac- 
tice hour for Boclal dancers will be 
November 13 at & o'clock. This means 
everyone should get their dances 
ready as soon as possible. 

The calendar for Intramural danc- 
ing: 

Nov. 16. Social Dance prelim Ina- 
r 1 09 

Nov. If. Folk Dance. 
Nov. 20. Modern Dance. 
Nov. 21. Social Dance finals. 
Nov. 29. Tap Dance. 



NOW SHOWING 

EDGAR BARRIER 



^JCL OTHING 



Silver Jewelry 

PINS - BRACELETS 
EARRINGS 
and NECKLACES 



for 



Gillett Gift Shop 

GUlett Hotel Building 




"And tell 
Don & Jerry 
I may want them 
to open up at 
midnight!" . 

And don't think we won't, 
Boys! 

When Johnny comes 
marching home, he's going 
to be able to command Civ- 
ics better than he's 
dreamed of . . - and he can 
rout us out tn the middle of 
the night to show them, If 
he wants to . . . 

For this Is America . • • 

And This b Don & Jerry's 

Homecoming . . . 

You bet! You're welcome 
here whether you buy or 
not. Come In! 



Secrets of 
Scotland Yard 

'• 

SMILEY RURNETTE 
fM NSKT CARSON 

Call of the 
Rockies 

• 

- SUN. ■ MON. - TUES. — 1 

EAST SIDE KIDS 
ROBERTA SMITH 

Block Busters 

TOM CONWAY 



Night of 
Adventure 

• 

— WED. - Till UH. — 

Jimmy Steps Out 



Washburn Announces 
Basketball Intramural* 

Entries (or Intramural basketball 
are due November 16. Professor L. 
P. Washburn, director, announced 
this week. Practice periods are being 
held between now and then from 4 
to 6 o'clock. The schedule is to start 
November 20. Independent men are 
especially urged to form teams 

The fellow who says an education 
doesn't pay, do*Bn't have an 

tion. 




CARLTON 

— NOW SHOWING — 

JOHN OARF1KLD 
% PAUL HEN KID 

Between Two 
Worlds 



WRAP SECURELY - 



SUN. - MON. • TUES. 

DOROTHY L.AMOUR 



SEND BEFORE 

DEC. Is 



And the 
Angels Sing 



'Mum 9 Sale 




Homecoming 
The flow em will be of 

i and colors, and available In 



You rcmtimtx n,c uw of pliysics that two object! cannot 
occupy the same space at the tame time. Juit to with war 
matert ah) urgently needed at the fronts and personal pack- 
ages. For that reason our Government hat requested that 
all civilian Christina* packages be sent before Dec 1st 
So we of Railway Express ask you to help us (and 
yourselves too) by doing these three simple things, in 
addition to shopping early: 

L Send your gifts before Dt :. 1 it. laundry can 
keep to its regular schedule. When packages are 
ready to go, phone the Railway Express a«ent. 

2. Wrap your pf^'flft carefully and securely. 

3. Address them clearly, with your <>wn and th 



WED. - THURS. 



NATION-WIDE RAIL-AIR SERVICE 




Action in Arabia 



FRANCES I/ABfGFORD 
CRAIG WOOD 

Career Girl 



—as fc^Mjti ' i ■ ■ ' ii <•-*-*•< 
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Another Chance 



that a 



Here's another chance for you to 
receives the ■peclal lame of th 
students and f acuity. 

Additional cards are now available in the Alumni 
member, Just one addreaa per card of any former 
graduate, undergraduate, AST or Air Corps. 

The response ao far haa been very rood, bat we're am 
nplete. Drop your addition in the College P. O. No 

Ye Ed. 

K. 8. C. WAB RECORD 



in Anderson. Re- 



4 it A MAun 


(tfMIMi ii.iimtlliMi»ttnnm««**»it**i '««" 















When did yofl receive the abote address. 



• * MMimtt 



From. 



HltHI 



Underground Pipes 
Heat KSC Buildings 

It the steam pipes used in heating 
the College were laid end to end, 
Btudenta and faculty could travel on 
them from the Military Science Build- 
ing to tbe Union Pacific station on the 
aoutheaatern edge of Manhattan. All 
MOO feet of pipe, however, Is en- 
closed In concrete tunnels, which 
form, an Intricate pattern beneath the 
surface of the campus. 

Few persons are aware of the activ- 
ity going ,,„ beneath the campus 
lawns and the cement walkB. Steam 
Is constantly surging through these 
pipes to heat the 31 buildings and 
greenhouses on the campus, or to 
provide steam for the laboratories 



Steam Is generated in the Heat and 
Power Plant, Just west of the College 
Library. This building, built In 1928, 
is equipped with Ave boilers, one of 
which is now undergoing reconstruc- 
tion. The boiler will be raised and 
the furnace volume enlarged. Prior 
to 1928, tbe heal and power system 
was operated from the Engineering 
building. 

Although the main purpose, of the 
plant Is to generate beat, It also pro- 
vides power for the electricity on the 
campus. This Is done by the utiliza- 
tion of steam from the boilers. Pass- 
ing Into Ihe turbines, large rotary en- 
gines, the steam Is used to operate the 
electrical generating units. Enough 
pressure Is left to force Itself through 
the pipes to the different buildlngB 
where it Is condensed and gives off 
heat. These pipes range In size from 
2 V& to 12 inches. 

Another Important use of the pow- 
er plant is for producing process 
steam. After the pressure has been 
reduced, It goes directly into, the pipe 
lines. It la used for all things requir- 
ing n high pressure, such as the. cook- 
ing of food at the cafeteria, hot water 
units, machine shops and processing 
laboratories. Pipes used for this pur- 
pose are smaller, varying from three- 
twenly-nfths of an inch to five inches 
In size. 

The unsung hero of the College la 
the "heat mall.*' If the weather la 
not too cold, the Janitors turn off the 
hoat at the close of the school day. 
The heal man then makes the rounds 
between 2:30 and E In the morning 
to open the valves so the rooms will 
be warm for 8 o'clock classes. The 
heating in all buildings, except tbe 
Library which 1b operated by ther- 
mostatic control, must be regulated 
by hand. 

The hustle and bustle of College 
life continues on the Kansas State 
campus with little thought given to 
the activity and work which Is in- 
volved each time a light switch is, 
nipped or a radiator valve turned. 



Elect Fitter Head 
Of'YW Fellowship 

Patty Plffer as president and Vir- 
ginia Bpp as vice-president will head 
the TWCA Freshman Fellowship 
this year. Election was held' after 
the Recognition Service Tuesday af- 
ternoon In Rec Center. 

Tbe next meeting of the Fellow- 
ship will be held November 21 in Cal- 
vin, room 101. 

Other officers elected were: Blythe 
Taylor, program chairman; Rowena 
Pippin, secretary; Ruth Maecbtlen, 
publicity chairman; Beverly Hale, 
worship chairman ; Lila Lou Johnston, 
social chairman; Oeorglne Bischoff, 
song leader; and Phyllis Jean Fred- 
rlckson, pianist. 



YWCA Service 

Soft music and candle-light set the 
mood for the recognition services 
held for new and old members of 
YWCA Tuesday afternoon In Recrea- 
tion Center. Dulcle DanlelBon played 
the piano prelude, which was followed 
by a vocal solo by Jane Fagerberg. 
"Our Purpose" was given by the pres- 
ident of the YWCA, Roberta Townley. 

"We Dedicate Ourselves" was the 
responsive reading, led by Miss 
Townley, which was followed by a 
xylophone solo by Virginia Linn. Mar- 
Jorle Stewart read Stephen Vincent 
Benet's "Prayer for a World at War," 
and Dulcie Daniels played the 
slonal. 



Omicron Nu Elects 

Newly elected officers of Omicron 
Nuare: Eunice NIblo, president; Pattl 
Brainard. vice-president; Leora Bent- 
ley, secretary; Alice Beardsley, treas- 
urer, nad Robcria Townley, editor. 

This year's new members are: Al- 
berta Stuewe. Margie Cederberg, Mar- 
jory Hawkins, Margaret Pfrang La- 
tham, Helene Adams, Mary F. Brlles. 
Mary Louise Schneider, and Mary 
Alice Doll. Initiation was held this 
week. Miss Alpha Latzke is faculty 
sponsor of this organization. 



Nearly one million men have been 
rejected by the Army because they 
could neither read nor write, or could 
Just barely do so, according to a dis- 
closure or Senate Education and La- 
bor Committee, 



-College Calendar- 

Thursday, Hot. 9 

QuiU Club, Delta Delta Delta 
7:80 p. m. 



ft to fl p. III. 
Student 




Administration Meeting, 
tenter, 7:80 to 9.80 
p.m. 

Cosmopolitan Club Meeting;, Calvin 
101, 7:80 to 0:8O p. m. 

Zoology . Entomology Seminar, 
Falrcbild 202, 4 to S p. m. 

Friday, Not. 10 

SGA Homecoming Ball, Aval on, 

to 12 p. m. 
Phi Kappa Phi Meeting, Calvin 

208. 4 to 5 p. m. 

Saturday, Nov. 11 

HOMECOMING GAMK! 

Delta Delta Delta Buffet Supper, 

chapter house, 4: SO to 8:80 p. m. 
Pal o' Mie Buffet 

North loth, 0:80 p. m. 

Monday, Nov. 13 

YWCA Cabinet Meeting, Calvin 

107, 7:15 to 8: 15 p. m. 
Orcheels, Nichols 1, 7:80 to 0: SO 

p. m. 

Music Department Ensemble, Au- 
ditorium, 7:80 to 0:80 p. m. 

Student Council Heettn 
son 200, 7 to 10 p. in. 

YWCA Leadershij 

101, S: 15 to 0:15 p. m. 

Veteran Rehabilitation Students 
Meeting, Nichols 207, 7 to 8. 

Tuesday, Nov. 14 

Jr. AVMA Meeting, Vet Hall 18, 

7:8© to p. m. 
Orchestra, Auditorium, 7:15 to 10 
p. m, 

YW-YM Meeting, Rec. Center, 4 to 
5 p.m. 

Religious Federation Meeting, Rec- 
reation Center, 12:80 to 1:80 
p. in. 

Religions Federation Assembly, 
Auditorium, 10 to 11 a. m. 

Wednesday, Not. IS 

Ami* tad Meeting, Calvin 107, 7:80 
to p. in. 

Religious Federation Meeting, Rec- 
reation Center, 4 to ft p. m. 



Betty Jo McCaustland was elected 
chairman of the Home Economics 
Service Club at a meeting recently. 
Irene Greer was elected co-chairman; 
Kvelyn Green, secretary; and Lucile 
Graper, treasurer. 



SEE US 
for 



with 

Distinctive Setting 



Thrilling Beauty 

REED'S 

TIME SHOP 



Sportln* Life singing to Bess, "There Is a Boat That's Leaving 
Soon For New York" In "I'orgy and Bess" coming to the College 
Auditorium November 20. 



K-State Engineer 

The first Issue of "The Engineer," 
engineering magazine of Kansas 
State, will be released November IS. 
Jene Wise, editor, relates that this 
edition Is an experiment In which 
there will be a few changes made. The 
cover will be a clever cartoon Instead 
of tbe usual drawing, and will have 
a different type of lettering. There 
will be several features, but no Illus- 
trations in this particular Issue. 



Collegian Advertising Pays. Try It, 



CLASSIFIED 



LOST — Kappa Kappa Gamma pin. Re- 
turn to Ruth Elaine Soelter, 517 N. 
Delaware, Phone 3639. 



LOST — Saturday evening. A black 
miniature Beta Thela PI pin with a 
small set. Reward. Mariauna Mueller, 
Van Zile Hall. 



Freshmen . . . 



Dr. J. C. Peterson, professor 

that freshmen may obtain their 
test scores at the psychology of- 
fice in Education I hi 1 1. Room 
104, any afternoon from 3 to 5 
o'clock except Saturday. 



EASY CHAIRS 

with 

MATCHING 
OTTOMANS 

ALSO 

SMOKERS 

AND 

Table Lamps 

ROBERTS 
FURNITURE 



How to recognize 
your best friend 




By your pet Arrow Tie, 
of 



Your best friend's bound to 
be tempted sooner or later 
by your rack of swell-look- 
ing Arrows. 

Best way to keep him from 
borrowing your Arrow Ties 
is to take him down to your 
Arrow Dealer's and let him 
buy his ownt $1 and $1.50 
• 

ARROW TIES 



Women's 
Panhellenic 



Women's Panhellenic Council baa 
organised for the year, and Is holding 
regular meetings. The meetings take 
place at the different sorority houses 
on the second Thursday of each 
month. The following officers will pre- 
side this year: president, Eleanor Al- 
lison; vice-president, Jeanette Put- 
nam; and secretary-treasurer, Ann 
Wesley. 

The senior representatives are 
Betty Jean Yapp, Jene Wise, Nancy 
Bramwetl, Maxlne Blltng, and Ruth 
Fenton. The Junior represents Uvea 
are the- following Lucy Wells, Betty 
Gall Parker, Beryl W esc he, Coral 
Wilson, Mara Johnson, Doris John- 
son, and Bonnie Smith, Kathleen 
Knittle Sehmttt la the Faculty Art- 
of Women's Panhellenic. 



There are 14 religious organisa- 
tions for students on tbe 




The wizard of Ahs ! 



Next time you get admiring "ahs," 
give a little bit of credit to your 
Tie, 



All our Arrow Ties have plcn 
ty of color, yet are in excel- 




And the special resilient 
lining helps you 
a perfect knot every 
time. 



and 

150 



AERO 
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418 Graduate 
During '43-'44 



Although war has taken Its toll 
as far as enrollment and graduation 
figures go, the College granted do* 
grees to 418 persona during the 1948- 
44 school year, aecordlng to Miss 
Mary Kimball, registrar. Just prior 
to the war the College granted as 
many as 819 degrees in a single year, 
Miss Kimball points out. The return 
of veterans to the College campus Is 
expected to boost both the enrollm 
and graduation figures to new all- 
time records during the next lew 
years. 

The School of Agriculture with 
only 17 men on its graduation list 
for the year haB been most hard hit 
with students withdrawing to Join 
the armed forces or to be frozen to 
farm Jobs. On the other hand the 
School of Veterinary Medicine, whose 
enrollment is limited to 200 by order 
of the State Board of Regents, grad- 
uated 51 students, Including two 
women, in comparison with a pre- 
war total of 61. The number of de- 
i granted by the School of Home 
made up entirely of wo- 
j students, also has remained high. 
This year the school graduated 130 
students compared to 197 In the 
school year 1940-41. 

Ninety-seven were graduated dur- 
ing the year by the School of ArtB and 
Sciences while the School of Engi- 
neering and Architecture was close 
behind with 95 graduates. 

Before the war Kansas State had 
an enrollment ratio of about three to 
one in favor of men atudentB. Grad- 
uation figures for the past year show 
a total of 204 degreeB conferred on 
men and 214 on women. 

In addition to bachelor of science 
and veterinary medicine degrees con- 
ferred, Kansas State conferred 26 
master of science degrees, one doctor 
or philosophy degree and two honor- 
ary doctor of philosophy degrees. 



Surprise Awaits 
Returning SAE, 
Sigma Nu Alums 



★ Bars and Stripes ★ 



Elect West Head 
At Dietetics Meet 



Something has happened to the 
Sigma Alpha Epsilon and Sigma Nu 
fraternity houses of which their 
builders never dreamed. They look 
the same. The house of Sigma Nu is 
still standing at the top of the hill on 
Sunset Drive with all the dignity of 
a southern mansion, and the ultra- 
modern structure built by the SAE's 
can still be seen from the west side 
of the campus. But there have been 
some drastic changes made. 

Just Imagine that you are a Sigma 
Nu alum. You've been out of touch 
with the campus and your fraternity 
brothers since the start or the war. 
So now you've come back to K-State 
on an overseas furlough to see what's 
happening to the place. 

You ride a city bus out to Sunset 
Drive, and from there you walk until 
yoV come to — ah. there it Is, 619 Sun- 
set. You climb the hill somewhat 
breathlessly and then tremulously 
ring the doorbell. From that minute 
on you are subjected to one surprise 
after another. 

A girl, unmistakably a coed, comes 
to the door. "Well, well," you think, 
"new kind of maid service." 

You cross the threshold and enter 
the living room. Your eyes bulge. 
What's this? Women .and women all 
over the place. In a Maze you muse 
to yourself, "Now this la a nice deco- 
rative touch. Wonder how the fellows 
worked It?" 

Then a feminine voice breaks 
through your consciousness asking, 
"Is there someone you wished to see?" 

You answer, a bit bewildered, 
"Why I was visiting on the campus 
and just thought I'd come out to the 
house. Aren't any of the fellows 
around right now?" 

The coeds giggle and one replies, 
"Didn't you know thiB was a girls' 
house now? Boys haven't lived here 
for ages." 

You blush and stumble blindly out 
the door. Choking with embarrass- 
ment, you mutter, "ThiB is what they 
mean by having adjustments to make 
when we return from the wars." 



Lt. Helen B. Tipton, H. E. '41. Is 
stationed on a hospital ship. She 
writes that it Is a pleasure to be able 
to help bring our wounded soldiers 
back home, to their own United Statea 
of 



Cecil Eugene Byers, M. E. '43, Is 
a lieutenant In the United SUtes Air 
Corps. He la stationed at Pyote. 



on the Nazis. He was 
In early summer this year. His wife, 
Gloria (Gishl Appleton, H. E. *42, Is 
In El Dorado. 



Lt. George Walter Curtis. Ag. *43, 
Is a navigator. He Is stationed some- 
where 



Staff Sgt. William R. (Bill) Mc- 
Millan, f. s. '43, Is a member or an 
Eighth fighter command P-51 Mus- 
tang group which recently passed the 
450-mark in victories over Nazi 
planes, becoming the third American 
fighter group in the European theater 
to make such a record. Sergeant Mc- 
Millan Is an Instrument specialist in 
a Mustang squadron stationed in En- 
gland and his work contributed to 
the group's high record of efficiency, 
his commanding officers said. 



Ma J. Paul Ragland, a graduate In 
Industrial Journalism in 1935, has 
bean made director or administration 
and station services at the Grand Is- 
land Army Air Field. 



According to word received from 
Corsica, it Is no longer Capt. but Ma]. 
John W. Green. Major Green Is a K. 
S. C. graduate.* 



Dr. Snook Explains 
KSC Heath Service 

"We practice preventative medi- 
cine." This was the statement Dr. R. 
R. Snook, Director of the Student 
Health, emphasized concerning the 
Student Health Service. 

Dr. Snook went on to say that stu- 
dents should be urged to report to the 
Student Health regardless of how 
serious an injury or illness seems to 
be and let the staff decide its serious- 
ness. Catching a minor disorder in 
time may eliminate serious com pi 1- 



Pvt. Martin E. Butler. M. E. '43, 
is stationed at Camp Welters, Texas. 
His wife, the former Maryanna Lock, 
H. E. *43, lives at Mayetta. 



Lt. Harry L. Hasler has been as- 
signed as Commanding Officer of 
Headquarters Squadron in the 13th 
AAF Fighter Command, according to 
recent word from Southwest Pacific 
Headquarters. Lieutenant Hasler 
graduated in 1933 and waa well 
known in college athletics. He holds 
the Aslatic-Paclflc Campaign Ribbon. 



The address of Ens. Arthur Keith 
Klngsley, E. E. '44, Is: Naval Train- 
ing School. 23rd Battalion, Number 
21-41, University of Arizona, Tuc- 
Bon, Arte. 



Capt. Elwln R. Prather. D. V. M. 
'41, is in the United States Veteri- 
nary Corps. He is stationed overseas. 



Sgt. Gerald E. Abbey, Com. '38, 
writes that he Is somewhere in In- 
dia. His wife, Dolores (Foster) Ab- 
bey. I J. '39, lives at 970 Pennsyl- 
vania Avenue, Apartment 203. Den- 
ver, Colo. 



Capt. Herbert Paul Bolks, D. V. M. 
'39, Is now stationed at Aloe Field, 
Victoria, Texas. He Is a reserve ot- 
ficer and was called to active duty 
May 19, 1941. 



Lt. Dale E. Johnson, Ag. '40, Is 
stationed in New Guinea. He has been 
overseas since August, 1942. 



Ens. William A. Frusher, M. E. 
'43, Is stationed at the Naval Train- 
ing School, D. E., North Carolina 
State College, Raleigh, N. C. 

Lt. James M. Bowyer Jr., M. B. 
'42. is stationed at Fort Ord, Calif. 



Mrs. Bessie Brooks West, head of 
the Department or Institutional Man- 
agement, was chosen president-elect 
of the American Dietetic Association 
at the annual meeting in Chicago last 
week. Mrs. West has been secretary 
of the national association and chair- 
man of the membership committee of 
the organization during the past year. 

Mrs. Lucile Rust, professor or home 
economics education, was elected 
chairman of the committee for the 
course, methods or teaching ror die- 
tetics students. 

A group interested in food and nu- 
trition problems In other countries 
heard Dr. Martha Kramer or the De- 
partment or Food Economics and Nu- 
trition, speak on "Chinese Diets in 
Peace and Wartime." 

Others who attended the conven- 
tion from Kansas State College were 
Dr. Martha Plttman, head or the De- 
partment of Food Economics and Nu- 
trition, and Miss Merna Miller, assis- 
tant professor in the Department or 
Institutional Management. 

Approximately 60 graduates and 
former students of Kansas State got 
together for an alumni luncheon Oc- 
tober 27 fa the LaSalle Hotel. Miss 
Sarah Anna Grimes. H. E. '36, had 
charge of the luncheon. She was as- 
sisted by Miss Virginia Monahan, H. 
B. '41. Mrs. West, Mrs. Rust, Dr. 
Kramer and Dr. Pittman gave short 
talks. 

State Pays Fees 
Of 4-F Students 

Any student enrolling at Kansas 
State College who Is classified 4-F 
under selective service is eligible to 
have college fees and laboratory 
charges paid by the vocational re- 
habilitation division of the State 
Board for Vocational Education in 
Kansas. 

This Information was revealed In 
a letter to Dean R. A. Seaton, chair- 
man of the veterans" training commit- 
tee of the College, rrom A. S. Parr or 
the state board In Topeka. 

Dean Seaton believeB there are 
many students at the College eligible 
ror this benefit. It is still possible 
for studenis now enrolled to receive 
rerunds or all fees and laboratory 
charges already paid to the College 
this trimester if they apply to Mr. 
Parr promptly. m 

For out-of-state students, Dean 
Seaton suggests that they cheek with 
the vocational rehabilitation division 
or their State Boards for Vocational 
Education. 



Yapp 

Mr. R. G. Yapp, assistant entomol- 
ogist of the Kansas Entomology Com- 
mission, Is completing the third and 
final survey of the fall In order to 
determine the presence or the Euro- 
pean corn-borer in the eastern tier 
of Kansas counties along the Missouri 

River. Early In the summer a larva 1 school there In communications 
and pupa of the borer were found 
which resulted in the surveys being 



Lt. (Jg) Dean K. Kipn. G. S. '39, 
Is a doctor In the Navy. He Is sta- 
tioned with the Marines somewhere 
in the South Pacific. 



The address of Ens. Bernard Taub. 
Ag. E. '44, is Room 438, N.-T. B. (I), 
Hollywood Beach Hotel, Hollywood, 
Fla. He was discharged from the 
Army so that he might accept a com- 
mission In the Navy. 



The Student Health Department 
has been handicapped this semester 
in regard to the Physical Entrant* 
Examinations by a shortage ot doc- 
tors, due to the war. 

Dr. Snook pointed out that the dis- 
pensary Is open at all times daring 
and between class hours through the 
week. In case or Illness after 6 p. m. 
on week days and noon on Saturdays 
the student may report to the Col- 
lege Hospital for medical attention. 
The hospital is located west of the 
College Library and south of Veteri- 
nary Hall. 
IllNpeitHary Hervire 

Every student is entitled to the 
services of the dispensary at all times 
rree of charge. If his Illness is con- 
sidered Berious by the doctor he may 
spend three days in the hospital with- 
out charge and additional days at the 
rate of one dollar a day. Mo»t of the 
services of the dispensary are free, 
however certain charges are neces- 
sary occasionally ror the use of X-ray. 

In conclusion Dr. Snook made it 
clear that the Student Health does 
not excuse students rrom class un- 
less the student is under medical care 
at the dispensary or the hospital. 



Carl William (Bill) Miller, Com. 
'39, has been In France since D-Day. 
He recently was promoted to the rank 
or major. Major Miller is a regimen- 
tal intelligence 



ASMS Elect* Schwab 

Charles Schwab was elected presi- 
dent or the American Society or Me- 
chanical Engineers at the first meet- 
ing. Richard Smith is secretary and 
treasurer and Pror. Linn Helander, 
head of the Department of Mechani- 
cal Engineering, was appointed 
orary chairman. 



Catherine Ann Nabouis. G. S. '44, 
was commissioned an ensign in the 
Navy on September 26, having com- 
pleted training at the Naval Reserve 
Midshipmen's school, at Northamp- 
ton, Mass. She has been assigned to 
further training at Naval Training 



Help bomb the bums with bonds. 



Lt. A. Allen Appleton, f. s. '42, has 
been awarded the air medal with two 
oak leaf clusters for meritorious 
achievement during bombing attacks 




NORCROSS 

GREETING CARDS 



K'S 

Gift Shop 

AGG1EVILLE 





For an eco- 
nomical and 
comfortable ride 
to your des- . 
tination .... 

TRY THE 

CollegeCityBus 



Mortar Board Meets 
Mortar Board, honorary women's 
organization, met recently to dlBcusa 
plans regarding the Scholarship Din- 
ner, mums at Homecoming, the budg- 
et future projects and the continu- 
ation of the "Know Your College- 
program. 



12 Tickets 
60 Tickets 
Single Fare 



$1.00 

4.80 
10c 




SPORT 
OXFORDS 

By 

ACTIVE MAID 



We have a complete line of brown sport oxfords in 
toes, saddles, baby dolls, loafers, and boxed toe styles. 

Just the thing to wear to school — with dresses, skirts, or 



$3.95 to $5.00 




WIN OR LOSE— 



you'll have a 
good time 
at the 

S. G. A. 

Homecoming 
Varsity 

■ 

SATURDAY, NOV. 11 

Music by the 

Varsity Club Band 



AVALON BALL ROOM 

9-12 P. M. 

Admission $1.00 plus tax 

» 

SPORT 
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We Are Backing You 




We're for You 
Kansas State! 



Ilonnle Webster 



The whole town backs a good team! 

It takes a good man to back up a line — just as it 
takes a good name to back up good merchandise 



PENNEY'S 



LET'S GO - - - 

Kansas State 




And for your pre-game "coke" 
and your 5:00 "Victory-snack" 



COME TO THE 



College Canteen 

ON---YOU AGGIES! 
Martins Flowers and Gifts 



12<M Moro— Phone 3314 



COME ON 

TEAM 

and 




Dale Cowan 



BEAT Those Jay hawks! 



Co-op Book Store 



Aggie vi lie 




C'MON 
TEAM ! ! 



We're With You 



Aggie Hardware & Electric Co. 




Haylett 



M. 

G 

s. 



Manhattan Ice & Cold Storage Co. 



AS YOU CHEER THE TEAM TO VICTORY 
Look Smart in a Dress from 

STYLE RITE 

AggieviiJe 



Beat K. U. 

We're behind you 

100 Per Cent 



After the game try our 

FouLin.Zncheon.Ue 
for a Snack or a Meal 




DOWNTOWN 





AGGIEVILLE 



Welcome 
Grads! 



Since 1889 Safety and 




Union National Bank 



MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 




P. 
P. 

c 



o. 



Perry Packing Co. 





Wildca 



VERNE BO 

- 

Corner of 1 



Home 




■ 




KICK-01 

_ I 



Ressrved Seats $2.50 

Taxi 




w 

Holt 



Marvin Xorby 




BEAT 



b 




1NGS GRADS! 

- Let's Go! 



PS CONOCO 




State 



Grads! 



hhattan 



Nov. 1 1 



|F-2 P. M. 

General Adm. $1 .50 



ildcats ! 

iat 'Hawk! 



t 



GERS 



fBVILLE 



K • U • • • 






We're Backing 
you 



Wildcats to Win! 



Coca Cola Bottling Co. 

Manhattan, Kansas 




BREWER 




CO. 



6th - • 



Poyntz 



"EVERY SERVICE 

- 

for 

THE MOTORIST" 



Welcome 
Alumni! 



and 




Jack Newell 



Luck to the Team 

BENTRUP MOTORS 

Your Ford Dealer . 



We're Behind You, Team! 

JOHNSON'S CAFE 

Aggieville 



Welcome 
Grads! 



We're for You 
WILDCATS! 

First National Bank 




WILDCATS 
FIGHT!! 




We're for You 
Team 

Manhattan Motors Co. 

GOOD LUCK, TEAM! 

Roberta's Studio of Beauty 



AGGIEVILLE 




The Wildcats 

ARE DUE TO FEAST ON 



Jay Hawks 



IT CAN BE DONE! 



Chappell's Creamery 



EVERYONE SHOW 
some 

PEP 



and then 
meet your friends 
at one of the 

Palace Drug Stores 

Dowoiowo or in Aggieville 




Welcome 
Loyal "Alums" 




•'wrreH Frlck 



We're for You Team 

DEL CLOSE 

JEWELER 




PAOB BIGHT 



KANSAS STATE COLL DO LAN 



November », 184* 



'Having A Wonderful Time' 



Host social events of the week point toward Homecoming with 

plans underway for a big week-end. 

Kappa Kappa Gammas went to Salina Saturday to attend the 

wedding of Jane Oebhart, f. s., to Lt. Bill Bradley. Lieutenant 
Bradley was a member of Delta Tau Delta at Colorado University. 
Choeolates Sunday at the 

Clovia house announced the 



engagement of Dorothy Meyer, 
f. s., to Lt. Kenneth Barrett of 
Bnglewood, Colo. 

umeTdltM Saturday ■«M with a 
fall portj. 

Chi Omtfu will have a Jam ses- 
sion at the chapter houie after the 
Homecoming game Saturday. 

Alpha GUI Om«*M from K. IT. will 
be guests at the Alpha XI Delta house 
for Homecoming. 

Kappa Delta* will have an hour 

dance with the TKEs tonight from 7 
to 8. 

Alumni of Alpha Gumma Rho were 
guests of the chapter at the Ware- 
ham Hotel Sunday. 

Kappas from Kansas University 
will be guests of the Kansas State 
chapter Homecoming week-end. 

Clovia entertained alumni with a 
buffet supper Saturday night. 

Alpha XI Delta* will hold an hour 
dance for the Phi Delts on Tuesday 
night from 7 to 8. 

Kappa Delta* will entertain alumni 
and guests with a buffet supper Sat- 
urday night after the Homeomlng 
game. 

Week-ond gut-at* of the Alplia 
Gamma Rhoa were alums Dr. Mel- 
vin Scoby of McPherson, and Dr. 
Harry Duckers of Kansas City. 

Hows at Tramaiai I hi* week an- 
nounced thB marriage of 1 Virginia 
Slothower to Pvt. O. Roulston Kriet- 
meyer Sunday in Manhattan. Mrs. 
Krtetmeyer is a senior in Home Ec, 
and Private Krtetmeyer, a former 
member of the AST unit here, is now 
stationed at Ft. Leonard Wood. Mo. 



Painting Exhibit 

Contemporary American oil paint- 
ings are on exhibition In the gallery 
of the Department of Architecture 
this week. The 16 canvases which 
have been loaned by the Ferargl) 
Galleries of New York are representa- 
tive of the better known painters of 
the last generation such at Chllde 
Hassam, A. B. Davles, J. Alden Weir 
and E. W. Redneld: and also of such 
contemporary painters as Thomas 
Hart Benton, John Stenart Cnrry, 
Lamar Dodd, Paul Sample and Phil 
Paradise, 

The show includes very realistic 
work such as Luigl Luclonl's "Botti- 
celli Print" to the more abstract 
paintings as typified by George 
Constant's "Girl Reading." 

"For such a small number of can- 
vases the show does give a good sur- 
vey of contemporary painting," states 
Prof. John F. Helm Jr., of the archi- 
tecture department. Labels and bio- 
graphical material on the painters are 
in the display. 



War Bonds and bond of matrimony 
precious with time. 



Phi Beta Kappa 

The local association of Phi Beta 
Kappa, national honorary society, is 
anxious to get acquainted with any 
other members on the College cam- 
pus or In Manhattan. Dr. Edward J. 
Wiiu r, professor of zoology, is pres- 
ident of the local chapter. Mrs. Reed 
F. Morse Is vice-president, and Miss 
Anna Sturmer, associate professor of 
English, Is secretary-treasurer. 

Phi Beta Kappa members Interested 
in Joining the local group may send 
their names to Miss Sturmer. 



Colgate* Tooth Paste A Powder 

„ lOc to 9i.no 



AggfevUle 



New Shipment 

of 

Date and Afternoon 



HATS and PURSES 
To Match 



SMART SHOP 

Aggleville 



Ag Barnwarmer 

' The annual Ag Barnwarmer 
been scheduled for November IS In 
Thompson Hail. The evening's enter- 
tainment will be climaxed by the 
crowning of the Barnwarmer queen. 
Her identity will be revealed that 



Candidates for the queen will be 
the two women students in the School 
of Agrlcuitnre. They are Buth Wil- 
son, Valley Center; and Lorene Smith, 
Topeka. 

All men enrolled in agriculture will 
be required to wear overalls and the 
girls in the school will have to- ^ar 
print dresses from the morning of 
November 17 through the Barn- 
warmer the following day. 

Dancing with a few special num- 
bers during the evening will complete 
the entertainment. Refreshments of 
soft drinks and doughnuts will be 



Patronize Collegian Advertisers. 



College 
Photographer 

Studio Royal 



Delta Delta Delta 
Presents Awards 

Scholarships for women are being 
made available again this year by 
Delta Delta Delta, national social so- 
rority. The awards will be made Jan- 
uary 1, 1946, and the gifts wlU be 
sent at once to the applicants selected. 
Not more than $200 will be awarded 
on any one campus. 

Applicants for the scholarships 
may be any Junior or senior woman 
regardless of whether they are a mem- 
ber of Delta Delta Delta or not. 
Scholarships will be awarded to wo- 
men of fine character, who will be 
useful In the war effort or may be 
valuable citizens in the post war re- 
construction period, and who are in 



of 

of 

from the war. 

Application blanks may be secured 
from Mrs. F. D. Coleman, 3060 Strat- 
ford, Lincoln 2, Nebraska. They moat 

be returned to her tor Judging by 
December 1, 1944. The Delta Delta 
Delta Committee on 
Judge the applicants. 



K. S. C. Department Helps 

A recent report released by the 
Bureau of Entomology and Plant 
Quarantine, U. S. D. A. records the 
amount of Hessian fly Infestation 
found in wheat lu Kansas and other 
wheat-growing states during the late 
spring and summer of 1944. Part of 
the wheat samples were gathered by 
members of the Department of Ento- 
mology at Kansas State. ' 




Unsurpassed beauty of 
Ring design and selected 
first grade Diamonds char- 
acterize our selection of 
Diamond Rings — of which 
this is an example. 

Paul Dooley 

JHWKLKR 
Aggleville * 




NOVEMBER 20 

Curtain 8 lift 
Sponsored By - - - 

Kansas State Players 



CHERYL CRAWFORD IN ASSOCIATION WfTN JOHN WILDKfifi PRESENTS 




Franklin 
Avon Long 
Edward Matthews 
The Eva Jessy* Choir 

Alexander Smallens 



Gershwins Nation Wide Musical Hit 



TICKETS 
- 18.00 - 18.40 
$1.80 . 91.20 



BOX OFFICE 
Open 3 p. p. m 

Dally Except San. 



Mall Orders Now 
Box 103 College F. 0. 

•m * 

BOX OFFICE OPEN FOLLOWING GAME 





Choose Your Candidate for Homecoming Queen at the 

HOMECOMING BALL! 

* * *■ ■ * ' *** * 

, November 10th 

9-12 KM. 

Music by Varsity Club Band 

„ 

at the 

AVALON BALL ROOM 

Admission $1.25 including tax 

■ 

Tickets may be obtained from Student Council Members— Sponsored by S. G. A. 

SEMI-FORMAL 
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The Kansas State 



VOLUMB u. 



KANSAS STATE 



15, 19*4 




K- Staters Celebrate Wildcats Homecoming Victory 



Carr Reigns 
At Homecoming 
Celebrations 

For the first time in Kansas 
State history it waB the privilege 
of a Homecoming Queen to pre- 
sent the K. XL— K-State Sports- 
manship trophy to a K-State 
football team Saturday after- 
noon. 

Betty Carr, Alpha Delta Pi 
in sophomore journalism and 
Homecoming Queen, presented 
the miniature goal posts to co- 
captains Earl Haury and Dale 
Cowan after the Wildcats had 
defeated Kansas University's 
football team for the first time 
since 1940. 
Myers, Beckman Attend 

Miss Carr and her two attendant*, 
Martha Beckman, Pi Beta Phi, and 
Carolyn Myers, Alpha Xi Delta, were 
elected at the Homecoming Ball Fri- 
day night. They were Introduced to 
a Homecoming crowd of approxi- 
mately 7,600 at the half ot the K. U. 
— K-State football game by Presi- 
dent Milton Eisenhower. Dick Olson, 
vice-president of the Student Council, 
introduced President Eisenhower. 

Approximately a thousand people 
danced to the music of the Varsity 
Club Band Friday night at the Home- 
coming Ball. This was under the 
sponsorship of the Student Council 
headed by Ethellnda Parrlsh and Dick 
Olson, - 

V OOO Alumni 

On Saturday an estimated 500 
alumni attended Homecoming festiv- 
lties. The oldest alumnus registered 
wm W. H. Bikes of Leonard vllle who 
- - mm gsws wsl sew front Kansas -State In 
1879. Alumni from Oklahoma, Loui 
aiana, Michigan and Iowa, as well as 
Kansas were present. 

Thirteen of the 15 members of the 
Board of Directors met Saturday 
morning. They decided to purchase 
^commemorative china which will be 
sold to alumni and students. The china 
will depict campus scenes, but will 
not be available for a year. 

Directors Meet 

Board of Directors had a dinner 
Saturday evening at the Country 
Club. Those present included alumni, 
members of the legislature and other 
friends of the College. W. J. Ballard, 
president of the Board, acted as toast 
master and President Milton Eisen 
hower spoke on the legislative needs 
of the College. 

The Department of Journalism en- 
tertained visiting editors and friends 
with a luncheon Saturday In Kedsle 
Hall. Approximately 100 Kam 
newspapers were represented. 

As a climax to Homecoming activ- 
ities, Monday was declared a holiday 
because of the Wildcats' victory over 
the K. U. Jayhawks. All the Man- 
hattan theaters were open la the 
morning, and a jam session was held 
In the Avalon Monday afternoon. 




Parcel Christens 
Ship For 4rH Club 

A Liberty ship went down the ways 
at a Houston, Texas, shipyard Hon' 
day after being christened the "S. S 
Otis E. Hall" In memory of the first 
state club leader of Kansas. Miss 
Louise Parcel, Coldwater. president 
ot the Collegiate 4-H Club at Kansas 
State College, christened the ship on 
behalf of Kansas 4-H Club members. 

Mr. Hall was connected with the 
College from 1914 to 1920 as state 
club leader. In reality, he was the 
founder of the present 4-H Club pro- 
gram of the state. 

Accompanying Miss Parcel on the 
Houston trip were Mrs. Harry Utn- 
berger, wife of the dean of the Di- 
vision of College Extension and di- 
rector of the College's Extension Ser- 
vice, and J. Harold Johnson, present 
state clnb leader. The WlchHa 
Chamber ot Commerce chartered a 
plane for the gronp. 



In the early days switchboard op- 
erators were boys, replaced later by 
girls because "girls are steadier and 
4o not drink beer," a history of the 
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Grads, Fans 
Thrill While 
KS, KU Battle 

By Joy Talbot 

Kansas State bagged its first ' 
conference win 18 to 14 Satur- 
day in the fourth quarter of the 
annual "anythlng-can-happen" 
feud with Kansas University be- 
fore a Homecoming crowd of 
7,500 fans. 

Wildcats, past and present, 
felt their hearts sink when 
Charles Moflett of KU, with 
seconds to go before the final gun, 
made a 70-yard straight off tackle run 
to fall exhausted across ths goal line. 
Spirits soared again when the play 
was called on a clipping penalty. 

K. U. Hxl Edge 

The opposing team had the edge 
during the first stania. A strong wind 
from the south kept Wildcat kicks 
In center field. After two Incomplete 
pauses Leroy Roblson connected with 
u lateral from Moffett for the initial 
score. The conversion was good, 

The Purpleclads got In gear, as 
usual, during the second quarter. A . 
series of aerials and ground attacks 
which brought the ball from the K- 
State 20 was climaxed whon lanky 
Dave Weatherby fell on pay dirt with 
Jim tingles' pass from the 22, putting 
the Staters one point behind when 
Webster's kick went bad. 



Upper left— Junction City's Dana Atkins heads for ''home" with the Jayliawkcr pass he Intercepted 
In the fourth quarter. Two K, V. pursuers, obscured by the Wildcats shown at the ball carrier's left, 
csnqrht the wees hsUhwrk on the Kansas*-*** ys w d IWh . Atkins' M-yard Mm est np to* WtUss** win., 
nlng touchdown. 

Upper right — Lanky Dave Weatherby pot a "death grip" on the football as he crossed K. U.'s goal- 
line for the Wildcats' first Big Six score or the season. The tall end caught a 90-yard flip from Jim 
Ungles and scored from the two yard line with Kansas* Charley Moffett hanging on for a free ride. 
Jack Newell, K-State end, runs In front of Weatherby Just In esse the "death grip" slips. 

Below Is a thrilling action picture taken of the now -famous "fifth quarter" play In Saturday's Wild- 
battle. K. U.'s Danneburg has just been slammed to the ground and four Wildcats are 
nst to make sure the Jaybawk really has been plucked for the first time In four 




Broadway Show 
Torgy and Bess' 
Here Monday 

Monday night at 8 : 16 the cur- 
tain will rise on the Broadway 
production of Gershwin's famed 
"Porgy and Bess." Etta Moten 
and William Franklin star in 
the leading roles of this all- 
negro cast. 

"Porgy and Bess," sponsored by 
Cheryl Crawford and John Wlldberg, 
is being brought to the campus by the 
Kansas State Players, and will be 
here for one performance only. 

This well-known operetta by 
George Gershwin and Du Bose Hey- 
ward is the story of Catfish Row, S. 
C. The plot is woven around Porgy, 
the goat man, and Ms love for the 
beautiful but fickle Bess. Complica- 
tions arise when the husky Crown 
claims Bess as his woman. 

The curtain goes up on a summer 
evening In Catfish Row. Once the 
home of aristocracy, It Is now a dilap- 
idated negro tenement on the water- 
front of Charleston, S. C. The colored 
folks are gathered In front of their 
houses relaxing after the day's work. 
A crap game Is In progress, and Clara, 
(Harriet Jackson) Is singing her baby 
to sleep with the popular "Summer- 
time." 

The story of this romance between 
Porgy and Boas unfolds with other 
of the well-known Gershwin hits. 
"Leavln' Fo' de Promts' Lan'," "It 
Ain't Necessarily So," "I Loves You, 
Porgy," and "Bess, Ton Is My Wo- 
man Now" are Just a few of these. 

Etta Moten plays the part of the 
fascinating Bess, with William Frank- 
lin as the crippled Porgy. Other 
members of the cast Include Georgette 
Harvey as Maria, the shopkeeper; 
Avon Long, the dope peddler, Sport- 
In' Life; Warren Coleman as the 
Crown that claims Bess as his woman, 
and many more. The cast Is sup- 
ported by the Eva Jessys choir with 



• • • 



All junior* and seniors In the 
School of Arts and Hetence* who 
do not have credit in Knglish 
Proficiency and who are as- 
signed to It this semester should 
retrort to Dean Babcock's of- 
fice this week. They will be 
aligned a number which will be 
used in taking the examination, 
and will be given an instruction 
sheet. November 28 li the date 
set for the < 



Assembly Tuesday 
Features Pianist 

A concert by Hazel Griggs, well- 
known American pianist, has been 
scheduled tor the Thanksgiving As- 
sembly November 21 at 2 p. m. In 
the College Auditorium. The assembly 
Is being sponsored by the YWCA. 

Miss Griggs, who has played con- 
certs on the Kansas State campus be- 
fore, Is a native of Dallas, Texas. She 
won a scholarship to the Cincinnati 
Conservatory. This was followed by 
several years in Chicago at the Amer- 
ican conservatory with Josephine 
Lhevinne, a two-year scholarship at 
the David Mannes School of New 
York, under Bertha Bart, and the 
Walter Scott Foundation Award for 
study in Paris at Iba Bcole Normals 
with Alfred Cortot. Miss Griggs also 
has worked with such master pianists 
as Marguerite Ltsziiiewska, Bruce 
Simonds and Egon Petri. 

Miss Griggs has more than matched 
her phenomenal prize winning stu- 
dent days In a career as an artist- 
performer, acutely sensitive to the 
needs and desires of the concert go- 
ing public; as a highly successful 
teacher of piano in New York, and 
as a recognized authority on piano 
literature and music criticism. 

She has made recordings for use 
as teaching aids In classes in piano. 
In addition to her teaching. Miss 
Griggs has presented concerts and 
recitals from coast to coast. She also 
erclal work on radio. 



Religious Week 
Meetings Today 
Program 



In the third, Center Joe Pol lorn re- 
covered Roblson's fumble soon after 
the opening klckoff and the Agglea 
went right back to score again, Ron- 
nie Webster taking a lateral from 
Ungles around right end for the 
counter. The try tor point went wild, 
'the score *1 i 



State. 



tb7Yor 



Prof, Paul E. Pfuetze will ad- 
dress students at the second col- 
lege assembly of this Religious 
Emphasis Week this afternoon 
at 3 o'clock. His topic will be 
"The Christian Proposal," and 
an informal discussion will be 
held following the address. Mrs. 
Louise Gibson Pfuetze will 
speak to freshmen this after- 
noon at 4 in Willard 116. 

In speaking to the students Tues- 
day morning In assembly. Professor 
Pfuetze stressed the need of a great 
faith to live by In these days of crises, 
when everything is undone and must 
be re-done. "Confusion of alms seems 
to characterize our age," he stated. 
"What makes men great Is what those 
men held first in their lives, what they 
lived by and fought for." Professor 
Pfuetze, who is assistant professor of 
philosophy and religion at the Univer- 
sity of Connecticut, cited men through 
the centuries that have been examples 
of men of great faith. 

Tuesday afternoon Mrs. Louise 
Gibson Pfuetze, a member of the na- 
tional YWCA staff, assisted by her 
husband, discussed "Men and Women 
in the New World." Three particular 
divisions of. her talk were the psy- 
chology of the returning serviceman, 
post-war employment and Juvenile 
delinquency. Following the talk a dis- 
cussion arose dealing with Intertalth 
marriages and the growing anti-Se- 
mitic feeling In some parts of the 
country. fc 

Must Plan For Living 

"A Plan for Living" was Professor 
Pfuetze's topic on Tuesday evening. 
"Since the essence of the Christian 
religion Is one of freedom and moral 
responsibility, each must work out his 
own plan for living," be stated. 

In the 4 o'clock 



The "Deadhawk" boys took over 
then, working to the Purple and 
White eight with a bewildering se- 
ries of aerials before the end of the 
quarter. 

After a no gain play Moflett gal- 
loped across to score In spite of Jean 
Smith's valiant attempt to halt the 
Mt. Oread star. Smith hit the end 
marker, suffering a broken ankle. Bill 
Chestnut's conversion was good, 
bringing tbe count to 14 to 18 for 
Kansas. 

Threat Continues 

The ball continued to stay In K- 
State territory. Tbe Haylettmen were 
pinned back on their 12 by a penalty 
superseded by a loss, Dana Atkins' 
fake kick was taken by Jay Payton 
for a gain of II yards. Payton failed 
to make yardage on the next play and 
the ball went to KU. Moffett's pass to 
Don Faulkner was Intercepted by At- 
kins who ripped off a spectacular 86 
yards to be brought down on the KU 
12. A pass from Ungles to Weather- 
touchdown, and the final score, 18 to 
14. 

The crowd was leaving the field 
when MotTett's run was penalized. 
The fans lined up along the sidelines 
while the referee was recalled and the 
extra play taken. A pass, Jim 
Weatherby to Kenneth Danne brook, 
was brought down In midfiald. 

Starting lineup: 
K-atate 
Haas 

Pullom 
Hardin 




(Ml Will *.*.*. 

Cowan (C) 
Newell 

EfW 
Webster 

Smith 

Moons? 

Score by periods: 

Kansas 1 7—14 

Kansas State I I I — II 

Scoring nummary Kansas State — 
Touchdown*. Weatherby t, Webster. 
K annas— Touchdown, Roblson, Moffett, 
Points eftsr touchdown, Chestnut I. 

Slate— Br 



Substitutions 

Weatherby. Frtck, Ooforth; 
Hasina, Deitchman, Drown; 



guard*. 

center, 



Hogue; backs. Elliott, Clowers, Atkins, 
Ungles, Faublon, Whitney , Kansas 
University — Ends, Reynolds, Bradley; 
tackle. Lambkin; guards, Bird, Chase, 
Kt»ckdale, Hay; center, Langford; 
backs, Mowery, Weatherby, Dannebers, 
f'hestnut, Miller. 



Math Club . . . 



There wUI be a meeting of the 
Math Club today at 4 p. m. in 
room 101 In the Mathematics 
Officers will be elected 
f. W. C. Jans 



P 

sF 
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What A Day! . . . 

Our heart? congratulations to you 
all who helped to make the Kansas 
State 1*44 Homecoming such a grand 
•ucceaa. 

: At the top or the Hit of contribu- 
tor!, of coarae, stand Ward Hayletfe 
Wildcat grldsters. Without their light 
and never-give-up spirit. It might have 
been only another football game 
glamourised Slightly by the presen- 
tation of a queen daring the half. 

it was an experience to be 
for yean by those fortu- 
to see It. And evidently 
we aren't the only ones who thought 
ao. C, E. McBride, sports editor of 
The Kansas City Star, In his story 
Sunday termed it "probably the na- 
tion's gridiron thriller of the day?' 

Still Remembered 

And even now the thought of the 
game still provokes spinal chilli. As 
Mr McBride so aptly put it in a fol- 
low-up In Monday morning's Kansas 
City Tlmee: "The tempo of this beau- 
tiful little town that is the home ot 
Kansas State College is still a heavy 
plus above and beyond normal as the 
students and efttsenry thrill to the af- 
ter-gossip of that sensation-Jammed 
18 to 14 victory over the Jaybawker 
footba listen from the university." 

To the Student Council headed by 
Kt he Hilda Parrlsh and Dick Olson go 
our thanks for the hours of work the 
arrangements for the Homecoming 
Ball and the selection and presenta- 
tion ot the Homecoming Queen and 
her attendant* must have taken. More 
bouquets are in order for the Stu- 
dent Holiday committee with Kath- 
ryn Ashbaugh as chairman who ar- 
ranged Monday's festivities. 



And to every Kansas State student, 
faculty member and alumnus who 
supported the Homecoming activities 
goes the credit for making this third 
wartime Homecoming celebration one 
of the best ever. Not only did school 
spirit run high here, but we're bet- 
ting that former K-8taters now in 
the service all over the world will 
be cheered a good deal when the happy 
news reaches them. 

So now "your pep, you've got it, 
now keep it! Dog gone you don't lose 
HI" The football season Isn't over yet, 
and the school year doesn't have more 
than a good start. There will be nu- 
merous opportunities to support your 
school. If we do It as wholeheartedly 
as we celebrated Homecoming, the 
1944-46 school term will go down In 
K-State Malory as definitely one of 
"the better yean!" 





are having Joe Neldlg. Because with 
Neldlg there ls_"no hope." 

We are mentioning no names but 
the Dodde ridge and Neldlg "Travel- 
ing Minstrel Shows Ltd." put on a line 
little show for everyone at the ball 
by cutting off each others tie. They 
should have done a good job and cot 
their throats while they were at It. 
It's wonderful the way they can got 
around In those- strait-Jackets. 

FOOTBALL OA MB Ahhh — the 

old days of raccoon coats and hip 
flasks. Of course K-State had Crosby 
■port coats and a thermos of luke- 
warm Ovaltlne. An account of the 
football game would not be complete 
without mentioning the P. A. an- 
nouncing of Prof. Miles (Lowell 
Thomas and I have a lot In common, 
we're both ALIVE) Heberer. Of 
course that's the first time that Iowa 
State, Oklahoma, and Nebraska were 
all playing K-8tate In one game. 

There is one thing that K -state Is 
proud of . . . there was no drinking 
at the game. However we wish that 
we could have had the "Sen-Sen" con- 
cession In the stands. The game It- 
self was really exciting. In fact we 
bit through four opium pipes and 
broke off two needles. 

ETC. . . . The sororities had open 
houses after the game and the Trl 
Delta had a buffet supper. A Trl-Delt 
buffet supper la a sort of an officers' 
mess with napkins. The Chl-O house 
was slightly crowded. In fact there 
were eight Chl-O'e dancing In the PI 
Phi house. 

Picnics reigned supreme last 
Monday. Yea, Sunset Park wan 
simply overflowing with blankets 
and old Dixie Cups. Someone 
found Harvey (I've got the ear 
•Ul Saturday) Haas at the top of 
an old abandoned haystack. The 
lent we saw of Haas he wae play- 
ing the part of a sandwich /or a 
nibbling buffalo. It was so dark 
at Sunset that Mllo Johnson ate 
four wieners before he realised 
that they had flngi 
them. Now they call 
by" Johnson. Hal Hogue was nl- 
We would have sonic 
but all the other In- 
left as soon as the food was 



Number of Veterans 
On Campus Increase 

The number of disabled veterans 
of World War II taking training at 
Kansas State College under the Re- 
habilitation Training Program for 
Disabled Veterans has Increased rap- 
Idly since two men enrolled for the 
1943-44 spring trimester. Now S6 ex- 
servicemen are enrolled under this 
program. 

A curriculum for each Individual la 
selected by the Veterans Administra- 
tion. Selection la made after the men 
have expressed their desires in fields 
of training and have taken certain 
qualification and aptitude tests. 
Choice of currlculums la guided by 
the serviceman's disabilities, bis in- 
terests and his opportunity for live- 
lihood in bis field of 




Pvt. Robert J. Danford, Ag. 'SE, 
Is stationed at Camp Barkeley, Texas. 
Maj. Lloyd L. Michael, D. V. M. '34, 
Is senior veterinarian there. 



Varied Interest* 

Employment objectives for some 
of these men include vocational agri- 
culture, mechanical, civil and electri- 
cal engineers, veterinarian, salesman, 
agronomist, bacteriologist and athlet- 
ic coach. The College has rehabilita- 
tion students In all schools of resi- 
dent instruction except the School of 
Home Economics. 

In planning for the increasing num- 
ber of disabled veterans who will en- 
ter Kansas State, the College prob- 
ably will offer some abort currlculums 
In fields of engineering and agricul- 
ture in addition to the regular four- 
year currlculums. A two-year cur- 
riculum already is offered In indus- 
trial technology. Some of the shorter 
courses will be perhaps of collegiate 
level while others will be of 
legiate grade. 



The Veterans Administration pays 
to Kansas State College all fees re- 
quired of other students, except out- 
of-state fees. Tbe Board of Regents 
has ruled that the Administration 
need not pay out-of-state fees for men 
residing within the district of the 
regional office. Kansas State is in the 
Wichita office region which Includes 
all of Kanaas except a few counties In 
the northeaat corner of the 



First Lt. John P. Ransom, C. E. 
'41, M. E. '42, Is stationed In Granite 
City, DL 



First Lt. Earl A. Erlckson, Ag. *3S, 
Is stationed at Muskogee, Okla. He 
writes: "I have met many Kanaas 
State graduates and others who were 
attending school at the time of their 
entrance Into tbe armed forces. I 
have attended reunions in Pittsburgh 
and Denver and enjoyed myself very 
much meeting old friends and making 



Raymond E. Dunnington, C. E. 
'28, is a lieutenant colonel stationed 
somewhere oversea!. 



Major Elbert 
'34, is overseas, 
care of 



B. Wheatley, C. E. 
His mall Is sent in 
■, San Francisco. 



Lt. Joseph B. Zahn, G. S. '41, writes 
that his address is Lt. J. B. Zahn, 
0-1647515, Station Hospital, Sioux 
Falls Army Air Field, Sioux Falls, 8. 
D. Mrs. Zahn is the former Geraldlne 
DIHer, 0. S. '40. '* 



Ens. George Hetland Jr., E. E. '44, 
Is attending Naval Training School 
(Radar) at M. I. T. in Boston, Mass., 
and will be there at least until the 
end of the year. His address la 475 
Commonwealth Avenue, Apartment 
604, Boston IB. 



Lt. Ray E. Carr, f. s. '42, with the 
quartermaster branch at the Los 
Angeles Port of Embarkation, has 
been promoted from second to first 
lieutenant. Lieutenant Carr was a 
member of Delta Tau Delta fraternity 
while at Kansas State College. 



San Antonio, Texas. His home ad- 
dress Is 4542 South Press, San An- 



Lt. (Jg) Robert M. Roelfs. G. B. 
'41, Is the commanding officer of a 
minesweeper which has been operat- 
ing in the South and Central Pacific 
during the last 1« months. He. writes 
that although The Lidusthialist ar- 
rives months late, he always looks 
forward to reading it as much as If 
it were Just off tbe press. 



Capt. George G. Tanenbaum, D. 
V. M. '39, writes that although he Is 
now overseas, he expects to return 
to the States soon. He adds that, U 
at all possible, he is going to visit 
Kansas State College. 



The address of Lt. Tbalne A. Clark, 
Ag. '40, is Section F, Box 824, Gowen 
Field, Boise. Idaho. He returned Sep- 
1 



Lt. Wllber G. Hole, E. E. '42, Is 
stationed In the Aleutians, but writes 
that he has hopes of being trans- 
ferred in the near future. 

' • 



I^HM-E-O-W 



After the "King-Hiae" holiday 
that we celebrated several stu- 
dents came up with the Idea of 

to 

they found It so hard 
to get to HChool Tuesday. I'll bet 
the only onett that not any sleep 
over the week-end were either in 
the hospital or deadt Here are 
Junt a few of the sleep klllom we 

at thin 



HOMKCOMINO BALL. . . . Betty 
(Crown me, I'm Queen) Carr wae 
voted Homecoming Queen by the stu- 
dents that attended the dance. Stu- 
dents. . . . That's four sorotlty girls 
and the 12»th Cavalry. I wouldn't 
say that there were many officers 
there but that's the first time a G. I. 
band ever had to play a dance while 
standing at attention. There was 
more brass there than In Sllm's toot- 
rall. But the band was really swell 
—of course they played some rather 
OLD pieces. In fact they played, 
"When You and 1 Were Youug Mag- 
gie" so many times that when the ball 
was over Maggie was going around in 
diapers, lt has been reported that 
certain sororities either bought up all 
the dance ticket* or bad them printed 
themselves, and then phoned the Fort 
and orderod a second lieutenant 
"bivouac" Tor Nichols Gym. 

At the uext dance we are having 
Bob Hope will come out to entertain 
the troops. If we can't get Hope we 



All In all the week-end was a very 
enjoyablo one for tbe students. 
Johnny (Bow-tie with ears) Pallete 
had a good time at the Monday after- 
noon varsity. Johnny was dancing the 
Big Apple but with htm it looked like 
"Fruit Salad." 

One more word about the game — 
we noticed that In the Queen's car 
President Eisenhower looked more 
like the Senior Prexy than Dick 01- 
sen. Olsen was worrying about that 
speech he had to make. He was glad 
It waa short but so was the crowd. 

It teems that Dee (Postum was 
never like this) Preusch had quite a 
large time at the varsity Saturday 
trying to photograph pink elephants 
in technicolor. . 

The Saturday varsity was really 
quite orderly though. I will admit, 
however, that it was a little crowded 
dancing with your partner and an 
M. P. Everyone had a good time, but 
some of tbe complications which arose 
aren't lit for Mr. Anthony. We won't 
mention any names but If you want a 
list of persons involved In Homecom- 
ing revelry you might try the Stu- 
dent Directory — In case it 
out. 



RELIGIOUS WEEK 

(Continued from page one) 
I afternoon, Professor Pfuetae related 
Christianity and democracy, compar- 
ing the two ideals, and at last night's 
mass mestMg In Recreation Center, 
both gueuTipeakers discussed "Sex 
and the Family." 

Morning meditations have been ar- 
ranged by different denominational 
student groups and beld in the YWCA 
Lounge from 7:40 to 7:56 all week. 
Professor Pfuetse has spoken to sev- 
eral classes. Tonight at 6 there is 
scheduled a dinner conference in the 
College Cafi u na for facully and min- 
isters, with Prof. Randall C. Hill as 
chairman. 

Hpeaka Tonight 

The evening program following 
will begin at 8 o'clock in Recreation 
Center. President M. S.. Eisenhower 
ill Introduce Professor Pfuetse, who 
talk on "Trends and Develop- 
in Recent Theological 
TtTought." Miss Hilda Grossmann, of 
tbe music department, will sing a 
vocal solo, and Beth Fronlng will 
preside. 



Maj. Kenyon T. Payne, Ag. '39. Is 
director of training, Wing 11, Army 
Air Forces Prefllght School, at the 
San Antonio Aviation Cadet Center. 




SAVE THE PIECES! 
Quick Repairing 



Duplicating Broken 
DR. E. L. AKKREW 0. D. 



1290 Moro 
GLASSES THAT FIT 



What they did in '69 
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Elect Conover ^ 

Robert Conover, professor ot En- 
glish, has been elected president ot 
the Kansas State College chapter of 
the American Association of Univer- 
sity Professors. Professor Conover 
succeeds Dr. A. B. Sageser. professor 
ot history and government. 

Miss Tessle Agan, associate profes- 
sor of household economics, was 
chosen vice-president. Miss Elisabeth 
Davis, reference librarian, Is tbe new 
program chairman. 

The A. A. U. P. will be host to the 
state meeting of the Kansas Academy 
of Science next spring. Prof. C. M. 
Correll of the Department ot History 
and Government, is program chair- 
man tor the meeting. 



Patronize Collegian Advertisers. 



Collegian Advertising Pays. Try It. 




First the Engagement Ring, 
then the Wedding Band. Have 
them both from our superb 
stock of Diamond Rings ot 
exotic, exclusive design. 

Paul Dooley 



SPORTS 

may come and sport* may 
go — hut these go on 
sver 




The coed's favorite Is out 
again In the classic colon 
brown and white 



$5.00 



Ward Keller Store 

SHOE DEPARTMENT 




When Professor Elisha Gray and young Enos M. 
Barton, not long out of college, organized in 1869 
the partnership later to become Western Electric, 
they paved the way for many developments which 
have enriched your life. 

For many years, the Company has been manu- 
facturer, purchasing agent, and distributor for the 
Bell Telephone System, whose service you have 
known all your life. - . 

Through telephone work, college trained men 
and women at Western Electric helped find other 
ways to make your tife fuller and safer. For exam- 
ple, radio broadcasting— talking pictures— marine, 
aviation and police radio— train dispatching equip- 
ment—all were pioneered by Western Electric. 

Today, Western Electric is doing its greatest 
job— turning out huge quantities of electronic md 
communications equipment to help our fighting 
men and to speed the day o£ Victory. 

When that day comes, Western Electric will re- 
sume its 75-year-old job of making communica- 
tions equipment to further enrich your life. 



1869 ^Wlk> 1944 

Western Electric 
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KSC Wildcats Battle 
With Olathe Navy 

Football Wildcats of Kansas State will meet the powerful Ola- 
the Naval Air Base Team here Saturday. This collegiate-Navy 
game will mark the first encounter of these two teams and the 
last non-conference tilt. 

The Olathe team boasts a fine record of four wins, two losses 
and one tie. Kansas U and the Iowa Seahawhs are the only teams 
that have defeated them this ~ 
season. Kansas State, on the 
other hand, having just found 
themselves, have won two 
games, lost four and tied one. 
Both have beaten Wichita, but 
this Is no indication of the out- 
come of this game. 

Coach Ward Haylett is trying hard 
to prevent a natural letdown after the 
KU victory of last Saturday. Unless 
the team realizes this Olathe ifl likely 
to pick them off. 

N«vy Hm Triple-Threat Star 

Stars of the Navy's attack are Arne 
Langner and Walt Herkel, triple 
threat back who kicks, passes and 
runs. Ward Haylett and assistants 
are preparing their defenses to stop 
these men. 

This Is the heaviest team the K- 
Staters will play. The line averages 
200 pounds from end to end. Their 
backfleld Is alio rugged, averaging 
18K: This weight advantage will 
handicap the State eleven. 

Return of Bill Pritchard to the 
squad will add considerable strength 
and depth to the reserve forward line. 
This 1b offset by the low of Forrls 
Frlck, star freshman end, to the 
Army. He reports for Induction Fri- 
day. 

Haylett expects to concentrate on 
Burton Barnes for the left end posi- 
tion this week. He is bigger and more 
rugged than any end out. Bill Clary, 
fullback, suffering an Injured knee 
from the Wichita game, saw limited 
service Saturday. He is greatly Im- 
proved this week. Loss ot Jean Smith 
in Saturday's game and Max Harvey 
earlier In the season disintegrated 
half of what was to be the atartlng 
backfleld of the K-State gridders this 
year. 

Harvey Haas and Jack Newell, 
freshman sensation, wilt start at ends. 
Dale Cowan and Earl Haary will be 
at tackle with Russ Hardin and Mar- 
vin Norby in guard position. With Joe 
Pol lorn at center these will form the 
bulwark of the State line. 

The offensive hopes of the Aggies 
HtHa-tho hwkfteld **imy-o#- J-to tin- 
gles, Ronnie Webster, Bob Mooney 
and Bill Faubion. Jay Pay ton will 
alternate with Ungles. Elliot will 
work with Doc Faubion at the right 
half slot. This is Doc's old position 
and he should go to tows. 



B Team Loses 
To Herington 

Herlngton Air Base Invaded the 
Kansas State gridiron Tuesday after- 
noon to pit their strength against the 
Wildcat B team. The lads whoso Job 
U is to stand up against the varsity 
eleven In scrimmage lost the battle 
against the soldiers 6 to 0. 

The fliers' score came in the Brat 
quarter, an eight-yard pass, Rugerrio 
to Atwell, making the counter. A 
running play for extra point failed. 

Coach Frits Knorr, tutor of the B 
aggregation, was pleased with his 
lads' defensive work, but said much 
was lacking in the young Wildcats' 
offensive play. "They spend so much 
time learning formation of varsity 
opponents that they don't master 
their own plays," Knorr explained. 

Young Wildcats who saw action 
were: Ends — Burton Barnes, Keith 
Olatt; Tackles— Bill Pritchard. Jim 
Harrison, Bill Schlecty; Guards — 
Clarence Deltchman, Jim Drown, Jim 
McKitterick, Augle Bogina, Ben He- 
bert, Charles Esliflger; Centers— Har- 
old Klnard, Hal Hogue; Backs— Jim 
Llepman, Dean Hoppas, George Ped- 
dlcord, Pat Clowers, Stan Heatbman, 
Ken Whitney, and Brude Henock. 

Coached by Cpl. Walter McQuad, 
the Herington team 1b composed of 
enlisted men. McQuad was a mem- 
ber of the Colgate team in 1943. The 
Army squad expressed appreciation 
to M. F. Ahearn and the college ath- 



AGE'S Win Crown 
For Intramurals 

Alpha! Gamma Rho fraternity, ted 
by Ralph Stuesser. Dick Spencer, 
Gerald Goetech and John Haggard, 
won the Intramural touch football 
championship last week. Boasting a 
powerful aggregation, they scored 
161 points, 37 more than the Slg 
Alphas, their leading contenders. 

The AGRs brought back a rassle 
datile style to the intramural field; 
laterals, forward passes, basketball 
passes and shifty running spearhead- 
ed their attack. 

The Slg Alphs, In winning six of 
their games, proved to be a close sec- 
ond. The rest of the teams were 
rather evenly matched with the ex- 
ception of WFAC and the Tigers, an 
independent organization, finishing 
seventh and eighth respectively. 

Prof. L. P. Washburn, head of in- 
tramurals, was greatly Impressed by 
the spirit and great amount of. In- 
terest shown In Intramural, touch 
football this year. One more team was 
entered this year and there are 126 
fewer men in school. He hopes this 
Sne spirit can continue. 

Intramural touch football results: 



Faculty . • . 




ticket for the gmrnv with the 
Olathe Naval Station Saturday, 
the covers will be honored at the 
gate, according to Frank Myers. 







H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



EXTEND I. M. DEADLINE 
Due to the slow entry of team* for 
intramural basketball, the deadline 
has been extended from Wednesday, 
November IB, until Friday, November 
17. The games are scheduled to be- 
gin November 20, For the first week 
the games will be played in the after- 
noon. After football practice ends 
they will be played In the evening, to 
allow the varstty basketball team to 
practice in the afternoon. L. P. Wash- 
burn urges all Independent organisa- 
tions to form teems and enter. 





won 


lost 


pts. 


Alpha Gamma Rho .. 


..7 





161 


Sigma Alpha Epsilon 


..6 


1 


114 


Delta Tau Delta 


.3 


3 


90 






3 


78 


Tan Kappa Epsilon .. 


.3 


8 


78 


^^olves .-,«.***»,«*. 


..3 


3 


78 


^BV. F. A. C ..«.«*.. ...... 


..1 


8 


ee 


Tigers ....«••«.«. 


..0 


7 






The consumer buying class made 
a field trip to Kansas CUy Monday 
and Tuesday. 



New Turkey Developed 
Kansas State's poultry department 
has developed a turkey with a larger 
breast width although it Is not as high 
as the old type turkey. These turkeys 
have a breast measurement of 13.7 
Inches as compared to the 5.8 Inches 
of regular turkey. 



Jean Smith Injured 

Jean Smith suffered a fractured 
fibula of his left leg Saturday when 
he hit the goal line marker In an 
attempt to tackle Charlie Moffett dur- 
ing the third quarter. Saturday's 
game was the last he'll play ot col- 
lege football. 

Smith bas been 
an important mem- 
ber of the backfleld 
all season, play- 
ing a top class 
game at right half 
A nice runner, he 
Is also a serious 
thinker and takes 
each game seri- 
ously. 

Smith played at 
Jean Smith p orl g eo tt junior 
college before coming to K-State. This 
Is his last year. 
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SHOWS! 2:80 - 7:00 . BlOO 
TODAY Thro SATURDAY 

m HE AND MY GAL 

Gai-lan* 
f - Q«M Kelt) 



SUNDAY and MONDAY 
Gary Cooper Barbara Stanwyrk 

'Bill Of FtE' 

TUESDAY aad )T PLUS 
WEDNESDAY *f e TAX 

THE MAGNIFICENT AMBERSONS 

Joseph Cotton Dolor** Coatello 



Coming THANKSGIVING DAY 



- NOW SHOWING - 

• PHIL BAKER 

• MARJORIR MASSON 

Take It Or 
Leave It 

Adult Entertainment 
• 

- SUN. Thru WED. • 

• CARMAN MIRANDA 

• DON AM IX HE 

Greenwich 




STATE 



NOW SHOWING 

• JUNE CARLSON 



D 
I 
A 
L 



YELLOW 
CABS 

, f.t. jjl> • l*. -'ill. u .. 

Efficient ~ Courteous -- Dependable 



4 
4 

7 



Delinquent 

Daughters 
• 

• WILLIAM BOYD 
• ANDY CLYDE 

Lumberjack 

• 

— SUN. - HON. - TUES. « 

• SVMl.l SIDNEY 



Insect Bulletin Published 

Common Insects In Kansas, a bul- 
letin written by Prof. Roger C. Smith, 
Prof. E. O. Kelly, Prof. George A. 
Dean, Prof. H. R. Bryson and Prof. 
R. L. Parker ot the entomology de- 
partment has been published by the 
Kansas State Board of Agriculture. 
The publication consists of 440 pages 
of 464 cots and seven colored plates. 



We Arc Here 
to Serve You 



With fast, prompt, 
icnt service to your 



For Economy* Sake 
Buy Books and Save 

12 Tickets . . . $1.00 
60 Ticktts . . . 4.80 
Single Fare . . 10c 

CollegeCityBus 




Your Official 

College 
Photographer 

Studio Royal 




Time tb Buy 

CHRISTMAS CARDS 

■ 

See them at the 

COLLEGE BOOK STORE 

>The Friendly Book Store Nearest the Campus" 



I he fairest wsy we know to ration travel U to tell the 
X American people the truth, and let them divide tbe sup- 
ply lairly between them — ai they alwayi have when there 
U leu than enough to go around. 

Today, on tome routel, there it s very real ihortage. Gsa, 
tire and a very rest manpower thortage rettrict ut from giving 
all the tervlce we would like to give. 

Bus travel la s weapon. Use It economically a* you con- 
serve food, paper, rubber and tin. When our tervlce la not up 
to our peace time ttandardt, pi eate remember we are carrying 
2 Vi timet at many patten ten at we do in normal timet. 

If you must travel, we are here to serve you. See, ot tele- 
phone our agent for the lestt crowded schedulct an 
Know before you go. 

CWftM trwtttat. t* i»'> I* »m KtntlflutlMT 
NMm *• ytvr kaitit*. *• Mtthf Snb trw.J 

UNION BUS DEPOT 

5th Ax Poyntz Dial 4351 

AIR CONDITIONED BUSES 

VI R LAND 

GREYHOUND 

Amis 




Operated ev 

INTfltTlfl T M N I I T 1 f If I f 



Trail of the 
Lonesome Pine 

• kdmunii LOWE 
• MARJORIE RAMBEAU 

[Oh What a Night 

— £ 

WED. - THI'ItS. 

• KAY KYbKR 

• ANN MILLER 

Carolina Blues 



CARLTON 



NOW SHOWING 

0JOHNNY WKIHMULMSK 
• JOHNNY 8HKKFTKLD 

Tarzan's 
Desert Mystery 

• 

— SUN. - MON. ■ TUES. — 

• BETTY GRABLE 

• JOHN 



Pin Up Girl 

• 

- WED. - THUB8. - 

• GEORGE RAFT 



Follow the Boys 



/ 
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'Having A Wonderful Time' 



It's orchids to the football team for a 

wonderful week-end 

Boies Bandar at the Alpha XI Delta house told of the 

of Eleanor Klteelman to Albert Henry, Kappa Slg. 
Newest Initiates of Alpha 

Gamma Rho are Dick Spencer, 
John Haggard, Ralph SteuBser, 
and Al VanWalleghen. A din- 
ner wag held In their honor Sun- 
day night at the Wareham Gold 
Room. 

I/oU Hummer*, Chi O passed choc- 
olates Sunday announcing her en- 
gagement to Sgt. Art Olenn, Sergeant 
Glenn attended KansaB University 
where he was a member of Phi Delta 
Theta. He is now overseas. 

More rowen. , . Thin time from Al- 
pha XI alum Loretta Cornelius an- 
nouncing her marriage December 9 
to Ens. Lester Nnwxirk '43. The wed- 
ding will talie place in Ann Arbor, 
Mich., where Ensign Newklrk Iff sta- 
tioned. 

Trl Delta entertained gueets Sat- 
urday evening with a buffet supper 
at the chapter house. - 

Chi Omega pledges had their dates 
as dinner guests laat Wednesday 
night. 

(Tlo via entertained with an In- 
formal Homecoming party at the 
chapter house Saturday evening. 

Kapnn Hlg pledge officers are presi- 
dent, Dick Stockman; vice-president, 
Don Ransom; secretary, Dale Cowan; 
treasurer, Boh Bschenburg; and so- 
cial chairman, John Chltwood. 

Van Zlle Hull had ehorolaU'H Sun- 
day from Margaret Butler announc- 
ing her engagement to Pfc, Edred 
Williams. 

Van Zlle Hall In holding open house 
Friday night from 8 to 10:30 r»r all 
men on the campus. 

Wit Trnpp of Arcadia noil Pvt. Karl 
Terry were married Monday eveniug 
at Arcadia. Both bride and groom 
are from Waldo. 
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Thursday, Hot. 16 



Vets, Ags Dance 
At Annual Parties 

This week-end begins the party 
son with two functions Saturday 
nlgbt. Vets will hold their annual 
Javamarac dance ait the Avalon ball- 
room. In former years the veterinary 
students have had a dinner and dance, 
but this year the dinner has been elim 
Inated. The Javamarac will be sport 
tbis year. The Junior American Vet- 
erinary Medical Association sponsors 
this ball. 

Thompson Hall will be the scene of 
the annual Ag Barnwarmer Saturday 
night. Crowning of the barnwarmer 
queen will climax the evening's en- 
tertainment. 

Candidates will be the two women 
students in the School of Agriculture; 
Ruth Wilson, and Lorene Smith. 
Dancing with several special num- 
bers during the evening will com- 
plete the entertainment. Refresh- 
ments of soft drinks and doughnuts 
will be served. 



101, T:SOto0:SOp. m. 



5 to O p, mi. 
Home 

Meeting, Calvin 107, 7 to p. bl 
Student Assembly, Auditorium, 8 

P- m, 

O micron pf* Tea, Calvin lounge, 
4 to fl p. m 



Guarantors 



Anyone wish hit to become a 
guarantor for the Muhntte" 
Artist Series, may do so by call* 
ing at Dean Moore's 
signing the 
to 

of the 
mlttee. 




A "loony auction" will highlight 
the TWCA Freshman Fellowship pro- 
gram Tuesday In Calvin, room 101 at 
4 p. in. Plans for this meeting were 
by Freshman Fellowship cabt- 
ambers at a meeting this week. 



7180 to 10 p. m. 

Friday, Not. 17 

Party, 
V 7:SO to 11 p. m. 

Men and GI Dance, 
Nichols Gymnasium, 8:80 to 
11:80 p. in. 
Van ZUe Open House, 8 to 10. SO 
p. m. 

•e Party, chapter 
8 to 12 p. m. 




Y's Sponsor Dance 
In Gym Friday 

Tentative plans for a "Thank You" 
dance, sponsored by the YMCA and 
YWCA. are being made. As the plans 
stand the dance will be held In the 
college gym from S:30 to 11.30 p. 
in., Friday. 

Honoring the veterans of World 
War It, the party will be given In 
appreciation of the splendid response 
or the student body to the Campus 
Chest and War Emergency fund drive. 
All of the rehabilitation men, their 
wives or dates, and all the other col- 
lege students and their dates are In- 
vited to attend. Dress will be Informal, 
though not sport, and there will be 
no admission charge. Music will be 
furnished by a band from Ft. Riley. 



KSC Fraternities 
Pledge 23 Men 

Twenty-three additional pledges 
for seven Kansas State College fra- 
ternities have been announced by Dr. 
Harold Howe, faculty adviser of fra- 
ternities. Those fraternities which 
have added pledges are Alpha Gamma 
Rho, Beta Theta PI, Delta Tau Delta, 
Kappa Sigma, Sigma Alpha Bpsllon, 
Sigma Nu and Tau Kappa Bpsllon. 

The pledges listed by home towns 
and fraternities; 

Alpha Gamma It he: Harold T. 
Black, Reece; Bob Brown, Oakley; 
James Burr, Covington, Va.; Harold 
E. Carroll, lola; R. Kelsa King, 
Mroken Arrow, Okla.; Teddy Ratlin", 
Portia; and Werner H. Welseth, Col- 
man, S. D. 

Beta Theta Pi: Jack Bell and 
□ forge Reed, Sallna; Robert C. 
Dowdery, Lyons; and Ed Her res, 
Wichita. 

Delta Tau Delta: Fred N. Cossman 
Jr., Cold water; James C. Davis, Abi- 
lene; and Roy E. Drown Jr., Man- 
hattan. 

Kappa Sigma: Laurel 0. Henry, 
Newton; and Donald Ransom, Kansas 

City. 

Sigma Alpha Epsllon: Frank A. 
Llmbocker, lola; Tommy Lyons, 
Atchison; and Rex R. McArthur, Sa- 
llna. 

Sigma Nu: Forrls Frtck, Manhat- 



7:80 to 11 p. m. 

Saturday, Not. 18 

Agricultural ! Association Barn- 
warmer, Thompson 300, 8:80 to 
12 p. m. 

Jr. AVMA Dance, Avalon, to 12 
p. m. 

Monday, Not. 20 

YWCA Cabinet Meeting, Calvin 
107, 7: 15 to 8:15 p. m, 

Orchesis, Nichols I, 7:80 to 9:80 
p. m. 

Ensemble, Music Department, Au- 
ditorium, 7:80 to 0:80 p. m. 

student, Council Meeting, Thomp- 
son 206, 8 to 10 p. m. 

YWCA Leadership Council, Calvin 
101, 8:15 to 0:15 p. ro. 

Veteran Rehabilitation Men's Meet- 
ing, Nichols 207, 7 to 8 p. m. 

K-State Players Rehearsal, Educa- 
tion 200, 7:80 to 10 p. m. 

Porgy and Bess, Auditorium, 8:15 
p. m. 

Tuesday, Not. 21 

Orchestra, Auditorium, 7:15 to 10 
p. m. 



Colville Speaks 
On Nursing Today 

Miss Sara Jean Colville, a former 
head nurse at Vanderbllt University 
Hospital, Nashville, Term., will speak 
in Calvin lounge Thursday at 7:30 
p. m. on the wartime and postwar 
opportunities for college women In 
nursing. 

Miss Colville is a graduate of 
Stephens College, Columbia, Mo., and 
the Vanderbllt University School of 
Nursing. She was one of the head 
nurses on the staff of the University 
Hospital before Joining the college 
counseling Btaff of tbe National Nurs- 
ing Council for War Service last fall. 

Kansas State Is one of 400 univer- 
sities, colleges, and Junior colleges 
being visited this fall by the college 
counseling staff. 



LOST — Brown billfold In tbe Vet 
building. Finder keep money and re- 
turn billfold and remainder of 
tents to College Post Office. 



Collegian Advertising Pays. Try it. 



2O0, 5:80 to 8 p. in. 

Center, 4 to 



YW Hour, 

5 p. hi . 
Student 

p. m. 

K-Stnte Players Rehearsal, 
lion 206, 7j:30 to 10 p. m. 

Wednesday, Not. 23 

layers Rei 
7:80 to 10 p. 



Audi- 



Artie Shaw's new band is expected 
to debut in a matter of weeks. It Is 
expected to be a seventeen-plece out- 
fit similar to hia "Begin the Begulne" 
organisation. 



Eor Diamonds 

symbolizing the last word 
In 

modern design 
/ and 

superb workmanship 
In settings 

see those at 

REED'S 

TIME SHOP 

North of the 



New Dresses 

for the 
HOLIDAYS 
In 

HIGH SHADES 
CREPES and WOOLENS 

The Smart Shop 



Chic 

WOODEN ANIMAL 
PINS 
and 

COLORED FUSSY- 
WtJZZY PINS 

for 

SWEATERS & DRESSES 

come In and 
select yours 

Gillett Gift 
Shop 

GUlctt Hotel Dldg. 



Free Show Today 

Students and faculty members of 
all departments are invited to attend 
a series of War Department orienta- 
tion films. The Arst of this series Is be- 
ing shown today at 4:40 p. m. at the 
Sosna theater. There Is no admittance 
charge. The Department of Journal- 
Ism and Printing Is sponsoring the 
films. 

The series of Alms Is known as 
"Why We Fight." The first to be 
shown will be "Prelude to War." It 
shows the history of events leading 
to World War II, and a comparison 
of life under Axis powers and In a 
democracy, 

Mr, Laahbrook, head of the jour- 
nalism department, asks that every- 
one remain outside of the theater un- 
til the regular matinee la over and the 
crowd has gone. 



Tau Kappa Bpsllon: Wendell 
Adell, Neodesha; Robert L. Cornell, 
Los Angeles, Calif.; and Don H. Ford, 
Maryaville. 



Theta 

Theta Sigma Phi, honorary soror- 
ity for women In journalism, pledged 
Mary Jane Jones, at an Informal din- 
ner recently, at the College cafe- 
teria. Mrs. Jane Rockwell Koefod is 
the faculty sponsor. 

An electric shovel with a 60-ton 
dipper strips nearly a million tons 
of earth a month from Illinois coal 
fields. It can scoop up a freight car 
toad In GO seconds. 



For a 

BRIGHTER WINTER 
New 

SWEATERS 

Cardigans and Slipovers 

Gay, exciting colon for 



Wareham Hat Shop 

Wareham ' 



IF IT'S A 



Just Received 

A ' i 

brand new shipment 
of 

COMPACTS 

All shapes anH sizes in 
SILVER, GOLD AND 
COLORS 

$2.00 to $10.00 

SHERER'S 



FOOTBALL! 

K-State 

VS. 

Olathe Naval Air Base 

■ 

MEMORIAL STADIUM 

Kick-off 2 P. M. 

Saturday, November 18 

Admission $1.25 
And By Student Activity Book 

No 



BIRTHDAY 

ANNIVERSARY 

SCHOOL FORMAL 
* CLUB DINNER 

She will want that extra touch— bo send her 

FLOWERS 

CUT PLOWERB -:- CORSAGES -:- PLANTS 
Our Service Will Please You 

Manhattan Floral Company 



Phone 3322 



112 South Fifth Street 



College Auditorium 

NOVEMBER 20 



Curtain 8:15 
Sponsored By 



Kansas State Players 



omcMWRMo w AssocuTKmrnn 




Edward Matthews 
Eva Jessys Choir 

Alexander Smallens 



Gershwins Nation Wide Musical Hit 



TICKETS 
- W.00 - 92.40 
91.80 - 91.20 



BOX OFFICE 
Open 8 p. nu— 9 p. 
Dally 

Mall Orders Now 
Box I0J College P. 0. 

— 



J*, 

- 



m ft * 



1 




Kansas State 




VOLUME LI. 



KANSAS STATE 



NOVEMBER 30, 1944 



NUMBER 9 



YWCASponsors 
Annual Bazaar 
In Rec Center 



The annual YWCA Christmas 
Bazaar is well on its way 
towards the final stages of prep- 
aration. Featuring Mexican, 
Oriental, and hand-made arti- 
cles from various parts of the 
country, this one-day gift shop 
will be open in Recreation 
Center, from 8 a. m. to 6 p. m. 

Wednesday. 

A display booth made on a rectan- 
gularly shaped wooden frame will 
show the novel gifts which will be on 
■ale. Another booth will feature cof- 
fee, cake, and cookies to be sold to the 
guests of the bazaar. 



Basketball . . . 

Kansas State will open Its 1 
It et ball season Monday night 
when it plays the Ft, Riley team 
at 7: SO In the College Gymna- 
sium. Students may be 
by their activity 



Variety 

Before the war, things from all 
over the world were available, Mrs. 
Dorothy Downey explained, but the 
extent is somewhat smaller this year. 
However, Mexican pottery, candle- 
sticks, glazed burros, Mexican tea 
towels, palm leaf baskets, and leather 
belts will be representative of our 
neighbors to the South. 

Ivory brooches, good-luck rings, 
book marks, perfume, ash trays, white 
far bedroom slippers, packages of 
tea. cinnabar rings, and chopsticks 
will represent our Chinese friends. 

Pottery Kerchiefs 

Several fine pieces of pottery, 
stenciled kerchiefs, biockprlnted ta- 
ble-squares, and other gifts have 
been sent from Louise Davis' gift 
shop in Nashville, Tenn. Miss Davis 
was graduated from Kansas State a 
few years ago, and while she was a 
student here, she served as president 
of the YWCA. 

Mary Dressel, Joan Myers, Polly 
Baskett, Doris Johnson, Ella Mae 
Stinson, Bettyjean Hinds, Jeanne 
Wells, Betty Larson, Rita Holllcker, 
Billy Beth Davis, and Virginia Lee 
Epp are in charge of the consign- 
ments. Betty Jo McCaustland and 
Eda Mae Hancock will supervise the 
sales girls. Blythe Taylor' is directing 
the making of the posters; Jean Ram- 
sey has charge .of the food booth. 
Susan Sawyer is taking care of the 
publicity, and Eunice Stoltenberg is 
the bookkeeper. 
' Any girls who are interested In 
selling at the bazaar are asked to 
sign their names on a chart in the 
YWCA lounge, upstairs in 



Mortar Board 

« 

Gives Dinner 



Mortar Board's annual Scholarship 
Dinner will be held Monday at 6:45 
p. pa. In Thompson Hall and la open 
to all women on the campus. Tickets 
are on sale In Anderson Hall today 
and Friday. 

One hundred tickets are reserved 
for Junior women, special guests and 
Mortar Board members. Only 160 
are available for other college women 
wishing to attend the dinner. 

Mrs. Hulda Keith, Manhattan Mor- 
tar Board alumna, will speak to the 
group on the "Woman of the Hour." 
The Manhattan High School's boy 
quartet will sing. 

Margaret McNamee, president, will 
be toastmlstress- for the evening. 
Roberta Townley will answer the 
question "What Is Mortar Board?" 
Elisabeth Crandall will present the 
scholarship plaque to the woman 
having the highest freshman grade 
average for 1943-44. The runnera- 
up for the second and third places 
will be Introduced. 

The 68 junior women who are 
scholastically eligible for election to 
Mortar Board next year will be In- 
troduced by Arlene Shields. 



Ray Rokey Dead 

Capt. Ray Rokey, Ag. '42, died in 
Prance as the result of wounds suf- 
fered while fighting with the First 
Army In Germany, according to word 
received here. Captain Rokey re- 
ceived a regular commission as sec- 
ond lieutenant In the Army upon com- 
pletion of his advanced R. 0. T. c. 
training here In 1942. 

Rokey was one of 16 members of 
his class chosen by the Royal Purple, 
college yearbook, as an outstanding 
member of the 1942 graduating class. 
He also was selected as the represen- 
tative student for the School of Agri- 
culture in that year. 

In addition to his high scholastic 
work. Captain Rokey was a three-let- 
ter man In varsity sports. He starred 
In football, wrestling and baseball. 

He was a member of Alpha Gamma 
Rbo, social fraternity; Alpha Zeta, 
honorary agricultural organisation; 
Phi Kappa Phi, national honorary 
scholastic society; and Dynamla, na- 
tional all-school honorary. During his 
senior year he was vice-president of 
the Student Council. 



^ Speaks 




Cyril Clemens, a cousin of Mark 
Twain, will speak on "Mark Twain 
the Pioneer" at the all-College as- 
sembly at 9 o'clock Wednesday morn- 



Mr. Clemens is president of the 
international Mark Twain Society, 
and has devoted most of his life to 
the study of the famous author's 
work. 

He is from Webster Groves, Mo. 



Y Dance . . . 



A Y-Dance is 
Saturday night. 
Center from 8 to 11:80, 
lag to Betty Joan Yapp and Bob 
YW and YM repre- 



-College Calendar- 

Thursday, Nov. SO 

Choral Rehearsal, Thompson 202, 

5 to 6 p. m. 
Cosmopolitan Club Meeting, Cal- 
vin 107, 7:80 to 9:80 p. m. 
K -State Players Rehearsal, Audi- 
torium, 7:80 to 10 p.. m. 
Annex IT Boar Dance for Inde- 
pendent Men, 7 to 8 p. m. 
Pht Alpha Mn Meeting, Anderson 

201, 7: IS to 8:80 p. m. 
Quill Club Initiation, Anderson 227, 

7:80 to 8:80 p. m. 
Mathematics Club. Mathematics 

Hall 101, 4 to B p. m. 
Sophomore Art Group Meeting, 

Calvin Lounge, 4 to 5 p. m. 
College 4-H Club Meeting, Recrea- 
tion Center, 7:80 to 9:80 p. m. 

Friday, Dee. 1 

K -State Players Rehearsal, Audi- 
torium, 7:80 to 11 p. m. 
Music Department Children's Re- 
cital, Nichols 801, 7 to 9:80 p. m. 



Begin Artist 
Series Ticket 
Sales Saturday 

Saturday will start a two 
weeks'- intensive sale of season 
tickets for the three musical 
events to be presented at the 
College Auditorium this winter: 
the Don Cossack Russian Male 
Chorus; Miss Marie Wilklns, a 
Metropolitan Opera soprano; 
and Charles Kullman, Metropol- 
itan Opera tenor. 

The series is sponsored by the resi- 
dence hall committee. Profits will be 
divided, part going Into a fund to un- 
derwrite another Artist Series next 
year and part going to the Endowment 
Association for the construction of 
residence halls for women. The events 
have been definitely scheduled follow- 
ing signatures of more than 118 in- 
dividuals or couples who are acting 
as guarantors. 

■ - mm 

Students Help 

Members of Mortar Board and Prii, 
will be responsible for soliciting fac- 
ulty members. As captains, they will 
select their own workers. Assisting 
with campus sales are the Purple 
Pepsters, members of the Margaret 
M. Justin Home Economics Club, 
presidents of organized houses and 
of organised groups, 

Students living at Van ZUe Hall, 
the residence hall annexes and so- 
rority or independent organized bous- 
es will have an opportunity to buy 
their tickets from their own repre- 
sentatives. Students Vwho do not be- 
long to a group may obtain season 
tickets from a booth in Anderson 
Hall. 

Early Buying Urged I 

Miss Emma Hyde, associate pro- 
fessor of mathematics, who Is chair- 
man of the benefit "committee, has 
urged the early buying of tickets in 
order to have abetter selection of 
reserved seats. Charts of the seating 
Arrangement of the College Audito- 
rium are available at Dean Helen 
Moore's office on the campus, at the 
College drug store in Aggieville. and 
at the Wareham Hotel and the Palace 
drug store downtown for the con- 
venience of those who want to select 
locations of reserved seats. 

Single admissions will not be 
available until December 16 and will 
be approximately 60 percent more 
than season tickets. 



Golddlggers . . . 

Tickets for the Golddlggers 
Ball can be purchased in Ander- 
son Hall today and tomorrow. 
The remaining tickets will be 
sold at the door of th> 
night. 



A valor., 9 to 12 p. m. 

Saturday, Dee. 2 
Tan Kappa 
9 to 12 p. m. 

Sunday, Dec. 8 

Annex II Open House for Ft. 
Officers, 8 to 5 p. m. 

Monday, Dec. 4 

YWCA Cabinet 

107, 7:15 to 8:15 p. m. 
Orchesls, Nichols 1, 7:80 to 

p. m. 

Music Department Ensemble, 
torium, 7:80 to 0: SO p. m. 
Student Council Meeting, 

son 208, 7 to 10 p. m. 
YWCA Leadership Council 

101, 8:10 to 9: 10 p. m. 
Veterinary Rehabilitation 
» 1 



Audi- 



ts 
8 p. 



Mortar Board Scholarship Dinner, 
Thompson Hall, 5:45 to 8:80 
p. m. 




i, 7:80 to 10 p. m. 
Tuesday, Dec. 6 



7:15 to 10 




1801 



7:80 to 10 p. m. 
Club Party, 
Fail-child, 7:80 to 0:80 p. 
Alpha Delta PI Open House 
Sunset. 7 to 8 p. m. 

Wednesday, Dec. fl 

YWCA Christmas Bazaar, Recrea- 
tion Center, 8 a. m. to p. m. 

Amlstad Meeting, Calvin 107, 7:80 
to 9 p. m. 

Dance Band Organization 
sal, Falrchild 1, 8 to 9:80 p. 



7:80 to 10 p. m. 
7 



Show Filing Today 

"The Nazis Strike," second in the 
series of War Department orientation 
films being presented by the Depart- 
ment of Industrial Journalism and 
Printing, will be shown this after 
noon in the College Auditorium, ac- 
cording to R. R. Lash brook, head of 
the Department. 

As a special feature of today's pro- 
gram Professor Lash brook has ar 
ranged with the Department of Ath- 
letics to show the motion pictures of 
the Kansas State 18 to 14 Homecom- 
ing victory over the University of 
KansaB. The K. U.-Kansas State 
movies are excellent. Fred M, Parrls, 
director of sports publicity, will be 
on band as a narrator to supple- 
ment the films. This part of the pro- 
gram will begin at 3:30 o'clock. "The 
Nassls Strike" will begin at approxi- 
mately 4 o'clock. 



Earl G. Hoover 
Announces Cast 
For "< 



9? 



AssemblyOpens 
College Forum 

President Milton S. Elsenhower 
opened tbe all-College Educational 
Forum by discussing the college of 
the future at an assembly Monday. 
The forum will continue for several 
weeks. 

President Eisenhower reviewed the 
proposals of various postwar plan- 
ning committees of faculty and stu- 
dent members which have been meet- 
ing recently to consider the future 
College. He believes that any student 
who has completed a four-year course 
of college work should remember that 
this is a democratic country and that 
be should do his utmost to uphold tbe 
principles of democracy. 

He stressed four basic things that 
the college graduate Bhould receive 
at the end of his training. They are 
a technical training In one particular 
field, a knowledge of other subjects 
outside of his own department, the 
ability to give sound Judgment on 
ideas and problems confronting him 
in his future life and to be able to 
take a satisfactory place In a demo- 
cratic country. 

Further Educational Forum meet- 
ings will be held each Tuesday for the 
next three weeks In Willard, room 
116. The speaker this Tuesday will 
be Dr. George Qemmell reporting for 
a committee on "Testing and Coun- 
seling." 

Prof. Charles H. Scholer will speak 
on "Liberalizing Technical Currlcu- 
lums" and Dr. Harold Howe will talk 
on "Comprehensive Courses" at the 
forum December It. On December 
19 Prof. Maurice Moggie will discuss 
"Integration ol -.Education Experi- 
ences" and Uii^HoTlf^^aVoek 
will talk on "Proficiency gnu Place- 
ment Tests." 

The Educational Forum is being 
sponsored by the YMCA. the SO A and 
the YWCA. 



The Time Is Now 
So Here Is How 



here Is 



Is 



Quia Club Elects 
10 New Members 

Ten new members have been 
elected to Quill Club, national crea- 
tive writers' organization. Upon pres- 
entation of a qualifying manuscript 
they will be Initiated into tbe local 
chapter, Ur Rune. They are Dee 
Preusch, Athol Furman, Teas Mont- 
gomery, Lucy Shoemaker, Barbara 
Kelley, Dorralne Dorf, Elizabeth 
Stark, Martha Jane Adams, Joan 
Thompson, and Lucy Welts. 

Initiation will be held tonight at 
7:30 In A227. 



"Opportunity knocks but once. 
The adage is worn out, but 
an opportunity that Is brand new. 

Tbe annual Golddlggers' Ball 
Friday night. This, girls, is tbe 
chance for which you've been wait- 
ing. This Is the time you can call up 
your current man of the moment, or 
reasonable facsimile, and make a date. 
Anyway, this Is the time you do It 
legitimately, if you're In the habit 
of making dates. 

If you're remaining true to that 
man who Is away fighting for his 
country, stag it to the Ball. This Is 
the time when you can lean against 
the wall and survey the dancers 
without being a wall flower. And you 
can dance with those whom you 
choose, not Just anybody who happens 
to cut your partner. This time you'll 
be doing the cutting. 

Whether you're coming stag or 
drag, come prepared to have tots of 
fun, This Is tbe time you can even the 
score with the fellows. And If you're 
dragging a man. don't forget that 
corsages are the order of the day. By 
corsages we mean anything from bal- 
ing wire and corks to onion tops and 
red roses. 

This Is It, girls! The time is now. 
Make a date for the Golddlggers Ball. 



The annual Collegiate 4-H dinner- 
dance will be held Friday, December 
8', at the Wareham Hotel starting at 
6:30 p. m. 

Club members may obtain tickets 
for the semi-formal affair by pre- 
senting their membership cards at the 
4-H office in Anderson Hall " 



Betty Russell will play the 
leading role of Claudia In Rose 
Franken's Broadway hit, "Clau- 
dia" to be presented by the 
Kansas State Players December 
15 and 16 In the College Audi- 
torium. 

Other members of the cast, as 
choBen by Earl G. Hoover, play di- 
rector, will be: Ralph Fogleman as 
David, Claudia's baffled but patient 
husband, with Zella Barber playing 
the part of Mrs. Brown. Claudia's 
mother op whom she Is entirely de- 
pendent. Julia, David's sister, Is 
portrayed by Pat Williams. 

Other Members 

Joe Neidig Is Jerry Seym ore, the 
tall, good looking Englishman, and 
Pauline Flook plays the part of 
Madam Daruscbka, the successful 
Russian opera star. The faltbfnl ser- 
vants, Bertha and Frits, who are ac- 
quired through a newspaper adver- 
tisement, are played by Janey Hack- 
ney and Bmbert Coles. 

Claudia first made her appearance 
In story form through Rose Fran ken. 
Then, on February 18, 1941, this 
lovable, vivacious girt became the 
central character In the buc 
Broadway hit of "Claudia," as 
duced by Miss Franken. 

The movie version of "Claudia" 
came next, with Robert Young, and 
Dorothy McGulre playing the leading 

roles. 

Activity Books Admit 

Students will be admitted on tbelr 
activity books. According to tentative 
plans, the box office will be open be- 
ginning next Thursday. At that time, 
the activity books may be exchanged 
for reserved seat tickets. 

Dinner Honors 

\ » sc*-» ■**»*■ ■ • 

All Presidents 

The annual Anderson dinner will 
be held Friday, December IE, honor- 
ing the presidents of all organisa- 
tions connected with Kansas State. 
There are 95 such organisations ou 
the campus. Thin dinner Is a gift of 
Mr. and Mrs. B. M. Anderson of Kan- 
sas City. Mo. Mr. Anderson, Ag. *1« 
and '23 and M. S. '28, is secretary 
of the American Hereford Cattle 
Breeders Association. 

Mr. Anderson requested that Ken- 
ney L. Ford, alumni executive secre- 
tary, have charge of the arrange- 
ments for the annual dinner. He spec- 
ified that his financial donation for 
the cost of the dinners would be giv- 
en to the Kansas State College En- 
dowment Association. 

President Elsenhower, In accept- 
ing the gift stated that the annual 
dinner would constitute a highly 
worthwhile phase of the total College 
program and that It would be called 
"The Anderson Dinner." 

After graduating from Kansas 
State, Mr. Anderson served for sev- 
eral years as a professor of animal 
husbandry here. He went to Kansas 
City In 1930 as assistant secretary 
of the American Hereford Cattle 
Breeding Association and recently' 
was appointed secretary of the As- 
sociation, 

President Eisenhower will speak 
at the dinner, The Rev. B. A. Rogers 
will lead tbe group singing and Pro- 
fessor Max Martin will play a violin 
solo. 



Professor Dies 

Prof, C. V. Williams, a member of 
the Department of Education staff 
since 1920, died in a local hospital 
November 16 following a brief Ill- 
ness. Professor Williams was born 
January 19, 1879, In Elm wood, Neb. 

He received his bachelor of science 
degree from Nebraska Teachers Col- 
lege. Peru, in 1908. His A. M. degree 
was received from tbe University of 
Nebraska in 1910 and his Ph. D. from 
the University In 1926. He also re- 
ceived a bachelor of science degree in 
agriculture from the University of 
Nebraska In 1919. 



Before Pearl Harbor 17,000 long 
distance telephone calls originated In 
Washington dally. The 
35,000 each day. 



Featuring Cpl. N. C. Myrvlk, lyrle 
tenor concert artist, as soloist, the 
Lutheran Women's Chorus will pre- 
sent a Christmas Candlelight Concert 
Sunday, December 10, st 8 p. m. In 
tbe First Lutheran Church, Tenth 
and Poynts. Other solos will be sung 
by Miss Jean Fagerberg, soprano. 

Under the direction of Corporal 
Myrvlk, the chorus will sing tradi- 
tional Christmas carols and anthems. 



Sugar . . . 



If any student* or faculty 
members have extra ration 
stamps for sugar, the YWCA 
won Id appreciate receiving them. 
It la only through the gift of 
that candy can be 
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PAOB TWO 



ber 30. 1944 



ARMY STORES 

Cole's Military 
S0» PoynU 

AUTOMOBILE SERVICES 

Bredenberg Auto Co. 

1 24 l*oyntz , . . - - .3-34 2 

Brewer Motor Co. 

6th and Poy ntx .... ■ * *** .......... ,4 

BANKS 

First National Bank 

380 Points 1581 

BARBERSHOPS 

Glllett Barber Shop 
U«K 8. Fourth 



Ladv Beautiful 
14th and Andenton 



.2208 




No Style Beauty Shop 

616 \. Manhattan ». 4114 

Roberta's Studio of Beauty 
1S05-A Anderson 8928 



.8830 



College Book Store 
(t23 >'. Manhattan ... 



For Gifts 



Class Room Supplies 
Latest Fiction 

and 
Non -Fiction 

COLLEGE 

BOOK STORE 



Coop Book Store 
700 N. Manhattan .... 

Pollom's Book Store 
621 Poynts 



iiiiiiikiiim 



.8156 
8286 




BUS 

Colletce-CIty 4140 



SAVE! Buy Bus Books 

1- I Irk^t n IMIM , ,•»*»♦, % 1.00 
60 tickets 14.80 

COLLEGE CITY BUS 



CLEANERS 

College Tailors & Cleaners 
1216 ( j i o .... r utii ttmi . . *S ftO 

CONFECTIONERS 

College Canteen 

1488 Anderson 8855 

John's Candy Kitchen 



■ ■ * 



Cole Brothers 
828 Poynti 



.8551 




Keller, Ward M. Dry Goods 
828 Puynti ..„,.., 



» i MMIIIIt lltl 



i^iiMiiii.iuii.t... ; 



****** ft 
4817 



ORESS SHOPS 

Poteet Style Shop 
404 Poynts 
Smart Shop 
1210 M( 

The Style Rite 

IS10H More 8880 

DRUGGISTS 

College Drug Store > s 

621 N. Manhattan 8504 

Palace Drag 

Aggl«TlUe f 704 K. Man 8549 

Downtown, 118 S. 4th 8576 



STUDENT DIRECTORY 



ABB H L V 1 AT 1 ON 8 : AA— Agricultanl Administration; AE — Agri- 
cultural Kngineerlng; Ag - Agriculture: All — Animal HubarxVy 
AM Applied Music, Ar— Aiebiteelurt; Art — Architectural Engineer 
Int; BA — But Imaa Administration; TTiUflnl BiMliw A owiin titra- 
tion with Special Training la Aeeoimting; CE — Civil gn|1riMs1«i. 
CbE— Chemical Ertfneerlng : EE — Electrical Engineering; Oak*— 
Genera) Curriculum: HE -Ham ft liwlll. SUA — Heat litmim 
la wllh Sped 11 Training In Art; HEAEd — Huh Economics and 
Krturallon; Hli^Hm Economics with Special Training la 
tut I Ui I tool HirameM ind Dleletlet: HEAIJ Home Km no rule, 
will) Hperfil Training In Industrial Journalism; HEAN — Home Eco- 
nomies with Spadtl Training In Nursing; IA — Industrial Ard; IC— 
Industrial ivniiiii, IJ Industrial Journalism . U) — Undaeipe 
Gardening; MEd — Music KAieiilon; MB— Mechanical Engineering; 
MI - -Milting Industry; PS— T 



The mi Men) following the abbrtrlitlon 
nr tht student: "Spec" and "Arid" In the 
special and graduate students, rttptettrely 
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m 

42o9 
4820 
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3313 
4326 
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2-8313 
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4858 
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3639 
4413 
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sun;) 

3- 723B 
2 8122 
3283 
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4829 
4227 
4829 
1311 
3B1S 

4- 5220 
4-3220 
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1438 
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3211 
4433 

3313 

3513 

4039 
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3513 
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4938 

4283 

1-7107 
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3305 

4193 
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4415 

3539 

3583 

4 9143 

4-9143 

4433 

3-H334 

443B 

2.0472 

1318 
4413 

4280 
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3513 

4031 
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1311 

498B 

491T 



3303 
2333 

3338 

Tina 

4138 
2°B4S4 



WOMEN STUDENTS 



Adam, fetes* it , HEAD 4, PltUav|. . . .Tin lil* BtU 

Aauai, Met Paukla, BE 1, iOa-iaa 1413 IWcnlLI 

AdaUM. Martha J*M, U 1, BtUtrtH*. .Ml N. 
Adanawn, Klnmor Butti, Geo. 3, Cofferrllla. .311 

Addj, MU*(d AldLm. U 1, footaoa 1110 Valtlat 

Ainavorih, Dorothy, U 3, Stafford . . . .617 N. Ualawara 
AJbtTUon, Arid M , UK 2, Mlllconl*. .. .Vin Silt BtU 
Albrltlon. DaupMnt X Ortd. Uttb Beet, Art.. 811 ' 
ixjrothr, BA 




* vis anH4n*i4 



U 1, Ht»nts»..1803 Laramie 

HE I, El Dorado 1TS9 ruietflld 

AUltsn, EUntnib Ann. Otn. 4. McFtmoo . . 305 DniM 
AlUicm, Erincti J , Gtn. 4, MtPtterace . . . . 505 Dtntaoa 
AJ llaoo, Mlldrsd Haurlne, (ten. 1, McPbmon.SOS Mm 

Ajidamn, Jeanne B , HEd 1. Pirtrldp 303 N lfllh 

AndtftM, Luellla. HE 4, CsamU ltlB LWMftlt 

Anderson, Bit*, HE 4. Pirtrioff. . . , 303 N. 164Jb 

Aahbauct, Kalhryn. HI' A A 1, NniOO .... 1 803 Unal* 
AtbDaufh, Waltitltl. On. 3, Civ Canttr. .1728 Laraala 
Aiber. Marian Ellnbclb. Oen. 3. Oral Btnd. 901 N. Del*. 
Atienwellrr, Hcsenury. U 3, Kani, CttT. Mo.. 305 Uenlaon 
Atultr, PbHUi M., BAIiAccl. 1, Moundrl<k»-513 ftinarl 



Bacon, (teorianna, HE 4, HutrldaMc Van 2 lie Hal] 

Bacon, Hannah. Gen. 3, lluldilmion 503 Denlion 

Baiter, Bonnahelle Mar. I1ELN 3. Oalra. ...812 N. 11th 

Baker. In. B.. BAnAeeU 1, AMlam 1703 Laramie 

Baker, Bhlrlt*. HEAD 3. Fort BtoU....51T 74, DeU»lrt 

Baldi. Joyn Ulene. BA 2, Muiaat* y a n I lie Hill 

Baldwin. I .oti I .nine, HE 1, Anthony 1418 Kb ir rolls 

Barber, Zella 8. 1J 1 ...Tie Leavenworth 

Bare, MiriuerUe Ann, Oct. S, Protection. 14 lfl Fmlrdldld 

Bsfv.m. Lillian p.. tlrad, Manhultan 4211 Kentson 

Bbm, Utha Mae, HE 1, Befdwick 1015 Bluenonl 

Biakelt. Pauline. HE 4, Blue Rapid). .601 N. Delaware 
Bayer, Mar (arc. Lou be. HE 3. Manhattan. .Smite N». 1 
Baylies, Bar bar. A., HE&A 1, Manhattan. .517 14. Dell. 
Beidi, Mildred L. HEAD 3. Oifdeo City. .901 N Dell. 
B^ach, Norma Jctn. Gtn, 1, Gudfto City . . Frenont 

Hearnaley. Altee. HEAD 4. Oberlln Van 211e Kail 

Behermeytr. Miry Ann, Oen. 1, Robinson. .Van Ztle Hall 

Beck. Patricia. MEAN 1. MuihtttM 1718 Poynti 

Berker, Muriel, [IB 1, Topeaa 801 N Delawiie 

Brckman, Martha M , BAAAeet. 1, Topek>.605 Denlaon 

Behney, Betty June, Oen. 4, Fort 81 ley Fort 81 ley 

Brim. Genera Loulae, Gen. 1, PUUlptbun, 1718 Fair child 

Bell. Therai, BA 4. Minhittan 513 N. 18th 

Bemii. Dorothy (Kraut! . HE 4. Haya.811 N. ManhatUn 
Bennett, J.^n Ablwll. HEAD 1. Hirtimd.lTllt Falrrhlld 
Bennett, Muwet E.. HEAD 2. Birtleirllle. 1838 C. H. 
BenUey, Leora E>al>n. HEAA 4, Shields . . 1728 Laramie 
Bentler, Mary Ruth. HE 1, Kwitl City. 1858 CoL H[tt. 

Ber|, Florence. PE 2, McPheraon 1T28 Larimll 

Brrtner. Jean, HE 1. Pratt Van Zlte Hall 

Beat. Fiye Umlat. HE 1, Lenori. . . 1836 Colletj HelihU 

Bheir, Belly Lou, HEAD 3, Holton loir. Bliiemont 

Blsliam. Marcta Jew, HEAD 1, Topeka 822 Hounton 

Bllllrajton. Juanlli, HE 4. Edna 303 N ISUi 

Bird, Helen Alice, Spec Grett Bend WitMfo 

Bird. Irmt, HEAA 3, Great Bend. . . .531 N ManhatUn 

BltrholT. Adele. HE 3, Abilene 813 Mora 

Hlscluiff, Georflne. READ 1, Abilene 1718 H dub ton 

Black, Arlene, MEd 1. Coffeyillle 317 N. Dtliwirt 

Blaine, Barbira, U 2. Wichita... 801 N Delaware 

Blailrr. Mi/tuerlte E.. PE 4. Junction CUT. .1037 Ketr. 

Blftlru, VHpeili. Oen. 4. HWiland 503 

BIyilone. Edna Jean, HE 1, Kanorado, IB 59 1 

Bolet. Rotemary. Oen. 4. Manhattan 1119 1 

Borck, Helen Marie. HE 1, Blue Raplde. .1111 
Bowen, Xatbtryn, HEAA 2, Uoapettofl. 111.. 1914 Falrdtlld 

Boyd. Mary I .on PE 3. Btafford. 517 N. Dekwtrt 

Bayer, Arieta H . IJ 4, Minim tan 1108 Bluemnnt 

Boytr, Bee Jean, Gen. 1, Meade... 1858 Colleie Hclthts 

Boyer. Betty Franctt. ArR 1, Wlnfleld 930 Kitone 

Boyee. Baity Jo, Gen. 1. UtoAt 1358 College Helghti 

Bradrn. Jean M . HEAA 3, Independence. 17)6 FalrrhlM 
Bralnard. Kalhryn Vlrllnla, HE 1, Carlyte.Vin ZUe Hall 

Brahurd, Palrldi Ann. HE 4, Cirlyl* 

Bramwrll. Nun). HEAA 1. Manhattan. .. .814 
Bramwell. VlrdnU Jeanne, HEAA 2, Man.... 814 

Brill Mary, Oen. 1, Wllmore 1834 liramlc 

Brltm. Marnier lite. Grid., Wakaruaa. 1311 Lariale 

Brlles. Mary F., HEAD 4. Yale* Center.. 311 74. Delaware 
Brnadle, llallle Marie. HEAD 2. AihUnd. ... 518 Sumct 

Broberi, Jill, Om. 1, White Hall. HI 1834 Laramie 

Brnwon, Bemleer H , HEAD 1, K £...1839 Col. Hill 

Brota. Barbara. IJ 1. Abilene 1834 Laramie 

Joyce Elaine. HE 3, Great Bend,. 1718 Falrrhlld 

Petty Jane. PE 1. Minneapolis 518 Bunaet 

r, Erma. HE 3 Humboldt Van Zlle Hall 

Bmlmctqn. Ada \mi. HEAD 4. Kanaaa City. Van Zlle Hill 
Brunnemer, Genera Beth. BA 1. Glen Elder, 513 Sunset 

Bryan, Lorraine. HE L Clmirrnn 1418 Falrrhlld 

Budrie. Dorothy, Hi: 4, Belnre Van Zlle Hall 

Su.lflen. Miry Christine, HE AM S. Mm 1210 Houston 

Bunch. Dorothy. HEAA 3. Frednnla BIB Bunaat 

Bunte. V Marjorle. HKAD 1. Waterly. . . . ITOfl Urarale 
Bunilnt. Pauline Marie, HE AN 1, N«wtnn..81B N. 14Ui 

Buw*t, Betty Ann. BA 4. Lantern BIB Sunset 

Bnrewln. BuJean, Oen. 3. Manhattan 022 Humlmlrii 

Burihrad. Vaudtne Cktre, HEAA 1, W11MTJ..520 N. 14U) 

Burns. Mary MeCny. PE 1. Ellsworth ..513 Sumet 

Burtnn. Betty Brown, I J 3. Manhattan. 91 8 74. Manhattan 

Buah. KHnor. HE 3. St. Joseph. Mo 1404 Falrrhlld 

Butt, Kathleen. HE 1. Smith Center 1110 VattSer 

Bum. Shlrhty C, HEAA 1. Lebanon 1110 Vattler 

Butler, \1rttnla Lee. HEAA 2. Manhattan. 819 N. Sunset 
Butcher, Loll Joan, HEAN 1. Cimarron. . • .1707 Laramie 

Bulctwr, Vema Lea, HE 3. Omirron 303 | 19th 

HEAD 3, Ban Vto 111. Hall 

Gen. 2. Great Bend. . 513 " 

VErttlb' 
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3-8S3T 
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Gen. 4. Graham. Tana.. 311 N. 18 
Cidwrll, Mtjrtvvt, Gen. 2. Baton limine. Lav. 418 N, lTth 

Cadwrll. Mlnem. HE 2. Marquette 133 N 14th 

Caldwell, Betty Jean. MEd 4. Manhattan. 1884 Laramie 
Caldwell. M.tlnrle L . U 1. Httehlnton. . .1803 LtratJla 

CmtpbeU. Cant, Grid.. Baldwin.. 580 N. 14th 

Cinnon. Madonna, HE 3, Kanaw City, Mo .517 N. Dell. 

Ctrl. M.ry 1«iIm. U 2. Sallna. 805 c 

Carlson. Helen J., BA 4. Randall ! 

Carlmn. Ruth E. Oen. 3. Randall ,.72S 

Cart. Betty K . II 3. Undabort BIB 

Catlnella. Betty Jeanne, HE 2, Manhattan. 1 1 18 Laramie 

Caller, Judith. HEAD 1, Waaaaaw 1834 Laraali 

Cederheri, Msrelr. HE 3, MuhalUn 1114 Kearney 

Clumplon. Muth, HEAD 3. Pltttburf 1217 Kearney 

Chailaon. Anne, Oen. 1. Manhattan 311 ft. Sunset 

Chrimra. Peay Lou. HE 1. WlehlU 1503 laraaalt 

Cherry. Beihyl. Cen 3. Redwood FalH. Mlnn..1T38 Ura. 
Chllderi, Mutlne Marie, Gen. 1, Minim. . . .518 Bunlet 
Chrlsllansen. Dorli M HE 8. CeJuattat. . .831 N Man. 

Oiurit. Mulne. DC 3. Mjrmeola 811 Danfaon 

nhnlske, Patricia, Oct. 3, Manhattan 80S 74. 11th 

Clark, Betty, Oen. 1, What ton 1100 Bluemont 

CUrk. Kate, HI 1. Mi rite Id Van Zlle Hall 

Clarke. Mrs Inodt. Orad. Manhattan 801 Fremont 

Clel.n.1 Janlec. U 1, Colby 1709 Larimle 

Cloud Mlrav U f. Wlnfleld 1T18 Falrrhlld 

Cnherlr. Leaima. Oen. 1. HutohtoaoB BIS Sorawt 

Coeltran. Dorothy. IJ 3. Topeka l«fS filrehlld 

Colt, Betsy. Cen. 3, Sallna BIT M. Dehtwara 

Cole, OUe . HK 4. Wathlntton 1110 Vattler 

Collier, Alberta. BAAArrt. 1, Smith Canter. 811 T4. Man. 

Colllna, Ann. Oan. 1. BaJlm BIT II. Dels ware 

CollUter. Mary HEd 3. Manhattan Rente No 4 

Colaon. Carol D., BA 1, Butetdnaoa 1831 Urajatt 

Colyer. Miriam. HEAA 1. BaJTaedrllte SOS H. Ifith 

HUD 1. Troaadak .1311 Lareawwrwth 
1, Junrtkm City. . "10 

i. tjSS,:::-;:.v.hM 

Cnrmany. Either, -Orad.. Manhattan. .1008 74. 
Carnethm. Lena, BAAAoet 2, WettaMnland.il 

Cowan, Man. HE 1, Fort Riley. SIT A Highway 40 

Cox. Jaeqtwb/n. HE 1. lota Van KDe Hall 

Craft. Dorti. HEAA 3. Klnaley 318 Btmttt 

Craft Helen. HE 4 Garden CHy. . . 1851 CoUlfl cMchtt 

Crali. Martha, HEAD 8, WteMta .ITU Laraaalt 

Oandall. ElltaiMth, IJ 4, LaBay 881 N. 14th 

Crawford. Eeilyn, IJ S. GaodUod Ml It. 

rnwrc^ rtteTu ™J~ZFn*. V. »bV "th 
Crews, Helen. I 4 CVsannttw^. , . . .^513 ! 
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2- 3343 
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2-9205 
2-8205 
3B3B 
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4917 



an. 1. Maaamllf 1418 

K 1. Vloli... 513 

D.lrymple. Eeelyn V,, CE 1. MaabalUn . . 1 109 
Dalilel. Vtonla I,. BA 1. Ban Franrtico . 1 856 CoL Hftt. 
Dameroa, Helen Deane. HEAD 1. MlnneapolU. V. E. Hall 
Danlelaon. Dorli, HEAN 3, 8L Prandt . . . . 1834 
Danlelaan, Dulekt Mat, Oen. 1, Bt Frandt.1334 

Darby, Arm E., HE 8, Manhattan 1518 

Darby. Louise. HE 1. ManhatUn 1518 Humboldt 

Daumi, Dora Lot, 11 4. Beott City 344 S. 15th 

Pi.ey. Dorothy M., HE 1, Mmhatlan. . . . 1127 Bertrand 
Darti, Barbara KHtn, HEAD 3. Independente. .IT 16 Fair, 
ftarte, Betty Jo. Oen 1. Son Francisco. 1858 Col 

DatU, Blllle Beth, HE t. Kills 505 

Dana, Mildred B., HEAD 4. Manhattan. .411 

DatU, Viola, HE 3. Hokoas Uf It lie* 

DeBoer. Emma Jean. HEAD 1. Wt keener. .Van Zlte Hall 
Deewill. Ituth Marjorle , HE 2. Coldwaler. Van Zlle Hall 
Drfenbaufh. Bar tiara Ann. HEAA 3, In dep.. si 3 Sumet 
Mat, M, Pitrlcli. Gen 1, 0k. City. Ok... 80) N. Dell 
Defiiy. Martha Jean, Bp**., Manhattan. 1725 Lea Termor to 

Deters, Mary la, REAM 1, Lebo B13 Sunset 

Dili, Barbara. (C 3, ColtenlUe 518 Burnet 

Dlrkey. Dortt, HEAA 8. Kaaaat OU. Mo.. 517 74. Dell. 

Doll. Mary Alice. BE 4, Laroed 303 N. 16th 

Donley. Harriet, Oen. 3, Oxford SIS Assatttt 

DonOTin, C Lour. HE 8, anchor 1110 Vatttat 

Dorf. Charlotte M, Oan. 1. Manhattan. .1622 Humboldt 

Dorr, Dorralna L, LI 3, Manhattan S01 N. Delaware 

Dorylind. Judy, HEAD 4, ManhatUn Van Die Hall 

pourttrty Mary Lea, MEd 2. Seattle 334 N, 15th 

Douilai. Julia Jean. U L Wlnfleld 1719 Falrrhlld 

Dowler. Jean, HEAN 1, Dtdaw City 1613 FalrrMld 

Drayer. Birbara Ann. U 1, Manhattan 831 Mora 

Tkmwd. Mary, HE 4. Lyon. 318 Sumet 

Drydw, Both A dee, HE 4, EUtwortn 1803 Lamm la 

Dubbt. Clara Loo be, BA S, lantern 518 Btnatt 

Dublin. Florence, Gtn. 2, sUnaont. .1858 Calltfi HelfhU 

Dunbar, Miriam. HE 1. Hlchmond 1423 Falretdld 

Dunham. Marearet, HE 3, Jewell. 1015 VtttttT 

Dunkerler. Miry Lou. Orad, HolUday. . . .Van Zlle HiU 
Dunnltan. Jean Hufhea. Grid., Manhattan. .107 N. 14th 
Duphnrne. Klmt June. Gen. 1. Bharon Bdaw .1801 Leaien 

Durr, Mary Allra, HEAA 8. Dlthton 1808 Laraad* 

Dyal. Dortt. HEAD 4, AaTrton HIT Kearney 

Drkeman, Joan, Oen. 1, Wellington 1803 " 

Earhart. Elaine. IJ 2. Hutehirson 1113 

Eirlywlne, Rama Jean. HE 1, Pratt 1834 Laramie 

Eauerdiy. Jean. HEAA 2. K. C. Mo. . 1856 Pollen Hsta. 
Edwardt, Rue. HEAD 3. Arkinaai aty....l834 Uramle 
Ekdjl.l, Fnncei E., HEAA. Manball.n 

Elllrtg. Helen. HEAD 1. Minlaltan ,,. Route No 1 

Elllnt. Mailrte. RE 3. Manhattan Route No. 1 

ElllMO. Theodora, HE 3. Kansat City, Mo.. 1803 larimle 

Emmirl. Edith I., HE t, Paola Vin Zlle Hill 

EnitBand. Bosilee. Gen. 3, Sterling 1707 Larimle 

Enyte, Betty Ann. RE 3, Ottoman Van Zlle Hill 

Engle. Dorothy. HEAD 2. Manhattan 818 Bluemont 

Entfe, Mary Ellnbeih, Ortd . Buffalo. Mo . 1320 Fremont 

Kntllsh, Dorothy, HEAD 2, Bel pre Van Zlle Hall 

Ensign. Rosemary. HEAA 1. Coffeyrtlle. , ,1719 Laramie 
Epp, Vlrflnla Lea, Oen. ) , SaHna. ...... .1803 Ijtramle 

Erwin, Barbara Lew, HE 2. Manhattan 61B Denlaon 

SMoni Jane, Oen. 3, Hutehlnson . . . . 1803 Uramle 
Fianeet M„ Oen. 2, Mlnncapollt. . .Vui Zlte Hall 

Faierbert, Jane, BA 3, Manhattan T10 Tburtton 

Fur, Nina, HE 4. Aldon 518 Sunset 

Filrmin. Fatt, PE 3, Manhattan 1030 Bertrand 

Fart), Penelope, HEAA 1. tola 1358 Colleie Height! 

Parrel], Margrne. Cen. 2. Manhattan 1005 Vattler 

Farrell, Mary EJIubeth, HEAA I, Han 1005 Vattler 

Ftarl. Martha Jean. HE 8. Hutehlnson. .BIT tt. Delaware 
Faaton. Ruth Ellen, HEAN 2. Manhattan. . . .322 N. lTtfe 

Ferguson, Beth. ME 3. Mankito 1823 Filrehlld 

Ferguson, Wanda Lee, HEAN 1, Junction City. 513 Sunaet 

Fleken, Eunice, HEAD 3, Bison. 1728 Uramle 

Fields. Helen Tipton. IC 3, Mnnhilian. .61T Leavenworth 
Fleier, Dortt Mat. BAAAcet t, Norwich ... Van Zlle Hall 
Fleaer. Lorine Neltle, HEAD 1, Norwich. . Van Zlle Hill 

Purer. Mir eye, HE 2. Mahaiks 1716 Falrehlld 

Fisher. Harriett. HE 1. Blerllnc 1813 Falrrhlld 

fjeJtbeard. UH E.. BAAAcet l. smith Cen.. 1859 Col f 
Fleentr. Sera Jean. HE 2. Greertsburt. .813 N. Minhittin 
F cmlng, Jean Bowena. HE L Mlnneapollt. . . .518 Sunset 

Fleike, Alberta M., HE 1. Albert 1T0T Uramle 

Fletcher, Lou Jean, IJ 1, Pratt 1803 Laramie 

Fllpno, Ruth E.. Otn. 3, Abilene 1706 Uramle 

Flohr, Marilyn, Oen. 3, Marquette 1416 Uramle 

Flook, Pauline, Oen. 3. <3antnn 1834 Unmle 

Flora, Petxr, Oen. 3, Hutch Inatsn, .... . vi : N Delaware 

Folek, Norn A., 11 1, Little Hirer 1923 Falrrhlld 

Fard. Julia, Oen 1, Wlehlta 

Foster, Pat, IJ 1, Carton 513 Sunttt 

Fowler. Georfaraw. IC 1, Dodge City..,. 1813 Falrettlld 
Frallck. Elolse Lorraine. HE 1. MiilllnrlHe. .1707 Uramle 
Frallck. Naomi Ruth. HEAA 1. Howard. 1859 Coll. Htti. 

Francht, Carol Loulae. HE 2. Blmpii.n Vin Zlle Hnll 

Francis. Norene. MEd 1. Simpson Van Zlle Hall 

Franklin, l.yla Marie. HEAA 1, Atwood. .Van Zlle Hall 
Frailer, Mildred Marie. HK 1. Garden City. 1334 Fremont 

Frurier, Phyllla E.. HE 4, Caldwell )719 Uramle 

Frederick, Ida Irene. HE 2, Burton Vin Zlle Hall 

Frerfrlekson. N. Pauline. Otn. I. Concordia. .505 Drntsen 
Fredrlckson. Phyllii J„ MEd L Concordia, . ..5)8 Bunset 
Freeman, ilary Ellen, HEAD 1. Concordia. 1 858 Coll. H 
rrelenmuth, Shirley Am. READ 1, Tongano.le . 303 N, 18 

French, Bonnie. HE 1, Topeka 1834 Uramle 

Frliiell, Connie, Gen, 1. El I'm. Teoa.517 N. Delaware 

Fronlm. Beth A., HEAEd 4. Oenetaeo Vin Zlle Hill 

Froom, Jean Constance. Oen. 2. Vermillion. 1010 1 

r^n^rmlY/ WTtSi^-r.M N. V 



Oallowar, Doris, HE 3. James ton Van Site Hall 

Gardner, Annie, HE 2. Hartford Van Zlle Hall 

Gen-lion. Belly Jane. HE 1, Ooodland. . . .528 N. 14th 
Gatti, Margaret E, PE 4, Manhatlan. . . 1315 Humboldt 
Gates. Miry Kathryn, R AAA ret. 1. Cmr Center. 200 N. 16 
Gati, Katharine E., HEAD 1, Preston. ... 1719 Falrrhlld 

Gee. Miry V,, HEAA 1, Chaiiule 17)9 Laramie 

Oeltert, Jean. HEAA 2. Manhattan 11 111) Colorado 

Oehrke. Geraldlne. HEAD 3. While City 813 Moro 

Gehrke, Irene, U 1, Herlngton 813 " 

Oelter, Norma Jean. HEAD 4. Merrlint.517 N. 
Oetaltr. Ordella I . VM 1. Hebron. Nebr... .1115 ! 

Gere. Norma Dite. IJ 2. EDsworth 1«23 Filrehlld 

BMM. Shirley Arme. HE 4, MsnUtlan. ..193T Anderson 

Gfelter, Phyllis. Oen. 3. Chapman 1834 Ijtramle 

Gibson, Beterly Jane. Gen. 1. Kentlntton. .415 N. 10th 

Gil lan. Shirley. BAAArrt. 3, Concordia 50S Denlion 

Ollmore, Dora Elutit, Grid., Chelopi . 1006 N. Minhittin 

Gllnore. Edru, Gen, 1. El Dorado 601 N. Delaware 

Cllmnre. Kulh C. HEAD 1, Hoot tin luff. Nebr, .Van Zlle 

Gtitt. Dorlt LoulH, RE 1. Abilene 1706 

i. HE 4. Ooff. 1415 

ae. BA 2. Infills 518 

. HEAA 2, Arkantai City.... Van Zlle Hall 

Goff, Gladys, HE 2, Manhatlan 303 R 16th 

Goodman. Melba Loulae, HE 1, Goodland .936 N. 14th 

Gory. Mirgle. HEAN 3, Hollinftoc 1010 Thtirtton 

Gattard, Rachel, HE 3. Altasont , 111 Denlaon 

Grady. Rom miry, BA 4. Chinute .354 N. )8lh 

Graham, Darlene. Otn. 1, Topeka Van Silt Hall 

Grandfleld. Virginia Mae, HE 1. WlehlU. .Van lilt Hall 

Onper. Lucille. HEAA 3, CoBiy B1I N. Delaware 

Often, Dorothy 8 . Oen. 3. Manhattan 1030 Pierre 

Oreen. Eileen, Oen, 1, Manhattan 1030 Pierre 

Green. Evelyn Marie, HK 3, WttlaMrtltnd BIS Sunttt 

Green. Martha Loulae. BA 3. Garden Otr, ,517 N. Dell. 

Grrerawilt. Jean 8.. HEAD 3, Paola Van Slut Hall 

Oner. T Irene, HE 8. Oatsa IB 0.1 Laramie 

Gregg. Patricia Ann, BAAAect. 1, Topeka BIS Boat 

Orenlner. France! A., Hat 1. Junction City. 1704 Fai relet 
Grentntr, Patricia A. BA 3. Junction C, ..1704 Palrrirw 
Griffith. Thehrn. HEAD 1. Urned. . .1859 College Heights 
Grime,. Elisabeth Am. HE 3. Cofferrille . .1718 Filrehlld 

Grimm, Ult. Otn. 4, Milan 324 N. 13th 

Orlttman, Helen Prance*, Gen. 3, Ol*sco..801 N, Deli, 
Orttaril. Miriam. HEAD 4, Gnat Ban*. ... Van Zlte Hall 
Dorothy Belle. Orad, Kdasond. . . 1218 Tburtton 

it, Etlenne. HEAA 1, Manhattan SIS N 14th 

Gueat, Mart. ret Joanne, HEAN S, Man.. .1803 Anderson 

Ouhl, Kathryn. Spec. Minhittin 344 N. 16th 

Gutlfoym, Naomi, HEAD 3, AWtJN 1415 Falrrhlld 




3- 8U4 
3513 
3313 
4316 
144! 
4319 
3313 
2-T13S 
3S1S 
4413 
2339 

4- T183 

4939 
2364 
3593 
4268 
3005 
4856 
4858 
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Harkrrolt, Lucille M . HE 4, Blwmlngton . 1 213 

Hlrtner. Jiner. U 1, WtUu«totl Van tilt Hall 

Hadley. Martha Jean, HEAD 4. Coldwaler . .Van Zlle Hall 
H iceman, Joanna Mtrlc, HEAA 1, 6 tack ton. 1856 Coll H 

Hanaan, Mugiret. IJ 3. Courtland 1913 Falrchlld 

Hague, Darlten Dolorta. HEAA I. Meade .. ixr,8 Col. H 

Rahn, Jotephlne, U 1, Bloomlngton Van lite Hill 

Htlbesrer, Carol M . Otn, 2, Anthony 1418 Falrchlld 

Hil derm. Ruth. HEAD 1. Olaaen Van Zlle Hail 

Rail, Laura Bettrty. BA 1, Mankito. . .601 N. Deli vara 
Hill. Eaihat, HEAA 1, ManhatUn. . .Coll. Poultry firm 

Ruin E . Orad. Manhattan. 1000 Omm 

rrktt O . BAAAert. 1, Cottanw'd Fills, 313 Ban. 
Mary, VM 1, Ban Diego. Calif 513 



Haatpl. Lillian. BAAArrt. 2. Ura. 1T0T Larimle 

Hancock, Eda Mat, HUN 1, St Fundi . . , 60S Daeuatn 

Hantt, Jodie. BA 3, Wichita 1728 Unmle 

Hinlr. Jeanoa. U 1, Minbatlaat 1416 Lrart^nworth 

Humh, Betty But, HEAD 3, Artola, N. M.531 N. Man. 
Hannah, Carrie M.. Om. 1. AfUaH, N. M..531 N. Maa. 
Hanatn. bat Marti, HE 1, lawiaattaa. . . .1317 Laraawte 
Pitrldt teelnv. HEAN 1, Hill City.. 1718 Lara. 

, JafaaapW* MK 1* PaMlHSt ittiti ,1019 BtVt Wflt 

1430 1 




2-9190 
4-6413 
4413 

2353 

3513 

2-7188 

2-6425 

3513 

2564 

4-3287 

4438 

4853 

2-9473 

asm 

2-7482 

3 6358 
3513 
8513 
2-8343 
2-7428 
3539 
2-8219 
3513 
3313 

4 6236 

2- 8343 
4-5497 
4438 
4413 
4413 
3513 
4048 

3- 610T 

2- 8128 
T.8F01 
4433 

3- 935T 
4415 
2-8129 
4989 
4436 
3593 
4289 
2057 

4- 521! 



3593 
3539 
3393 

4-8313 

i!Jfi 

4087 

3593 

.T-91I4 

3539 

HIS 

3248 



3539 
3513 
35 1 .1 



3539 
3539 
4138 
4415 
4-7532 



21UT 

3539 
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441B 

3339 
3513 
-1413 

2- 7152 
4415 
3311 
4436 

r.w> 

4439 

2929 
29211 

3- T30S 

4995 
3513 
2394 
3513 
4413 

2- 7444 
4826 
2564 

3513 
3248 
3593 
4989 
2564 

3- T15Z 

3-7276 

2111 

4838 

2085 

2311 

4138 

nr,u 

4333 

3539 
3013 

3- 7276 
44.18 

1 0128 
3513 
3513 
3339 
3513 

2 7211 
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3513 
4858 
4413 

mi 

3513 
4438 
3513 
4416 

1 - H259 
3583 
3513 

2- 7103 
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4- 6253 
4-8253 
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44U 

3539 
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3513 
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3513 
1-7102 
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2- 9454 
2085 
4075 

3- 8114 
4819 
4829 
3MI.1 
3313 
3313 
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1- 7455 

4- 3542 
3561 

2- 719T 
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4438 
3513 
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3513 

2-618! 

4828 

4826 

3106 

299(1 
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3593 

4438 

1-T14I 
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Mary Faye. HEAA 3,Jot>ak.„ . -M* * 

start Umm, HEAD 1, Omaha.. 812 N, Mm 

Ethmbrth, HE 3, Chapman. Van Zlle Hall 

Ellen, BA 3, Garden City 113 N. 17th 

Hjughawout, Mir caret. HE 3. Manhatlan 1033 Mart 

Haute, Ellen Louise, HEAD 1, N carton Van Zllt Hall 

Hiwklm. Marlorie Loulat, HE 4. K. C -HOI Laramit 
Htylttt, Alice Joan. HEAN 1, Manhattan. .Buril Route 1 
Haatlton, Blllle. BE 3. Hutchinson 1834 Laramit 

Eg I B*T:M - 

HeW, Barbara HEAD 3. CUy Center 606 

Held. June Byfallhi, Grid. Manhattan.. BIT 

Helrey. Leoni, HEAD 4, Mankito 801 

HtadmDOt. Helen Marlt. HE 4. Hutchliaonv Van 1 

llmderaon, Birth, HEAD 4, Almena , . Van Zlle Hall 

llendrlckson. Ruby limn* HEAN 2, Concordia. 1719 Lara, 
liennon, Helen Lois. Oen. 1, Washington . .1704 Falnlew 
lifter, Carol Jean. HEAD 1, Sterling. , .517 N. Delaware 
Heter, Millie Elltabeth, Oen. 1. flttrllnf.918 N. Mm. 

2, Atwood ..Van Kile HaU 

M, VM 1,' B Dartmouth, Max.. 810 P'ti 

HujMU, Betty Bote, BA 3, Atddaoa 1719 

RIB. Opal Brown, Grad, Manhatlan 801 

Hindi. Betlyjean, HEAD 3, Hutchinson 1834 

Hlnttato, Alberta. Otn. 4. IHghton 601 N. Deliwara 

Hlnemtn. Fit, BA 3. Dlghton 601 N. Deliwirt 

Hlnes. Gtorfcna I , HE 2, Kin-rido Van Ult HaQ 

UJrtland. Harriet Uulse. Gen 3, klinhittan.821 N. 11th 
Miriam Bulb, HE 2, Manhattan .... 509 N. 17th 
Miry Franctt. Oen 2. Harwytflle. HIT Learan. 

Rutb Am. HEAD 1. Manhattan B. B 1 

Annette, Otn. 3, Obtrujl 1834 Laraodt 

Audrey Harriet. Ortd. K. C . Mo. . .513 H 16th 
Hogan. Miry OJiabeth. HEAA 2, K. C. Mo.. 1803 Ltra. 
Holeeek, Jo Ann. HEAN 1. Burro ....1417 Learenworth 

HoUttker, Bin Irene. PS 3, Kantat City 513 Sunttt 

Holm. Marr Lois HEAA 3, Soldier 316 Sunset 

Holmgren, Jean, Gen. 1, Kansat City. Mo 505 Denlaon 

Hondcrlck, Pat, HEAD 3. Blaon 1728 Laramie 

Hoover. Helen Mirle, HEAN 2. Manhattan. 1635 Letren. 

Hoc inn. Nidine A.. HE 4, Sallna 817 Vattler 

Homer. Katharine. BA 4, Wlchlla Falls, Tel.. 505 Den. 
Hotmer. M.ry F , HE 2 Wichita F.lls Tci ,008 DttsMl 
Houghton, Birbara, Oen 3. Syrarwee. N. T..517 N. Dela. 

House worth. Mildred. HE 3, Harreyttut 505 Denlion 

Houston. Theima Emnrallnt, HEAD 1, Topeka. 515 Bunatt 
Howard. Phyllis Burtlt, Orad.. Manhattan . 1T33 Uramle 
Howard, Vlrflnla M , HEAD 1, Clarion. . , .314 N. Kith 
llubhell, Nelda Join. BA 1, Albuoueruue, N, M..1334 Frt. 
Huddleston, Aim, P8 1, Kantai City, Mo..., 505 Denlson 

Hugca, Phyllis, Gen. 1. Manhattan 323 Humboldt 

Humphreys, Elii Ann, HEAA 4. K. C„ Mo.. SIT N. Del. 

Hurd. Msrlyn, HE 3. Nleienon 1834 Uramle 

Hueenin. Dorothy Anne, HEAD 3, Bbnrarth .324 N. 13th 
Huaton, VeSot Good. Grid.. Manhattan. . . .B. R. No. B 



Id.il. Kathleen. Gtn. 1, Kim is City.... SIT N. Detail 
Illlf, Miry E , HE 1. Talmage Van Zlle 

Jicob, Rachel. HE 3, Wichita SIT N. Delaware 

Jacob, Ruth, PE 2, WlehlU 611 N. Delaware 

Jaedleke. Margie. Gen. 3, Hanortr 619 N. 11th 

Jtrfli. Beth. HE 2, Kansas City 1603 Uramle 

Jenkins, Helen D„ HE 3. Minhatun. . . . 1204 Bluemont 

Miry lb-He, HE 2, WlehlU 518 Sumet 

Mildred. HE 3, Kanau City 1227 Bhtemont 

| Mary f„ HEAA 1, Junction Cltr.517 N. Dela. 

. Dorli L, LI I, Argon la 513 Sunttt 

Johtnsen, Phyllis M LI 4, Holrrood 1803 Laramit 

Johnson, Dor Is 1,, Oen. 2, Sallna 517 N. Delaware 

Johnson, Eiclsn. HE 2. Mtcksrllle Van Zlle HaU 

Iran, HE 2, Topeka 601 N. Delaware 

Janet, BA 1, Luray 1418 Filrehlld 

Uli, MEd 4, Artell 1803 Laramte 

Mam, P8 3, Manhattan 1718 

. Mary Aril, HEAD 2. WlehlU 016 

Johnson. Mary Jeinne. HE 2, Cleburne 513 

Johnston, Lite Lou. HE 1. Llndsborg SI 8 Bunatt 

Johnston. Mir lor It. HEAA 3. Minhittan 810 Bunset 

Johnston. Phyllis, HEAA 4. MtnbaiUn S10 Sunset 

Jones, Helen, ArE 1, Ford 833 Uramle 

Jonei, Helen. Gen. 4, Wimego Wiraego 

Jones, Marian, BA 1 811 Yumi 

Jones, Miry Beth, HEd 3, Clyde Van Zlle Hall 

Jones, Mary Jane, U 4. Herlngton 1T0T Uramle 

Jorden, Jo Ajin, HEAD I Cntralla Van lilt HaU 

Jordan. Shirley, Gen. 3, Glaico. ...... .601 N. Delaware 

Kantayer, Thrimn. VM L ManhaLUn 1125 Pomtroy 

Kirns. Helen. Grid, BueBIn, . T. .1859 College Heights 

Kaslow, Buth, VM I, Brooklyn, N. ? 1T0T Uramle 

Kiys, On Jem, HE 4, Eureka Van Zlle Halt 

Keith, Boiille, HEAD 4, E] Dorado 324 N. 15th 

Kelley, Barbara. Otn. 4, Garden City 505 Denlson 

Kelloitg. Barbara. IJ 1, Stanley 513 Sunset 

Kerbr, Frances, Otn. 3. Chinute 1T0T Laramit 

Kershaw, Betty Anne, BA 2. Wamego 141B Falretdld 

Kletii*. Mary, Spec., Manila tUn 615 Leavenworth 

Kllhim. Nsncy. HEAA 3, Manhattan 354 N, 13th 

Kimball. Ruin E„ Gen. 2, Topeka 1423 Falrchlld 

Klndwher. Brtty But. Oen. 2, Btloll. . . . 18B6 CoU. Beta. 

King, Barbara Ann, BA 1, Hutchinson 1404 Falrchlld 

King. Beterly Ann. HE 2, Mtihane 1719 FilrcMld 

King, Blllle Bat, RE 8, Ballna 61S N. 11th 

King. Martha Mary. HEAN 1, Canker City,. 335 N, 17th 
King, Hutli Catherine, Gen 4, Enterprise ., 1823 Urjvmte 

Kirk. Entile, HE 1. Topeka SIT N. Delaware 

Kltselmin. Eleanor. Gen. 3, ManhatUn 151 1 Filrehlld 

Klema. Alyce Lowe, HE 4. Topeka 354 N. 15th 

Klemp, Virginia, PE 4. Kantai City, Ho., ..1834 Laramit 
KLoefTter, Doris Mar, Oen. 3, ManhatUn . Blue Riser Lodge 

Kntuer, Darlene, Gtn. 2, Manhattan 1027 Anderson 

Knostman. Kliiihelh Anne, HE 3. Wnmego. .Van Zlle Hall 
Kncuitman. Marjorle Jane, HEAD 1. Wamego. Van Zlle Hill 
Knudsen, Constance J., IJ 3, Memphis, Tenn .517 N. Del. 

Knu risen Btttr Jane, Gen. 3, W 11 111 Van Zlle Hall 

Koerod. Jane Rockwell. Grad., ManhatUn 1809 Pnynta 

Konecny, Margaret, HEAD 4, Viola 803 N. 19th 

Umhert. Charlotte Arm. Gen. 3, Hiawatha . Van Zllt HaU 
Ui i raster. Margaret E.. HEAA 1. Yates Cen. .531 N. Man. 
Larson, Anna Louise. LI 1, Kansas City.. 601 N. Delaware 
Larson, Betly Irene, HE 1, Belles! lie. . . .1623 Filrehlld 

Larson, Belly. HE 1, Vesper Van Itle HaU 

Urson. Marilyn, PE 1. Wamego 1834 Uramla 

Larson, Muriel Elaine. HE 1. A tool Vin Zlle Hall 

Larson. Virginia Elisabeth. HEAD 4. Wimrfo . 1834 Ura. 

Ltlhim, Margaret A„ HE 4, Golf 1214 Vitller 

Uison. Helen, Oen. 2, Mcpherson 505 Denlson 

Lee, Ruth. IJ I, Osborne Van lilt Hall 

Lehman, Doris, HE 1, EattqffftM 1015 Vitller 

Lehman. Dorothy. HEAA 1. Enterprise 1013 Vattler 

( -eland. Hope, HE 3. Minhittan .....163T Osage 

Leni, T. Lorraine, BAAAect- 1, McLeantboro, I1L.163T O. 

iellni, HE 1. Panama City Panama. 513 Sunset 
Pearl, HEAD I. Medicine Lodge. 918 Thurston 

rglnla. HE 3, Minhittin 311 N. 15th 

Mireektne. PE 4. Hutchinson 605 Denlion 

Wllma Gene, LI 2. BtllttUlt 1707 Laramit 

Long, Miry. HE 3, Ransom 812 N. ManhatUn 

Loomls, Buthtime, HEAA 1, Bolton Van Zlle Hall 

Lou than. Char lane, BAAAect 4, Simpson. .601 N. Dela. 

Lowrey, Clara, IC 3, ManhatUn 1423 Laramie 

Lowrey. June. HE 2, Hutchinson 51T N. Delaware 

Lowrey, Nidine Pearl, HE I, Milton Vin Site Hall 

Lny, Beterly Jean, HE 1, Chapman Van Zlle Hall 

l.uhnow, Mary Ann. Oen 3. K. C, Mo, .517 N, Delaware 
Lumpkin. Norma G.. LI 1, PMUIpsbitrg.SOl N. Dtttwtrt 
Undberg, Loli Jane, Oen, 4. Jtmettown. NY. 621 Vattttr 

Lunger. Betty Jane. HE 4. SuramarScId 303 N 16th 

Lmt, PrtieHli. HE 1, Pratt Vtn Zlle HaU 

r.uthi. Jaunlu Mai BEAD t. Wakefield 1015 Vattler 
Lathi, Miry Jean, HE 2, Mldkon 812 N. lltn 

MtCtutlltnd, Betty Jo. HE 3, BuctUn. . ,1803 Larandt 
McClaln. Sherry Lou. HEAA 1, Oeerland Park. 1707 Ura. 
MrClanslan. Jeanne K , HEAA 4. Uwtt.)511 Learenworth 
A l!* Wf 1 HK 3 Greentburg...l404 Filrehlld 
McCllnUck, Betty Lou, PE I, WsJnul,.161T Lttrtnwortb 
Mrtonnell, Martha. Gtn. 4, Burlington. . Ills Bertrand 
Jj^r, Betty Ann, HEAN 1. Oar otn City, 1858 Chi Hgto. 
H*»y. * mt, HE I 8t. Juteph, Mo.. 1858 CoL Hfts. 
MeCrary. PiWcU. Get 1 Concordia 501 Denion 

MeCurdy: Marjorle IL* Re^L*Mrft»rr^m". vS EUt luTJ 
$\£ ml & l - HE * N 3 ' Bfewen- .-UOO Bluetnorrt 
McDonald, Flora E-, Gen 1, Arm Arbor, Mich ,901 Kear. 

McDowell. Joan, HEAN 1, Geary 141S Pslrchlld 

McFidden. Frances D . BAAAect 1. Mulllnrllle. 1707 Lar 

McOeorge. Dorothy. IJ I. Cunningham 526 N 14th 

MeOotrt, Virginia U, HE 1, Pratt Van Zllt Hall 

Mrlnteer, Mtryjrte L„ Oen. 3, MrPhersun. .1831 Uramle 
Mcintosh, Dorothy L.. HEAD 3, Cofferrille. Van Zlle Hall 

Mtlntosh. Helen B BA 3, Hanhatlan. 809 Moro 

S^fT' , J .'* n ' V*"- 3 - Klrsfraan 113 n. ITCfa 

MeKlnkr. Verona L.. HEAD 3. Nets City. .1437 W. Oumt 

McKinnej, Pitrlcli R , BA 1. Oswego. 60S Dtntecm 

McLeod, Ir). a, PE 1. Manhattan 344 N. 16th 

McNimee. Margaret L . HMD 4, Cunningham . Van Zllt H 

MePtek. Jaarme A.. Gen. 4, ManhaUaa Routt 1 

MeVay. Dtma F , HE 1. Sterling. .1856 CaOtoi Htkdstt 

JfcftMan^lteh A., HEAD i. Oearwattr. .1613 Fair child 
Mkletsty, Roumtry t. HEAA t, K. C, He .505 Dtaattm 

IbmumM, Uarterte L. HI «, WtUlnttttt BIS 

Mum, KiUryn t . Gen. 4. Burlington 1010 

Minn. Srdrky J., Oen. 1, Wellington Vstt ! 
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STUDENT DIRECTORY 



6-B26T 



3-1450 

u is 

4413 

a-8131 

Ml'. 

3613 





4438 
4415 
.4438 
2085 
3-8114 
2085 

3513 
3513 
8513 



2084 

3305 
3-8129 

3513 

3513 

3513 

2-T101 

2-8122 



4438 
491T 

3B13 
3539 
4438 
4113 

3513 
4989 . 

4433 
4415 

3-K128 
3S13 



4234 

3513 

4-5368 

2108 

3513 

443B 

a»22 

4438 

2-7152 

3593 

4233 

3583 

2-7152 

3513 



2- 8205 
428fl 
3324 

482S 
4R26 
4828 

3- 7483 
4182 
4413 
35B3 
4889 
3583 
4415 
J-T102 
35B3 
408T 
4438 
2885 

2- 8343 
4438 

3- T11S 
2-8203 

2111 
28141 

4838 

m 



r, Loois*. HI L Manhattan VU'lIlVitti 

T'Marj^Juise" HB "s'.'wiltottw '■ .. . 303 N. 16 lb 
ST 1^4, II^IUB. ...1444 ' 

Deri* J.. BEeYA 1, Ttpena 1834 

Jteafene. Ill 1. Dodge CHy 1803 . 

_ Strfcta. BA 1, Wichita ..518 

Mirti, Betty J.. BA 2, DMM Wl 

Huh?, Jane. BA L iUnh.lt" 1«3°, — - 

Mum;. Lee. HEttN 3. Sun Cky .•. Bl 2L bu ,T, 

Hnttln, Arltnt, HE 1, Bctolt \nn Hie H»» 

j u I Banna . . . .616 Sunset 

m"j., HBAD 2. Oudtn City. 1858 Col. lieu 

B . U 3, Barn 1858 Collet* Heights 

PE , Manhattan 1420 Colorado 

J*D 3. Manhattan 1420 Colorado 

MefrTam, MM «■■ IIB 2, Hiawatha 518 8m«t 

Herryfleld. Audrey. HUD 4. Minneapolis 801 N. Dels. 
Merta, Bttte, HEAD ), IttmrJnk ........ 1T28 Urnmie 

Merer! I Hertnn, Gen. 3, Deertetd Vn» iM HaU 

Meyer, Marjorie M.. HEAA 3, Beneea. . . • 1853 WMU 
Hern. Both Alia, Gen. 2. Sooner Springs -5 IT N Dels. 

Uleker Ko arise. LI 3, Kansas City 1834 Larimle 

Miller EdIU). Gen. 4, Mllford 1441 Laramie 

Miller Jnnln b; HUD 1, Oitord Vto ill* lull 

Miller: Marilyn K , HUA 1, Junction City. 1404 Fnlrcd. 
Miller iUrjorle Am, HE 1. Boto«» . . . . Vin 1* 1UU 
Miller. Mnr> Jrinne. BUA 1, Herri**. . . .518 Sunset 

Miller Menu B , Grid.. Manhattan. 1405 Urnmie 

Miller, Muni. Gta. 1, Syrtcant Ml N. Delaware 

Miller, Bhlrlty Anne, Oen. 2, HuWIu. . . . ,. M <_} 

Miller Veins L„ BA 4. Hsyraond 1823 Laramie 

Mltzner, Sherry M , Gen. S, Mellon. .. .1216 LuMtte 
Mofaler. Bum line, R.UAett 4. Arnnrasna City. 1834 Urn. 
Monroe Miry Louise, BA 3, Enterprln. ...1834 Unnrie 

Montgomery, Tew, U 3. gallon ' ■ : J! 5 _5!!35S 

Moore. Margaret B.. Gen. 1, Omgn ... .1828 filrehild 
Moorman frames I.. HUD 2. Nlcterwti. . Vln sue Ball 
KJTjoyrt Ellen. HE 1, Newt™. 1856 MJMM 

Soots, Loll A., HE S. Newton Via 2dlt Hell 
organ, H. Ummt. Can. 4, AIU Vtoto. .. .1203 LnramU> 

MorriT Bnrtarn. HE 2. Wlebiti,. ....... ,1W4 J^ftjtfl 

Mwrin. Margaret. Gen. 4. Minneapolis. . , r 1823 IMM 

Morris. Mildred. HE 2. Minneapolis Vb Zlle Hail 

Muter E Louise. HE 1, Hoile 1527 Learenwortli 

Mtmsman Palrlde Ann. U 3, WIehJIi 1834 Laramie 

Mueller Mariana. HE X Anthony Vnn SIM Hnll 

Mulrthlll. Mirllyn J , HE I. Anderson, Ind,.l|34 Laramie 
Hunger. Julia Jine, HUD 2. Manhattan. ... -T24 Kearney 
Murphy. Helen Petrlcl*. HUD 1. Dodie Clty.Vin Zlle H. 
Musll, EUlne M»e. HE 2, MinhetUn . . . , 1011 Bluemnnt 
MiuUrd. Mirgnret, HE 2. ^Mnnehesler. . . . .1T06 Urwnle 
Myerj Caroline V , HUD 2, Dearer, Colo.. 601 N. Dell. 
Myers, farolm T.. ArK I. SprWleld, Uau..Vui 2 lie H. 
Mjers Ikirli Dean. BA 1, Leblnon . .1858 Collese UgU 

Myen, DorU Uin, IIEkt) 1, Cleburne BIT Morn 

My."] Eleanor HM>. BA 2. WirtiU 1834 ..ramie 

Myera ioan Bulli. [J 1. G»l«i 505 Denlion 

Myeril I^uue Kay, BAItAict 1, Lead 1837 Oiiae 

Kinnlngi. Wanda K . BA 2, Uonardrille 61 8 Bunaet 

BS EM* ArE 2. Ballna 1803 Uinn e 

Neal, PauUne. Oen 3, Oreenkaf 1M4 Jf**** 

Near, Roberta Ruth, HUN 1, Lot* Inland. 1404 ftlrtWld 

Nelbirgtr, JoAnn, IJ 3, Tonganoale 1213 EerUand 

Nelwn, Jonn Uulse, HE t, Belolt 1404 ralrcblld 

Nmded, Helen Uulst. HE 2, Kama! City. 1015 B ueBont 

Newell, ChrWJttne, HUN 1. BUford Van Zle Hn 

Nenell. Marearet Allre. HEAN 1. Stafford. .Van 1 11c H» 
Newell. Vnoa Mae, HUN 3, HuSord. . . .Van Zlle Hall 

Nlblo. limlee, HE 4, Museotah SOS N. 16A 

Nieboli, Bulb C, Sow.. Needham, Man.. . .838 N. 1 0th 

mender. Anil. ArE 2. Hope VvffiljHS 

Nlemeler. If ma, Grai. Hope 1113 MM 

Nlion, Eleanor. HUN 1, Manhattan •■■■■1 fc.J 

Noble, Beth Rene. HEAtt 4. WlcblU \an Zl It H» 

mSllllll. Ilorotby. HE 2, Ottwm Van Z e Hi 

Norby, Melbi Eitet, HE 2, Pratt Van Ille Hall 

Nnrdeen. Julia, Oen. 3, Manhattan .215^ Houston 

Noidyke, Betty Deane, HE 1. Wlehlti . . . . 1222 Bluemont 

Nor nan. Maria M , Gen. 3, OtUwa 818 Sunset 

Norman. Ruth B., HUD 2. Ottawa ...S18 Bunnt 

Nutter, Merllne, IJ 1, Lincoln 1623 ralrrAlld 

Ober, Marian. HUA 4, Minneapolis. Van llle llall 

Oberhelrain, Marie, HUA 3, K. C. Mo. . . .617 N. Dela. 

Ollnwr. Betty, BA 2. FredonU vA tS „ H Tf? 

OHIff, Dots Dean, HE 1. KentlnjUin * 1S „ N .- 

O'l^iijlilin, Patricia, BUD 4, Garden City. Van ZUn HaU 

Olien. Eityl Marie. HE 2, Caney ..513 « 

Olion, Llli EUlne. HE 1, Manhattan 1418 

I'atrntr. Mary Gertaon, HE 2. Manhattan . . . 4 1 1 N, 14tb 

Kircel. l.oul.e Jean, HE 4, Coldwiler X "- Z ^ JS'i 

PirrelJ, Mary Ijoii. HEAA 2. Hltwalla. . . . . ,615 N 12lh 
Parker. Betty Gall. HUA 4, Manhattan. .1B2S Anderson 

Parier, Ooldle. HE 4, Trousdale. ..... Van Ztle Hall 

Pirker Harnret. Gen. 2. Cbleaf", TJL. . . .liM_l <WM» 
FMttA Etheltnd. E.. Gen. 4 KtW. .^W . 
Panom Dorothy Ann. Om. 2, Hlnwalba. . 1^* I™}; 
pi>«, Claudlne, HUD 2. WealphaUa. . . . 1418 ratrefilld 
Piyer. Patrleii Lois, HUD 4. A awn, Iowa.. 303 Dnnlion 

Piyne. Belty, HUA 4. Topeta v'-'SS ^ - 

Peabody. Wllma Jeanne. HE 3. HWInnd. . . .505 Denhjon 

Peak. Marnsret. HEAD 2, Topeaa U. 1 * 

S3 KrerM l.ynn. HUN 1. HartUnd. . . . Van 21k Ha l 
Peek Jean Miller, HE 4, Arkansas City. . . 1S34 Larnaire 

ROnS Miry j . HE 2. B 303 I W 

Prddlrord. Huth B , HUA 3 rVnnKfn. . . , . .303 N. 16 h 
peine. Miry B^lwlg. HE 1 Mu; egon. Ml*.. 40 IN. 17 th 

Pence, Mnurlnr, Gen. 4, M.nhatun ...813 Morn 

Terlm., Norma Lee. Oen. 1, ■jiMBt. ■ . .^ATR-MWB 
Pertliu, Caroline. HUD I. M"** 1 *"- - lfl '8 Bumbo. bit 
Perry. Chrlrtlne M.. BA 2. Grtentetl. .. . 1T28 
Petersiti. Joan Buth, HUA 2. Ballna. . 1858 College H. 
Pttersen, Pnlrlela. Gen. 2. j^UfJmM 
Peiersen, Vera B . HE4D 3. Atklnnon. .1856 Col. HelfhU 

Pttrtefe. Joanne, Oen. 1, Manhattan 1227 Houaton 

Petrlf, Margnrrt. IJ 1. Hugoton 532 N. 14th 

Pelternon, Kathleen. HE 2. Belolt .... 601 N 

fhekn. Peggy. BA 4, Kansas City, Mo 505 

Phillips, Dorothy Ann. HE 1, Vntes Center. ,513 
Phillips. Jane. HUD 3, Hutchlnton. . 

Piatt, Wllntn Jean, HUA 1. Minion 

pierce, Ttximn EWne, HE 4, Marlon. .. .1015 Vittinr 
PUTer. Pitrlrln, Gen. 1. Kama! City. Miv . . .505 Defllnon 
Plneeai Bhlrley Jean. Oen. 1, Garden City. 13. 14 Fremont 

Pbwln Bowena A, IJ 1. Eredonln 618 Bumet 

Pliley Margiret HUN 1. KalrerU. . . ,1420 Humboldt 

Poague Heva Gael. IJ 1, Wakeentf 1T1B Laramie 

PotST Glennls Ann, BE 1. Sterling. ....... "J Burnet 

Potter, Mnry Katbryn. Grad., Conwny Bprlnp-l-^ 

Frifuer. Gwrnnnlh, Gen. 4. ClaBln 102T Kearney 

lYiy. Shlrlty, Oen. 2, Kansas Ot». ...... .inoiarsjnSn 

Pressfrote, Betty Lou, HE 1, TeeuaBeh. . .1423 FalrehtW 

Preuneh, Odessa l>ee. IJ 3, Healy .1840 Osage 

Prorake, Nndlne, HUD 2, Linn ■ 1S1 I fSS 

Prout, Ellnbeth 8.. HUB 1. Denser. .1856 Col. Hgti. 
Piircell. Betty, HUEd 4. Tucson, Aria .... 506 Denlsofl 

BUD 4, 



2-T153 
2-8480 
2J141 
3513 



4415 
4416 



Babat. Freed* Irene. HUN S, Nans City. .1418 Palrrirlld 
KaUsbaek, Enlslls Maiine, Oen. 2, Man .. .«1S f 
Baaner, Patrleii Wllnon, HE 2, OjutjcH Grotn.18) 
Bamsdaln. Margaret Ana, HE 3, Anne* 
Rtwnei, Jean Marie, HEAD 3. Unrein, 
Helen, HB 4, Junction City 



N 



i 



.Van _ 

.SIT N. Deli. 
.Van 7.tif Ban 
Van Zlle Hall 
.1803 LariKftt 
.1803 Lerr.mli 
.200 R Ifltb 



3513 Seed 

m* 

4415 

2-7152 



2085 
4826 
2211 

m 

3613 
3-7411- 

H 

3- 8381 
2-6288 

4- TS40 
3583 

2 7411 

491T 

2-G378 



4288 

HI 

4413 
4989 
4438 

S.-.38 



3613 



IWrfi IJ 1, ... 
sexL KBubeth A.. Oen, 1. WleWta. 
ry Elisabeth. Oen I, Tnrjfta. ... 
., Ruth Eileen. HUEd 4. tarporla. .1419 

Leila. Gen. 2. Clrelrrllle ..Vs* «lki BnB 

. Mnry Arme. PE 4. IHyaiea 601 N. D* sware 

Helen. BA 2, Bunnell 1«H Falretil d 

Jt, Roherta. HUN 1. Gtafl Elder. 1*03 LarMlto 

Ketst. Virginia A., HUN 2. fleoeca 1 4 II J F^lrrMld 

Renean, Jean. HUD 2. Wellington. .... .1T0T Ueaad. 

k— Bonnie Jesn, HE 1, Learrrrworth 1404 FalrrhllrJ 

rau Jean. HUD 1, Sterling. -1868 Col. Hgts. 

_ Jsne Pare, HUD 4. lotn 1T16 falreblld 

Reynolds. Mildred B . HEAA 2. Kansas Hty.lTO Lnra. 
Reynolds. Roberta IHwn, HUN 1, Anthony. 1200 Bluc^ 

Bhondes. Clara, HE L Manhattan UlTtrmotit 

Rice. Thelmn, HUD 4, Jennings Van Zlle Hill 

Hichey, Alma rTortne. Oen. 3, Mlltomale . . . W14 Kearney 
Biehardnon, Gladys, HI 4. mtiersMi. . .517 
llehardaon. Margaret Aim, HB 2. Horie. . . .303 N .16th 
BKtmrdson. Nsdlr*. BUN 1. HoUe..l52T Uitenworth 
mSt, Dorothy Ann, HB 1. Hamilton. . .. 1015 Bluemont 

Roberts. Aldrne. Orad . Lebanon..;. „™ 

Hohlmon. Mary Ann, HUA 4. MePherson . . 60S Dwbion 
Roblsso, Donna Jean, LI L Manhattan .. -■■■Wl ™» 

Bock. AcMpha Marie, PE 1. Nnearre 1623 HrctM 

Kixjen, Birb.ra Jean. HEAD 2, Manhattan ., College HI 
Bogen. 
Rogers 



Rotem. 
Rolllrs 

Ro.il.' 1 

Routine 
Rocket. 
Rune II 



Denba. U l" Ilsnrisji.' jiJi 3 . 

Ethel. Oen. 3. Cedar Bluffs 1T*6 Uramln 

Mary H., « 8, Cedar Bluffs 1T28 Laramin 

.. Arts Arlene. HUN 1, Osborne. . . .Van f 1W Hall 

Miry Helen. MR E Peahody TT16 falrrhlld 

Mildred Mario. HI 2. Centralis Van II le Hall 

Miry Ellen. 1A S. Kansas City ,.WI » . 150a 

Marjorte Helen, HB 4, nifton. ,601 N. Delasrare 
Phyllis Joyr*, HE 2. BatddissOB. . . .513 8™t 
Dorothy a™, HUD 2. Arkansas City. 18 34 Lam 
Betty Arlene. U 2, Coffeytflb. .81T B. 



3140 
3513 



Banancinon, Grace Irene, 
F. Arlene. IJ 1. 
Dark Jean. Gen. 
M . MU 4, 



1. 

City. Ok 
Ataassa. . . 



Van Ille H. 



1404 



Van Zlle 



491 T 
S4TI 

3593 

4283 

4826 

3513 

4415 

2-716T 

3513 

4826 

3513 

2111 

3363 

1555 

4415 

1211 

8-T153 

4826 

3513 





4-5342 

4-0359 

3- 1416 
2-8343 
8-6454 
3839 
4283 
3536 
24346 
2085 
2-6454 
4438 
3513 

4 7 140 

2-H343 

353B 

2-8129 

2-6454 

2213 

2564 

2- 7152 
4989 
333S 
3593 
3593 
4108 

4- 5348 
20B3 

3- B24I 
4826 
4436 
3513 
2-7428 
4436 

2- 6271 
4415 
3593 
Sill 
3814 
3538 
4438 

3- 8114 

2- 8129 
3BB3 
4K58 
4958 
2211 

3- 7168 
4419 
S813 




2-7383 
2-812B 

2- 8343 
4436 
4438 
4438 
4826 

4868 
3513 
3513 
3513 
4438 
4B90 

3- 7416 
2 7102 

4- 54 IT 
4415 
2555 
4954 
498B 



Mary Arm. HI 1. Newton 1628 FalreMUl 

Sehau. JoAnn, U 1. Manhattan Ill Longrlew 

Sharps, Emogene, IJ 1, Council Groin 806 Denkssn 

MM Lm BB 4. Wnaatgo 1T08 Larasala 

June, HUA 1, Sellna.lBOS Col. HfU. 
nlaabeth, U 1. Clay Center.. Van Ille Hill 
Erelyn. BA 4, Junction City . 1808 Laraani 
_nla Ruth. HUD 1, New ton.. 626 N. 14th 
Behnelder. Mary Louise, HUD 4, Logan . Van Zllo Hill 
Mrhoebel. Alice. IIB 2. Socorro. N. M...1856 CoL ante. 
■ehoeUer, Naomi Margaret, BAAAect 4, Logan. Van Zlle 
Hchoht, Beelyn E1U, HUD 3, Ersnkfort . . 1 7 1 5 ralrchlld 

Brhote*. Mary Lou. HE 1, Topeta 505 Dcnlson 

Sebrelber, Darlene A., BA 2, Bansom. ,812 14, Manhattan 

Bclwoer. Norma, HUD 1. Randolph 1803 Uraajle 

Huth, III 4. Boemer Sarkofs. . .1118 FaJreMM 
, Waunlta Ruth. HB 2. Wameto .1418 ralrchlld 
t. June HMD 2, Bays.. 1856 College Ileitis 
■ Gaorftalaan Gnn 3 Ottawa ..Van We Hall 

Scott. Shirley Jean. HE 2. Piper 303 N. 16th 

Sealon, Virginia Esther, HUA 1, Chapman. 1416 Pair. 

Selby. Jean, HE 3, Manhattan 1310 

Setter. Mary Bom. BA L Manhattan 1216 

Sharp, Betty May. HB 3. MorrowriUe 1719 

Bhaw. Neons. HUD 2, Bertaglon. . . . 1512 
Shetdky. Bar liar.. HUA 4. X. C, Mo,. 817 F4. 

Shields. Carol Jean, HE 2, Wnantjm 1106 

Shields. Marian, IC 4, Kansas City, Mo.. 511 N. 
Bblmer, Boherta, Grad.. Tooekn 312 N. 15th 

Rhotmaker. Usdlle. IJ 4. Kansas City, Mo,. 1834 Lirnnrtr 
Shoemaker. Pi Wets. HEAD 2. KanPPoUn . . Van Ille Hall 

Sbuis. Mary. HE 3, Mintsttan 1212 Bertrand 

Hlmpsoo. Mirjorle Elaine. HB 2. Tribune , , 1 7 1 II Unrnle 
Sinclair. M. Margaret. BA 1, K. C . M0...51T N. Dels. 

Biles Margaret, IC 2. Saline 1417 Leannworth 

Bkog-tberg. Charlotte L, HE I, Junction City. 1511 Lear. 
Slaamon, Doris Vronne, HI 1, Kansas City. 321 N. Dell. 

Blnan. Emnu Fsje. HE 1. Mulllnrllle 1T0T " 

Sloths war. Virginia L.. HB 4, Wellington. 1418 

Small, Carolee M . U 1. Wilson 613 

Smlih, Arms Jo, HE 2. Kansas City. M0..6IT N. 
Smith, Brrnrly Jean. AM 1. K. C, Mo,... 506 

Smith. Bonnie M., HE 2. Tucson, Aria. 505 

Smith Delia Gray. HB 1. Manhattan 41T Fremont 

Health, Elaine, BA 3, Manhattan 1610 Leavenworth 

Bmllh, Florence E., IJ 2. Bummerfleld Vin Zlle Hnll 

Bmlth. Helen Louise. HE 2, Manhattan 316 

Smith. Lorene B.. LG 1, Topeta. .. 1856 

Bmllh. Mary Kleanor. BA 2. WIcWU 51R 

Smith. Patricia. HEAD 4. Qulntar. ...... .Vnn Zlle Hall 

Smith. Phyllis Joy. Gen 1. Monument, .. .1T04 Fain lew 

Bmlth. Bussnne, II B 2, Kansas City, Ho 518 Sunset 

Bmull. Mnry L.. Grad. MnnistUn 1728 Falnrlew 

Bmythe, Marjorie Ann. Oen. 3. Holloa 1803 Laramie 

Bnalr. Marlanna J. , HEAD 3, Stockton 505 Dcnlson 

Snapp. Kleanor, Oen. 1. Bellerflle 1432 Palreblld 

SSGm, Mildred Ruth. HE 3. Mnnhnttan, 520 N. 11th 
Roetler, Buth Elaine. HUD 4, Wnmeao..51T N. Delswore 
Boiler. EmesUnn. HEAD 2. Washington ... 1834 Laramie 

Somen, Ahda, U 4. Galea 1213 Bertrand 

Somsg. Barbara Colleen, HE 1. El Dorado. .1417 Learen 
Borenson, June Elisabeth. HUD 1, MrPhernon. 505 Denl. 
Springer, Neoli Mae. KB 1. Gnlesburf. .531 N. Manhattan 
Kpu'nry, Stella Marie. HE 3, Bellerille. 531 N, Manhattan 

Sufford, Margaret, MEd 2. Manknto IT 16 Kalrchlld 

Blaht. Harjorle Jean. AM 2, Topeaa 1210 Bluemont 

Staler, Jacqueline, Gen. 4. El Dorado 1803 Laramie 

Stnrk. Elbsbeth A., IJ 3. Beolla, N. Y Van Zlle Hall 

RtelnbotT. Huth, IC 1, Osage City 1401 Falreblld 

Bieaart. Marjorte (VreToen 3, Man... 1621 Falrrhlld 

Stewart. Virginia, HE 2, Albert 141 T Leatenwortli 

Btlncbnugh, Betty Jine, HEAD 1. Princeton ,. 1T1 B Lara. 

Btlnson, Ella Mm, BA 3. Randall 518 Bonnet 

Sinerkrr, Jo Arm, Gen. 2, Sal Ins 1834 Lentnle 

Stoecker, Virginia Bose. BA 3, Ballna 1634 Laramie 

Btoltenberg, Eunice J., Oen 3. Holyrood. 1858 Col. Hgts. 

Stout, Vlrtan Mnilne. HE 2. I0I1 1T07 Larr.rr.lc 

fltratlon, Beth C. HE 3. Munde 531 N. Manhattan 

Btrnublnger, Dorothy, HE 3. El Dorado. ... Vnn Ille Hnll 

s""kTin, ^utSiX u wZ'tc": : : :v5 8 S3 

fltrlegel. Eleanor. HUD 2. Kredonla 618 Butiset 

Btrohel, Vndnllna Ardetb. HE 1, Ouiletd 613 Bunset 

Rtrutt, Inei Esther, MEd 1, Woodalon 1208 Laramie 

Htueae. Alberta. HEAD 3, Alms 1016 Vattler 

Summer*. Dorothy Jeane. HE 2. Manhattan. . .922 Osage 

Hum men, Lois Marine. BA 2. Ballna 1803 Laramie 

Sutherland. Ruth Ellen. U 1, Meade. . -B12 N. Manhattan 

Sutter, Jran lee. HEAD 3, I'atlco 1217 Kearney 

Swan, Betty Jam, HEAJ 3. Artorua 813 Sunset 

Bwearlngen. Dorothy M.. HUD 4, Ashland. 131 T Anderson 
Bwrra™. Jean Ethel. U I. Manhattan. ,. 1852 Falreblld 
Swift, Margaret Adelaide. HE 3, Bolton. 001 N. Delaware 



4B1T 

4416 

2-8143 

3538 

4-7525 

4283 

3121 

4-6344 

2-812B 
C3F22 



3513 

4438 

3-7166 

4826 

4416 

2- 7101 

3- 8100 
8411 
3SB3 
224B 
t- r .2Sii 
3513 
486B 
498B 

4 r.542 

2-T346 

3593 

2-8122 

3513 

4415 



fttWt, Joy. U 3. Topeta ......1023 Falreblld 

3SK: Ke. i^tUi:::::! 80 ?«5 

Taylor, Jut lien U 2, Kinsley. 51 7 N. Delaware 

Taylor, Mnry Lne, HUN 2. Manhattan 601 Kearney 

Taylor. Phyllis, Oen. 3, Solomon. ....... .1T08 Laramie 

TeaTord. Mary. Gen. 1, Manhattan 1005 Moro 

Ten gar den, Christine. Oen. 4. Manhattan 1600 Pierre 

Teagarden, Mildred Marie, HUD 1, UCyfne.513 Sunset 

Teed, Ulla Marie. HE 1. Weskan 1411 Leannworth 

Tennant, Mnrjorle Ann. HE 3. Manhattan Route 6 

Thomas, Norma Jeanne. HUN I. Portia.. Vm Xltn Hnll 

n, Jonn. U 3, Marquette 518 Bunsel 

s. Norma Erelyn, HB 1, Hi rl land. 121(1 Bluemont 

_ . Carol 0.. HI 2. Emporia. .1856 Col. Heights 

Tlet, Retirrca. PE 1, Hutchinson 1803 Laramie 

Tlcmaim, Dolores, BEAD 3, Lincoln 1015 Vnttler 

Tlemann, Mildred V„ HE 1. Uncoln 1015 Vnttler 

Tllton. June P., HUD 3, Medicine Lodge. 60 1 N. Dela 

Tlamons. JinptelLne. MEd 2, RUny 505 Denkton 

Tlnherg, Shirley, tien 2. Bonner Springs 324 N. 18th 

TJnden, Glidys B.. IIB 4. Wlrhlla s>..1418 Laramie 

Todd. Arts Moore, HUD 4. Cottonwood Falls. Vnn Ille H 

Todd. Helen, HUD 1. Atchison 513 Bunset 

Tomllrxon. Alice May. HUA 2, Parsons 513 Bunsel 

Tuothater, Myrtle B , HI 1, Wltmore 1418 Falrrhild 

Turrence. Nlli Jean. PE 3, BaileyrUIe . . . . 1010 Thurston 

Town ley. Roller u, UK 4. Abilene 605 Denl mo 

Trapp. Corn Ida, HB 3,' Waldo 1222 Bluemont 

Dorothy Jean. IIB 1, McPberson . Vnn Ille Hall 
nt E.. HB 3, McPherson, .1803 Unrnle 



4413 
441S 
1111 

2211 

4436 

4-6387 

4826 

2387 

2B60 

3513 

4-5542 

2960 

2-T182 

2-8411 



4826 
4889 
4-5446 

2241) 
2111 
4438 
4438 

2- 8411 
39F14 

3- 6323 
28279 

3- T221 
3331 
481T 
1VI1I 
4289 
4416 

4- 7133 
8-8122 
2-B2R8 
4828 
1111 
3539 

2-81T9 
4280 



Ulrleb, Ks.-i K„ Gen. 1, Manhattan 1803 Laramie 

Unroh, Vbla P.. HUN 2. Newton 1803 Laramie 

mterbick, DorU L. BAAAect 3, Hollon.,1423 Falrehlld 

VnnBuren Norma G.. BA 1, AIU Vlstn. ..1718 Falrrlilld 
Vance, Wllma. IIEAA 3, Kansas City, Mo.... 618 Sunset 

YnnHartlngen. Mrs Jewell H , Gnn. Man 211 N. 510 

VanMetnr. Alma Mne. HUN 1, Ada.. 1866 CoL Heights 

Vnamr. Barbara M . Gen. 3. Manhattan 1618 Fain lew 

Vawter Emma IIEAA 3, Oakley 303 N. IRth 

Vealch, Erncntlne, Grad, Leannwortli . . . . Van Ills llall 

Venning, Grace M . HE 2. GrenoM 1415 Falrehlld 

Vogt. itdberu A., HB 4. Tribune 303 N. 16th 

VoKky, Bormle Jean, Gen. I. Oketo. . . .1418 F.lrelilld 
Volenky. Carol Eileen. HUN 1, OtetO 1640 Osage 



3613 
3693 

2- T47I 
4438 
4438 

3- 3305 
3425 

2 8311 

3583 

3531 

4413 

2248 

4B89 

2211 

3-8384 

4268 

3689 

4289 

3813 

2 8121 

tsu 

3518 
3-7428 
4.6106 
2063 




4889 

3539 
4826 

2BTI 
4-5167 

3- 8123 
46131 
331T 
2980 
4415 

2 6454 
4438 

4- 515T 
4438 
4436 
4438 
IS2« 
4989 
4413 
4221 

1 8122 
2-8122 



Wigner. Betty Jean, HEAA 1, Edna. .1808 Col. Heights 
Wagoner, Barbara. BAAAect 1. Hutchinson . .513 Bumet 
Joyce K , Gen. 4, Blue Rapids. .1010 Bluemont 

Jean. IJ 3, Hate I too 824 N. 15th 

urn Mae. BAAAect 2. Bluff City. 1483 Falrehlld 

Walters. Jean, HE 1, Marihat tan ......... Route No. 4 

Wnrd, Carol Beth. HB 2, Klmdale . , 1612 Learenworth 

Ward. Lola. HUA 1, Culllnon. 1200 Bluemont 

Ward. Mirjorle, BB 2, Coldwatar 611 Thtrrston 

Wsrd. Wllma Louise. HUA 3, Man.. .519 N Manhattan 

Warden. Lola G„ HE 1, Jetmtirs 1613 Folrrhlld 

Warner. Chartene, HMD 1. Wnmefo. .BIT N. Ddawnre 

Warner Helen Margaret. HE I, Colby IT28 Laramie 

Wanner, ffhlrley. Gen. 1, Ottawa IB03 Laramie 

Walklns. Afllne L , BA 6. WleWta 1610 Laramie 

WatU, Hope E., HE 3, HasanfrUIn 1222 Bluemnnt 

Way land. Shirley, HUN 1, Emporia. .. .1015 Bluemont 
Wear, Jacqueline. BBAD 1, Kinsley. .1856 Col Heights 

Wearer. Mary Arm, HEAD 1, Alma HI 6 falrehlld 

Weber, Be )t „ Lew. HUA 2. K C. Mo . .517 N. Dels 

Wehb Addle Marie, IJ 1, Manhattan 610 N. 11th 

Wrckerilng. Phyllis N., Oen. 3. Mm ..1800 Bluemnnl 
We«m, Margaret t . BUD I, WldrtU. . . . 1728 Laramie 

Wweha, Mary E . HE 3, Ft. Seait IT28 tjiramle 

Welker. Arts Lee, HUD 1, mranrtem . . . . Van BUe Hall 
Wells. Jeanne E. HUA 2, Wyoming, Ohio., 606 Denlwn 

Wells. Louise, HE 3, ManhatUn ..845 N. 15th 

Wells. Lucy Catherine. (J 4. Stockton 611 ftunset 

Wells, Phyllis. IJ 3. Hutchinson 1834 Laramie 

Werner, Mnry Louise, Om. 1, Falrrww. .1636 BiJnMId 
Werner. Phyllis. U 1. Tales Center. .1000 N. tfantmttan 
Wesehe. Beryl Alleen. PE 2. Manhattan . , 1635 Unrnle 

Wesley. Anne. HE 4. HuteMnson 506 Desnaon 

Went, Barbara Lee, Oen. 3, Kansas C, Mo. 517 N. Dels. 
WtUarmll. Frances, HUA 2, Ciinirlngbam. .601 N. Deln 

WMsoant. Gemldlne. Gen. 1, Olnbnrg 224 H. 15th 

Whtta, DorU Jean. UK 1, Willis 518 Bumet 

Whiting, Joyce L.. HUD 1, Amy .1718 falrrhild 

Wlelssrs, Elaine, ArK 3. Masmattan Boats No. 6 

Wlcmtrs, Jean Palter-tan. U 2, Manhattan .1718 Laraari* 
Wlleei. Nancy Lee. HE 1. Hutchinson. .SIT N. Delaware 

WUewi. Patty. HE 1. Topeaa 1716 Lareale 

WTBe. Miriam. HEAD 1. MePherson Vnn Ille Hnll 

Mary Ann. HUA 1, Srraeus*. .1192 Bkscmont 
News. HE 3. Wilrmrt. 
. Ruth. HB 6, ~ 
Wl Ttta ns n , Amy. Oen 1, ■ 




3305 
2-7306 
461 T 
4B1T 

4D8T 



3-7451 

3- T431 
4415 

2211 
3593 

4- 8381 

3513 
3513 



Plume 

2 73HJ 
2542 

2- 7242 

3- 7268 

4132 
3164 

4 T1ST 
2-B211 



3-T208 
3303 
1 1.214 
2r.42 
3T315 

2- 1.127 
4826 
3093 

3 8188 

3- T178 
2-T321 

2-T342 
3303 

4- 6489 

I 7206 
3513 

1- T4T3 

2- 7148 

.1 7316 

■I 7173 

43T3 

2-T150 

3393 

2-8231 

4385 

3421 

2-84T4 
3164 
2-84T4 
8643 

"mtb 

4-5102 
43 13 
4944 

4-6458 

4-6143 

4-T682 

3104 

2-8311 

4-553B 



3-8460 

4864 

3-T354 

2-03110 

2-T106 

4044 

3184 
4281 
3667 
4360 

1930 
2384 

2- 8322 

3- 6263 
142U 

1- T303 

2- 6337 

as 

2210 



3 O^fiO 

3- 84 89 
3164 
3206 
4013 

2210 

4T159 

3567 

4373 

2366 

4- 5467 



2-8418 



3-8114 
2-7;i!2 



Williams, Jo Ann. IJ I. Sallna 513 Suraat 

Wllttamn. Patricia. Gen. 4, ft. limy. .BIT N. Dels wits 
Willlsmson. Martha Louise, BA I, Topeta. .1856 Col. H 

Willis. Edith H . BB 4. Manhattan 1103 Tlssjnln 

Wilson. Arlene. HUD 3, Manhattan 1221 N. 8th 

Wilson, Coral. Gen. 2, Manhattan 18H PalrcUld 

Wilson. Donna Dell, Geo. 4, 

Wllion, Dorcas « . HUD 2. Burr Oak Route No. 6 

Wilson. Itorothy Marie. HB 3, Atmens 303 N. 

Wibnn, Dorothy. ArE 2, Baling. 

Wilson. Esther. Oen. 4, Anthony 1512 

Wilson. Ethel J.. BA 3, tluenemo 518 

Wilson. Maiine. HUD 3. Manhattan 1221 N. 8th 

Wilson, Ruhy K , Gen. 8. Valley Center 1834 Laramie 

Wilson. Ruth, IJ 2, Quenamo 816 Bunset 

Wilson, Ruth V., LG 3, Valley Center 1834 Laramie 

Wlnget, Betty Louise. HUA 1, Garden City. 1858 Col. B. 
Wyuons. HEAD 2, Denter. Coin 513 

m Arm, 

Wood, Anabel. HE 4. Dcnlson 1222 

Wood, Etelyn, HE 4, Den I mi n 1222 

Wood. Jinel, HEAN 1, Ebadale. . 1856 College Heights 
Woudall, lelln Mae. HK 2. Colby.. 1850 College Heights 

Wncds. Bonnie Jean, IJ 2. Ballna 518 Huneet 

Wootb. l.i 1 1 inn. HE 2. Mnnhnttan 1016 Yuma 

Woolley. Madoruu U , HB 1. Osborne 1110 Vnttler 

W or than. Jeanne Danlelson, Gen. 3. Clyde. 18 IP Andnrnam 
WrUhL IkeVoren fay, IC I, KalnaU 1833 Falrehlld 

Wyeoff, Leon. MEd 3, Noreatsw 1334 Fremont 

Vapp. Betty Jean. HUD 3. Manhattan. .211 N. Juliette 

Yapp. Joann. Gem 2. Manhattan Ill N. Juliette 

Ylander. Maiine Ruth, HE 3, Omaha, Nebr .1803 

Yowl, HsrrietU, BA 2, Dlfhton IT 18 

Young. Joan. Oen. 2. Junction Ott 50C . 

YoweU. Elna. HUA 2. HanhaltW 621 

lane. Una May. HUD 4. Honolulu. Hawaii. Van Ille Hall 
r. Pnylllt. HEAA 2, Mlrmenptttn Van Ills Hall 



MEN STUDENTS 



Acre, Robert E Jr., Al 1. Buetlta U1S _ 

Adelt, Wendell H , ArE 1. Neodesha 1018 

Akers, Elmer. An I. Burlington. 815 1 

Atdrlrh, Eugene C. VM I. Humboldt, 8 II .Plant Re. Lab. 

Alrxander, J. Dean, EE 2, Concordia 608 Sunset 

Allen, George W., VM 4. Wichita 1430 Laramie 

Allen, Guy G , IJ 1, Manhattan T14 Yuma 

Aim. Austin 0.. Grad., Manhattan 1815 falrrhlld 

Alt. Theodore W., VM 3. Manhattan 1303 U Moro 

Alter. Ralph B., VM 4, CaffryrUIn 1M1 Thurston 

Anuentm. Howard. Spec., Hop*..,. 1413 larimla 

Anthony. Wallace L., VM 4, City Center. ... 353 N. 15tb 

Arand. Hartey, Ag. 1, Beirut 813 N, 16lh 

Armstrong, diaries D , Af 1, MuscoUh. . 1638 W. Otogn 
Armsuong, CM L„ Grad., Kansas City... .418 N. ITth 
Atkins. Hana Mac. PE 1, Junction City, .610 N. 



Hibnici. Elliot. PS 1, Manhattan 1928 Lenimworlh 

Barbie. James M„ VM 4. Mnnbattan.1850 Cullege Hgts. 

Bare, Robert D„ Ag I, Protection 1126 Hluemont 

" "1 a. VM 1. Bonner Springs . . 1 11 6 Bluem't 

Wayne, CE 1. Krnpori* 931 Lartmln 

Burton W.. EE I, Phllllpiburg. . . . 1024 Luatflt 
Bnnett, Vyron H . Ag 1. Halslead. . . .IDlSVi Anderson 
Bnru. John P. Jr.. ChE 1. Manehoster. . . .018 Bluemont 

Hayslnger. Roy K . EE 8, Emporia 613 N, 18th 

Bell, Jick. Ml 1, Sallna ...1183 FalrHew 

Rendersky. Manuel, Gen 1, Brooklyn. N. Y...U30 Vatller 

Herrler. Harry JJ . VM 4, Manhattan 353 N. 15th 

Beiutbel. Lorem L . VM 3, UCyfne Van Hit Hall 

Blery, Ernest R-, BAAAect 2, Stockton. H10 N. ManhatUn 

Bluings, Chester U . Grgd. ManhatUn 1811 Humboldt 

Blsliop. Harry ('icon. Gen 1, lola 336 N. 15lh 

Black. Harold Thomas, Ag 2, Beece 1S31 Falrehlld 

Blind. Donald Uroy. Gen 1, Lucas 1709 Urnmte 

Rlnser. Floyd H„ Ag 2, MnrytTtllt. . .College llomn Barn 
Boebel. Frcderlrk W.. VM 3, Nepenllle, 111.. 513 K 16lh 

Bog lis, August. ArE 2, Glnrd 1626 Ursmle 

liohmker, Fred Alrln. VM 3. Mnnhnttan 1118 Lnrnmle 

Itnrgmann, A. Russell. VM 3, Manhattan. .1723 Kalnlew 

Bowie, Walter C, VM 1, Kansas City 531 Yuan 

Elmer John. CB 1. Hoile 1620 Laramie 

Craig Lewis. IC 4, PhlUlpnb«r|. . . .508 Sunset 
Robert ^nn. Otn 1, CUJIlo 1610 Lar aisle 

Charhs, ^CI \,^W$!ut»!^".''.ii3i Frtmont 
RrldwelT. Raymond V., BA 1, Manhattan, .. .613 N. 10th 
Brooke. Frank Ian R . MR 1, Topeaa 

Brown. Karl Hugo. VM 1. Kansas City T31 Yuma 

Brown, Kermlt Raymond. ME 1, K. C. Mo.. 1709 Laramie. 

Brown. Hubert 0., MI 3, Oiklty 421 N. lGtb 

Brmm, Wayne J . EE 1, HugotOfl 307 N. 16th 

Brueh, Dale Edwin, Gen 1. Kingman 1019 Moro 

Biirklry, Marlon «., Grid, Maoist tan B24 Bertrand 

Ititrtiler. Rohert II , (*E 1, Ballna 50H Bunset 

Burns. Richard McVey. Ag 1, Topeka. . . .1633 lar l mis 

Burr, J ti rocs Herman. VM 3, Manhattan 1211 

By era. Norman H., MB 2, Manhattan 1201 




Cable. Loul* Robert, EE 1, Wichita 1637 

Caldwell. Harlan J.. Grtd, ManhatUn 1010 

Carlson, Kenneth C. VM 4, Manhattan Route 8 

farson. Robert Gall, BB 1, Ballna 1112 Bluemont 

Carroll. Harold Eugene. Gen I, loll IT 15 Anderson 

Carf. Harold R . CK 1, Manhattan 82T Lentenwnrtb 

Caney. Samuel Frederick, BE 1. Greit Bend. .1012 Yumn 

Clspnian. George M . VM 4. Glasco 608 Bunset 

Cherry. Bralnerd (I.. VM 1. Bedwood Falls, Minn.. 1180 Vt. 
Cbltwood. John L Jr.. ChE 2. Pratl. . . . . . 1831 Thunton 

Church, Blwyn L, On 1. Battle Creek, Neb.,lT43 Fair. 

Church. John W., VM 3. Maolistun 1806 Falrehlld 

Clark. Buford L.. BA 2. Norton 1326 Fremont 

Clark. Delbert D., VM 4. Whenton Vet Hospllal 

Clary. William J . PE 1, Kansai City 1224 Bit 

Clennln, R D. Jr.. AH 1. Tulls. Teias. .1801 

Clowrrt, llli hard *V . ME 1. Bt. John 

Cock ley. Wilier Raymond. Gen Slice, Wirhlts 

Coder. James P.. BA 1, Manhattan IT 00 Humtiiildi 

Cohen. Hnrctld K. VM 1. Ws>hlngton. D. C. ..1124 Iara. 
Cohen. Beymour, Grad, Brooklyri. N Y ... 1 1 24 Larnmle 
Collairn. Jnhri Gerald. ME 1. BpeanrlHe. . . .307 N. 101b 

Coles. Kmbert H., VM 4, Colby 1224 Fremont 

Combs. Louis C, VM 1. Man In thin 

Conner. Rohert R„ IC 1, Wnkeeney. .1856 College Heights 

Cook, George R , VM 1, Omaha. Nelir Til Mart 

Cook. Harold C, ArE 4, Ksasti City..,. 1324 Ursmle 

Cook. Mortey H., VM 3, Tnpela 608 Bunset 

('..rdiT.i. Ihiveiidu. VM 1. Humiean, P B . .1408 Lirimle 
Cornell. Robert Lee. VM 1. l-ot Angelet. .1606 Fnlrrhlld 
Cornish. Robert D.. BA, Spec. Hutchinson . 1200 Tisaft4sm 
Chimin. Fred It. Jr., ChE I, Coldwiter. . 1224 Fremont 
loier. Morris Bellerl, Grid. Manhiltnn. . . , 821 N. 11th 

Cowan. Dale W„ Ag 2, WlrMU 1821 Tbuntnn 

Cowdery. Robert Doiinlai. PK 1. Lgocsl 1T09 Laramte 

Col. Walter W., AH 1. Murkoyll. Oklav 1010 Yuma 

Cnien, Rohert Earl. BA I, Msrytillle 1115 Ursmle 

Crawford, Dsle, VM 3, Orerbroo* 1221 Thurston 

Crlss. Hubert O . MB 1. EureU 1116 akmn t sn n t 

Cross, Oils R . ME 8, Borrton 1122 Vnttler 



4-8458 

I210 8 
3-84 89 

3- T206 
2-6121 

2- 8323 

4- 6458 

3- T1T8 
3- 3968 
4420 

3011 
3-7484 
3 -83TB 
3-6448 



2 84 IS Dunn, 




S-T48T 
3-T1T8 

3- 618U 
4 5461 
2480 
1044 
3111 

4 €401 

4- 3265 

2-T1S4 



2 8322 

3316 

3383 

356T 

2316 

43T3 

2T2T9 

1110 
4-5467 




Sexall Stores 

811 Poyuti „4401 

281 Poynti 8611 

HiCTRIC COHPANKS 

Salisbury's Electric 
1824. More 



Charles, Jr., BA 1. ManhatUn 1213 Bertrind 

Arthur, SH 1. Villey Falls. 018 BlOMtont 
k . », A., Oen 1, Manhattan.... 1 101 Bluemont 
D».enport, John Rhelton. ME I, El Dorado . . SOT N. 18th 

Dnrls. Jay Eldon, Oen 1, Hugnton SOT N. I8lh 

Dasla, Jim. Oen 1, Abilene 1834 Fremont 

Daris, John Elmer Jr., MI 1. Beirikrtom. III.. 1324 Lara. 

Darhi.nV Herbert Eugene. BA 1. Abilene 663 N 16th 

lieHriir^u-. plilllp 7... Cm I. Tul*», Okla .1824 Bluemont 

Delltlinsan, Clarence, ChB 1, K r 1224 Bluemont 

Delpdo, Del Crtn. BA 1, Mlnwols SOT N. lflth 

DeTursn. Trem Nelson, Oen 1, K C . Mo.. .931 LvamM 
Dlti. Jose A., VM 1. Bit Pledrai. P. E..131B 
Dodder like. Richard W., IJ 1. Council Grow, 508 
James V , Gen 1, ManhatUn. . . ,T10 B. " 
Row E„ Jr.. Otn 1. Manhattan. .031 

Gordon, EE 1. Woodbine 616 

Dale Edwin, BE I, Clay Center, .. .1080 T 
Duke, Lloyd Marti*. VM 3, Cabin. Okla.. .1642 

* E., VM E I'nlon, S. C 1010 

K , ME 1, btrtdsn 1123 



Ktalry. Olynden T. VM 3. Por tales. N. M...S41 N. ISlh 

Eberllne, Rti UVtmt. CE 1, Topeta 831 Urates 

KKenherg. Dnrld. VM I, Brons. N. T 1318 Ursmle 

Elliott, Earl 8 Jr.. ME 1, Marrittue 1115 Laramie 

Elliott. Hubert. Af 1. Hiawatha 48T N 16lh 

Bngjind. Reld B . VM 3. Manhattan 411 N. 18th 

k.r(cMH». Nell A., CB 1, Ballna ! 

ftltlMiiiil. Robert, Oen 1. Manhattan 418 N. 10th 

Faltnger. Charles, ArE 1, ManhatUn Til 

Etnring. Kenneth O . Grad, 0t Oaerp 
Eyctone. Merle L., Ag 2, Leannworth. . .1010 



Ftlrlng, philo Earl, IA L Ballrs . . . . . .1164 

Faublon, James William, Gen 3. Mtnbattan. . 1823 Osagt 
Ptllman. Clarence K.. VM 3. Osage Qtr....618 N, 18lh 

Fenyk John R . VM 6, Somertillt, N. J. .1121 Thurston 
Frrtrson. Orsn Eugme. CK 4. Klncald. .Paddltfttd ApU- 

Ftndley. Harold R.. Gta I, Ulysses IT01 Unsjsji 

Plnkelstelti. Alci B . VM 3, Manhattan. .1646 Fair cW Id 
Fwhrr. thorite Morris. BH 3. Uwrenet, . .INI Uraamt 

Fodeman. Riloh W.. VM 1, Colby ltM fVaanrjnrt 

Ford. Donald H, ME 1. Mnryartltn 1115 Laramie 

I O., VM 1, BlaeUUar, On.. .1420 Laramie 

y t n> m * * +1*1 




HOISTS 

Mnnhattan Floral Company 
112 S. 5th 



FLOWERS 



ALL OCCASIONS 



BUI 8822 

MANHATTAN FLORAL 
COMPANY 

119 S. Fifth 



FURNITURE 

Robert's Furniture Excha 
1120 Moro 



njfe 

* . . Bvvl 



»* * 



GIFT SHOPS 

K*S OHts 
1222 Moro 

HARDWARE STORI 

A»T(t-le Hardware ft Electric 
1205 Moro 



JEWOERS 

Clofte, Del 

S. 4th 

Reed's Time Shop 
015 N. 



***»■« ■ »ttt»»a.* 



Smltht Rohert C. 
820 Poynti 







4122 
8685 



HEN'S CLOTHING 

GIhb»« Clothlntr Co. 
814 Foynta 

St CM* 11 SOIlN 

817 Foynta 8102 



"SMART CLOTHES 
For Men and Women" 

• ■ 



MILLINERY 

WareKam Hat Shop 
410 Poynts 



HUSK STORES 

Hrown Music Store 

**The Hobby Shop" 
429 Foynta 



OPTOMETRISTS 

I>r. E. B. Paaley 
105 N. 4th 



.8210 



DR. E. B. PAULEY 

Optometrist 
Complete Optical Service 

Phone 8210 10B N. 



PHOTOGRAPHERS 

Studio Royal • 
1202 Moro 8484 



- . + + ..»+ . 



Art Craft FrlnterH 

280-A Poyntc 

Kimball Printing Co. 
304-A PoyntE 



tesett iiiiii«<f<Mti»tii 



JohnBon'B Cafe 

708 N. Manhattan 4881 

Scbeu'a Cafe 

tieonje Scheu, Proprietor 

6th ft Foynta 8068 

SERVICE STATIONS 



EFFICIENT SERVICE 
for 

TOUR CAR 



482 Poynti; 



tinin KMit 



I 



■saanaftW-saaanMnir. ■»>*" 
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PAQB POUR 



KANSAS STATE COLLEGIAN 



Buy A Ticket.. . 

Starting Saturday anil continuing 
December II, Kansas State 

i will be given tbe opportunity 
ticket* for the 
Manhattan Artt»t Series to be pre- 
here next semester. 

> to a group of faculty mem- 
and townspeople, we can enjoy 
three evenings of the best sort of 
musical entertainment for the price 
of several movies. 



Replace*) Celebrity 

Because of the limited enrollment 
the Celebrity Series with activity 
tickets the only admission had to be 
discontinued, but the new Artist Se- 
ries with Its special price for students 
Is a most satisfactory substitute. 

A truly educated, well-rounded per- 
son should appreciate good music, 
but some of us here never give our- 
selves the chance to cultivate this 
taste. The evening of tbe perform- 
ance the admission price looks too 
high, or we think we'd rather take In 
the local movie. Then the next morn- 
ing when the campus Is buzzing with 
comments on the event many of us 
sigh a small sigh, wish that we had 
gone, and promise ourselves that we 
won't miss the next similar oppor- 
tunity. 

Mere's Yonr Chance 

Now here's a chance lo guarantee 
yourself that you won't miss the three 
fine coming attractions of the Se- 
ries next semester: the Don Cossack 
Russian Male Chorus on February 7; 
Miss Marie Wllklns, Metropolitan 
Opera soprano, on March l£; and 
Charles Kullman, Metropolitan Opera 
tenor on April 24. 

So plan for this treat for yourself 
right now — call It a Christmas pres- 
ent, or just charge It up to part of 
the cost of a liberal education. It will 
be money well 
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Published by students of Kansas Stats 
College of Agriculture and Applied 
Science Thursday of each week. 

Entered as second-class matter at the 
postoffics, Manhattan, KansaM, 

Tear (plus 4c tax) I1.7S 

Two Semester! (plus Ic tax) 1X60 
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- ' ■ '■ 

TODAY and SATURDAY 



tlobrrt Taylor 



In 



■■■an Pr1*ra 



"SONG OF RUSSIA" 

Spnnsorrd hf the 

CIVIC MUSIC CLUB 
Tickets Available From Amj 

SUNDAY 
MONDAY - TUESDAY 




FORWARD* 

- W ' Gil oris Ilellsvrn 



UN-RATIONED 

GIFT* 

SLIPPERS 




Trim and Tailored or 
Feminine and Fluffy. 
Chill Chasers Pink or 



Ward Keller Store 

SHOE DEPARTMENT 



Sure hated to miss last week's 
column kiddles, bat we were home 
. . . getting the bird. We know that 
was a fowl remark, hot we couldn't 
help "talking tarkey" for Just a 
moment. 

Ahbbh . . It was a wonderful 
Thanksgiving, We were a little 
troubled with overeating. When we 
went home, all our relatives were 
"over eating" at our house too. 

But now Into even lighter vein. 
(Ed's Note: If this copy Is an ex- 
ample this week they need a trans- 
fusion.) 

We hear they had a few old horse 
skulls hanging around the Avalon at 
the Vet dance several weeks ago. At 
first this sounded like faculty chap- 
crones, but then we learned tbe rest 
of the horses were playing in the 
band. Tbe rhythm of the band was 
swell though. As you walked in they 
presented each girl with a dozen 
metronomes dangling from a charm 
bracelet. 

the 




ft 

Vets 

»c«lpcl at Use Ag students, bet- 
ter known as (Kd's Not*: Pro- 
fanity is not allowed ' In Tbe 
Collegian.) 

The Ag-ony Barn warmer was held 
the same night. We call it Agony be- 
cause it'a "ony" held once a year. 
Nobody could stand it more than once. 
Some Vets crashed the dance, but af- 
ter SB seconds of shear torture 
(someone cut them with scissors) 
they escaped back to their own party. 

It has been reported from unau- 
thorised sources that several Trl- 
Delta have beeu ostraslied, for dat- 
ing civilians. Even dating non-coms 
rates demerits. 

We are starting a new feature 
In the column this week. It's the 
"Poet's Corner" by qnalnt, old 
Uncle Big Johnathaa. Una's 

is: 



life la 

women, books, nod beers. 
I've even beard some graduate 
in Inst a mere four year*. 

The annual SAE-Pbl Delt ping-pong 
tourney and good-fellowship day was 
held Sunday. This fiesta (fiesta, that's 
Spanish for you take tbe first case, 
and I'll take the second case, and 
I'll be under the table 'afore ye) Is 
held annually at the close of each 
week. 

The requirements for Joining this 
club are numerous. First of all, you 
have to be nuts. After this fact is 
established you don't worry about 
the rest. We are mentioning no 
names, but Drs. Tuttle, Ungles, 01- 



CLASSIFIFD 



LOST — Prix pin, Initials H. W. on 
back. Finder please call Hope Watts, 
2-8122. 



LOST — Black Schaeffer pen. L. F. 
Nleman on gold band. Call 4015. 



LOST — Black and white Parker pen. 
Reward. Return to Publications Of- 
fice. 



LOST — Heavy sliver Identification 
bracelet at stadium. "Barbie" en- 
graved on it. Call 4989 Barbara Wag- 



Faseinators 
Headscarfs 
Neckscarfs 

all colors including white 
WOOLS, SATINS, 



65c -- $2.98 

Wareham Hat Shop 

i Theatre BIdg. 



J WANT 



IF YOU WANT TO LOOK 
.-SMOOTH-- 

Try Our 

HAIR CUTS 
SHAVES 
HASSA6ES 

GILLETT BARBER SHOP 



Time to Buy 

CHRISTMAS CARDS 

See them at the 

COLLEGE BOOK STORE 

"The Friendly Book Store Nearest tbe Campus" 



Bring Your 
Christmas 

Shopping List 
in and let 

us assist you 

i 

Gillett Gift 
Shop 



sen, and Johnson proved their 
inary ability by successfully 
log on three "cases." We hear they 
use the only scalpels with attached si- 
phons in existence. 

This column was written like 
clockwork, but we had better wind 
it up, since It Is alarming tbe way It 
tells all. See you next 
and remember — he who 



SMART PEOPLE 
SAY 

"Conoco 

Bronz-z-z 
Please* 



»»» 



Verne Boyd's 
Conoco 

Corner of 
Manhattan A Laramie 



Christmas 
Suggestions 

Identification Bracelets 
Diamond Rings 
Wrist Watches 
Brooch Sets 



Paul Dooley 

JEWELER 
Aggieville 



HAVE YOU 

selected your gifts 
for mother and dad? 

Come in and let us 
help you! 





WRAP SECURELY 
ADDRESS CLEARLY 




$1.00 TO $5.00 



/ m Giving them all 



DEC. Is 



You remember u>u law of physics that two objects cannot 
occupy die same space at the same time. Just so with war 
materials urgently needed st the fronts and personal pack- 
ages. For that reason out Government has requested that 
all civilian Christmas packages be sent before Dec. 1st, 
So we of Railway Express ask yon to help us (and 
Ives too) by doing these three simple things, in 



1. Send your gifti before Dec. 1st. Laundry can 
keep to its regular schedule. When package* are 
ready to go, phone the Railway Express 



NATION-WIDE RAIL-AIR SERVICE 





Hie jolly old gent himself couldn't think of a 
wiser, more welcome gift for That man in your 
fife, than these sparkling new Beau BrummeD 

Tint {fish! AM Aim tnmotkinn ISuil'j - -- 

i m t a in ions, vivo so moming trot s appreci- 
ated ... give him hit favorite Beau Brummell 




MADE IN AMERICA 



November SO, 1944 



Wildcats Drop Last 
to Nebraska U., 35-0 

Kansas State finished the" 1944 grid season in a last place tie 
with K. U. In the Big Sir after a 35 to defeat at the hands of the 
Nebraska CornhuBkers at Lincoln Saturday. Rain, sleet and snow 
fell alternately on the crowd of fewer than 2,000 persons. 

The Wildcats threatened to 



several times, and even 
made it across the goal line once 
In the second period. Bill Fau- 
blon ran 85 yards for a touch- 
down only to lose the score be- 
cause our backfleld was in mo- 
tion before the ball was snapped. 

Previous to that, Kansas State in 
the first quarter got down to Ne- 
braska's 12, losing the ball when a 
f north down with five to go gained 
only three. 

Misdirected Lateral 

A K-8tate lateral thrown with the 
ball on the Wildcat 10 and recovered 
by the Huskers on the 4-yard line 
gave Nebraska their first scoring op- 
portunity. Bill Bets, quarterback, 
and Buss Holllns and Joe Kessler, V. 
of _N's heaviest backs came Into the 
game from the bench, and helped the 
Hnskers smash to the 1-foot line In 
three downs. Then Bets sneaked 
over, and Berkey, substitute center, 
came In to kick the point. 

From then on It was strictly Ne- 
braska's game. In the third period 
the Huskers scored a safety on a 
blocked kick, -and a touchdown on a 
45-yard run by Jack Selser. Nebraska 
scored three times In the fourth quar- 
ter, once on a 22-yard Jaunt by Kess- 
ler, again on Knight's 38-yard run 
on which he lateraled at the 12 to Hol- 
llns. who scored, and lastly on a 16- 
yard run by Bill Perdew. 

The victory evened Nebraska's 
conference record at two victories 
and two defeats. The Hnskers finish 
next Saturday with Oklahoma, when 
they will have a chance to drop the 
league-leading Oklahomans into a 
championship tie with Iowa State. 

The starting line-up for Saturday's 
game was as follows: 
Nchrwka K-Mata 



Ola the Fliers 
Tie K-State 



Pint lion im 

Tarda making- 

PMMI ntlfmptnl 
Finn ronplrtad 
Yards hy paaata .. 
jgaaMp tatrreepted 
Yards ruahark Int. 
PaattDK av.rajtr .... 
Yarda kick, retaraed 




Your Last Chance 



Here's your last chance to nend holiday gifetlngii from your College, Its 
f amity and students, to wmr former student now hi the armed Hcrvlces. 

The response has been very good, and a large list of addrmae* Is being 
compiled, but we doubt that It la by far complete as yet. 

The "Battle Baby" Issue of The Collegian will be published next Thurs- 
day, so this Is the last time this blank will be available In this paper. Extra 
cards may be obtained at the Alumni Office in Anderson. 

Make some serviceman or woman's holiday season a little brighter by 
receiving this news from home. It will take only a few minutes of your 
and it may mean a lot to them. Clip this coupon and drop It In the C< 
P. O. at once. (No envelope necessary) 

Ye Ed 



K. S. C. WAR RECORD 



Address. 



..... «•«*... ...... , . ■'■■■■.•..*■■■•...*.■■......«.*..».■.......■...■...■.. *» 




Opponent, fitmhlra rrrnvrred I O 
Yarda lost aeaaltlea H IB 

In the Kansas State battle with the 
Olatbe Naval Air Base grldders here 
Saturday, November 18, they passed 
up opportunities to score In every 
period, because they were unable to 
make the final thrusts necessary, al- 
though they played superior ball. 

Staters held their breath when the 
Clippers found themselves in the last 
minutes of the final quarter. A pen- 
alty nullified a touchdown pass thir- 
ty-five seconds before the gun. 
Clipper Touchdown Penalised 

A forward pass from Wait Herkel 
to Waldon McCoy brougnt the play 
into Wildcat territory, placing the 
ball on the 18. Herkel hurled four 
forward passes. BUI Faublon, back 
at his old position as right half, 
knocked down the flrBt two. The third 
was taken by Arne Langner, Clipper 
fullback, on the K- State three. Lang- 
ner put the ball over for what seemed 
the winning touchdown. However the 
play was called back because Herkel 
was not five yards behind the line of 
scrimmage when he hurled. He passed 
again on the fourth down and again 
Doc Paublon brought it to earth. The 
WHdcata took over as the gun sound- 
ed. 

The Purple and White was with- 
out Jean Smith who fractured his 
leg In the K. U. game. Ronnie Web- 
ster was also on the bench. Not in 
first class condition, he was per- 
mitted to rest in preparation for the 
Nebraska fracas. 



When did yon receive the above address.. 



From.. 



f 







Ore heals Elects Reeves 
Mary Ann Reeves was elected pres- 
ident of Orchesls at the first meeting 
of the year, Betty K. Carr was elected 
secretary. 

The Orchesls members made plans 
for their winter activities which will 
Include planning stage settings and 



lightings Tor Informal recitals. 

Orchesls includes college women 
who have had at least one semester 
of modern dancing. 



Kansas State College owns 1,4 28 
acres of land at Manhattan, includ- 
ing the IBS-acre campus. 



c«ii.i 

Wafmalta 
IC-Mat* 



Nebraska arorlaa 
Selaer, Kraalrr. Holllaa. Perdew. 

tauckdowmi Berkey 3. 1 
la State, Faaklea. 



after 



1944 Basketball Schedule 



Dec. 
Dec. 
Dec. 
Dec. 
Dec, 
Dec. 
Dec. 
Jan, 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Mar. 



4 — Fort Riley, here 
9— Great Bend, here 

11— Washburn, there 
18 — Rockhurst, here 

22— K. U., Kansas City 

23— Nebraska, Kansas City 

29 — Fort Riley, there 

2 — Oklahoma U., here 
6 — Iowa State, there 
8 — Rockhurst, there 

13 — Herington air base, here 
20— Nebraska U., here 

30— Kansas XL, there 

3 — Washburn, here 

5 — Missouri U.. here 
10 — Oklahoma U., there 

12 — Norman Navy, there 

16 — Kansas U., here 

17 — Herlngton air base, there 

24 — Iowa State, here 
26— Nebraska U., there 

2— Missouri, there 



Cochran Gets Honor 

David O. Cochran, f. s. In Chemi- 
cal Engineering, of Luray, has re- 
ceived Senator Capper's appointment 
as principal candidate to the West 
Point New York Military Academy. 

Cochran was called to service this 
summer. White awaiting Induction he 
has been employed as assistant proc- 
ess engineer at the Boeing Aircraft 
plant in Wichita. Upon receiving the 
West Point appointment he was re- 
classified by his draft board until the 
final examinations are made in March. 
For the present he will continue his 
: at Boeing. 



Dr. Martha Kramer of the foods 
and nutrition department is giving 
series of talks on nutrition in conne 
tion with the Chinese at various 
county achievement days throughout 
tbe state. 

The meetings are being held King- 
man, Kiowa. Clark, Commanche, 
Barber, Mcpherson, Harvey, Sumner, 
Edwards and Barton counties. 



r School Instructors 
. Margaret Jagger, Miss Mar- 
guerite Briggs, and Mrs. Rhoda Clark 
are the new Instructors on the stall 
of the Nursery School of Kansas State 
this year. Mrs. Jagger works with 
the children who are four and live 
years old with Miss Briggs and Mrs. 
Clarke as her assistant*. 



Live The HOMECOMING VrCIOM Oyer Again 



:— : SEE 



K. State-K. U. Game 

IN MOTION PICTURES 

Today 3:30 p. m. 

COLLEGE AUDITORIUM 

The Nazis Strike 

4 p. m. — College Auditorium 
EVERYONE INVITED 

(Presented By Department of Journalism— no charge) 




H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 

ANNE BAXTER 



EVE OF 

ST. MARK 

• 

— SUN. Thru WE 

JUNE If A VOK 
• DICK HAYMKN 

When Irish 
Eyes Are Smiling 



STATE 



NOW SHOWING 

RICHARD TRAVIS 



The 
Last 



THE RAILROADS ARE THE 



Law Men 

• 

- SUN. - MON. . TUBS. - 

JIMMY LYBON 

He'nTy'Aldrich 
Little Secret 

• 

BURMA TRAVELOGUE 

Dangerous 
Journey 

• 

— WED. - THUBS. — 



• MART MARTIN 

Happy Go 
Lucky 



CARLTON 



- NOW SHOWING — 

CARY GRANT 
•JANET BLAIR 

Once Upon 
A Time 

• 

SUN. - HON* - TUBS. 

GARY COOPER 



Story of 
Dr. Wassel 

WED. - THUBS. 



Call of the 
South Seas 

Star son Parade 
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STUDENT DIRECTORY, Continued 




Jr.. Om 1, MimaUao. 1711 
■ State, CaU, tana* AMtea. .41) ft IT 

Garau. OhUt L.. a 4, OMrtlM< 10M VtUkr 

(larrlson. MUr Uw. DM 1, flii«mi ...l«3t A n M i WW 
Gi.thtrp, Arthur t , HE 1, li ttl elli e a, N J . Jill V**, 
Owrkaw, Ellsworth, VM 8, aarbtc, Okk...lMO K 
fkawilehea, Victor V., VM 3. MuMIUn. . 1T4 1 

OtomMil, rul. MS 8, lllrtrd UN 

(Hill, KtJU) Eldredp. KK 1. Abilene 1616 

Otmn. JiM H tig, Dtmrn, Colo 508 

OMtMfe, toiU ».. VM 4. emwtln. 411 ft 16th 

Ooforth, John Htnry. (Kb 1, ChnwUiii. Ok.. 931 Ufink 
(loniakt. Oebriet. Oen, Ski Pledras, PR. 
Owodlot. l,eonerd Odrn VM I. Hum City. ...531 Yuna 

Goodrich. Arthur U. Or*0. Manhattan 815 

Goo* bet. Ctrl Iter, Oan 1. Topeki 1010 

AA 3, Hill City 1113 

JM. CM 1, 

ST £M c ;fCi.v::. : :;:im S 



(-6181 
t-TBM 
3-736U 



Gordon. Kdwin K 
Derma, Richard 




1111 Unmle 
1310 Fre. 
121 N. 1IJIH 
1300 I 



30 5 B 

i.nti 
t-ftfti 
a ^313 
Hit 

l-8*fl 
1-T1M 

m 

(419 

1T2TS 
1-M11 
4144 ' 
.3013 
44111 



3367 
3 7367 




Harrey W., 1A 1, Junction City 
Jim Franklin. KB 1, 

Match, VM 3, Attaston 
VM I, rim Diap.. Calif 
Haines. rUroU M . VM 4. Winfleld 
Kill. WllUan Krrraid, IC 1. U Crone 
Hull ton. John Into, KK 1. Dorr sure 

Hann, Bert F., MB 1, Sycamore 1018 

Hvm, BtinMi ff lnf, EE 1, MaimlUn.ltll 
Hardin, Clvtan Earl, VM 1. PttabUB, CUlf.41? If. It 
Hardin, BMMtU W., VM 3. KnlgbUUwn, Ind. 1*19 Ura. 
HacfceroU, L Harold. Ai 4, Aiton. . .Collap Horn Barn 
HiraM. UVarw Colllnt. VM 4, Pari*r..l808 Falrchlld 

Haaary. Carl B. !C 4. Newton.... 1114 Uraaidt 

Hiwtey. Eusom. CMC 1. Manhattan 1010 PorMi 

tfeatrswart. Karl 8 . Ota 1. Kansas City. .1685 UraaWa 
a abort. Benjamin 0., VM 1, Mink Park Cal.411 ft U 

Hidrl. Roger L. AA 1, Kerwlrsiton -1130 Blueaonl 

Henenwiy. Btltb, VM 3, Klrkaaod. Mo..... 808 Buont 
Honltr. Chartwa «.. CB I, Kanaaa City. Mo. „ „ 

Herax*. Norwood, ft 1. ftalsrprin 

Han, [MM Q„ B 1, Kortaa lltt TtartUo 

1. Wlrhil* 



B. C 



::SS:.« 

.1318 Larmad* 



3184 
11*4 



9541 
3184 
1-1*11 
1511 

1-8331 



33113 
3 7141 
3-8398 
l-BtM 
3B71 

3-7158 
494* 

l-MM 
(-5418 

3 8390 

4 5H5B 



BA 1, K C, Mo... 

.. ArE 1, K C. Ma 

. Piyne H , Orad, Mephsraar, .. Veterinary 
Padro A., VM 1, Baal ana, F It . . . .307 H ISth 
01am, imant K'thard. IC I, HarUncton. Nat).. 413 K. IT 

[i irk. vM 4, Oauea 508 laai 

1. Crat— n UfJ Vattlar 

Uth 



o5w^ J ^l5OT SlNrSaJli 



FACULTY 



raraar. 



Bob. ChE 1. 



A'llm, VM I, Dam, Ok'la.' 
said 8 , GraU ManbatUo 
Fayton, Jar B.. PI 3, Baiporla. 
Prddkprd. (laoria Howard, Ac 1, 
Paddkcrd. Toaieay Lam, As 1, H 
tal Theodort. Hp«. (larnett 
Dua» Butwll. VM 4. 
Krith P., CM S. " 
, Lowall. EE 1. I 
Pbllllpo, Dwafl CaMn. Oct L 
Flckard. J. Ronald. VM 4. M 
Folndnrtet, Alfred N„ VM 4 
Polka. Joaepb K , PE I, Ma 
I'ouley. Jsmei Buff If. On 1, St 
For tar. Clare Robert. Or ad, Mai 
Porter, (lane W., VM 1. Counrtl flrott 



R-84S3 
3-TI43 



,BIS K. ldth WHI 
1814 AiMM 

llll'Tborttoa 

1IM BbMaot 

.. .508 



1-8307 2-B314 Aberat. VI lit. Aaat. Pro'. Kna.1 . 1441 Palrrhild. A104 
1431 1488 Aekart. I. I Oaaa Grad Btudr; ItiJJ I. W Iiaaa u rlh, P101 
tit* 1-1117 Acta, ftM. Aaaor Prof. Babld Boon.; 511 N. 14Uv T103 
381!t 1578 Akaarn. M P.. Pro! Phn. Bd.. 104 N. Jullrtte. 74110 
((48 3-7308 Allen. J. Fomt. Inat- ChraL^tM 
3143 2-1 1 io Aldoaa. Coral. A* 

3-J3SO Alba, Cartrada B.. Poodi k 
KAlOlt 

1-8141 Aba, Yc . Prof. Bdu.; 1815 Falrehild, GI04 
1-8448 AmI. Donald J.. Aaat. Prol. toaL: 111 B. 10th J3CJ 
1-7 ITS Aiwa. E. M., Aaaoc. Prof. lad. JourDtPram.; 1016 Laat- 
■ortb. K104 

Prol. Kit Asrtt fbaae.; IT 11 Lear- 



IBf 7 



3141 

1815 



2-7203 Aaulfln. 



1048 2-8321 



1011 

.411 S. Utb 
..lit* 
. .1110 
..HOB . 
,...100t 





Sj*|B0 Prlea^n^d^Aualln, ^YjBtjsi'w^M 
15(1 Pueaphrair, Olen, VM 1, Porl Branch, lnd.,.413 



1111 
1801 Fair child 

is S m 



4419 



BA«Mi 



wuiiiai a 

EA203^ 



Aiioc. Prof. At™ : 1816 Once, 



E£ZS Atieaon 



AclOBB 
2-6181 Aubal, C. B. 
2-0181 Aubel. Dora M., Bit. _ 
4-7414 Aterr. Madarjm. AM. Prof. Phfi.; 5 



i % Bottrja Vajra*. Ml 1, gfjgjf- ■ tl ?J* i'.^ 




Hodoon Joaaph H . Al t, littlt tlnr 1008 Mora 

Holer. Matt, KB 1, Altai 18*3 Falrehild 

Hom, Harold C, HA (, Hntchlnaon 508 Santet 

HoUwn, Bohort W. VM 4. Manhattan. ... lOOt Batona 

Hut j., Oral UotJ BOO Colorado 

N VM 4. Manhattan 1115 Thuritorv 

I C. CI 1, Baaltb Center. BIS N. Man 
H , Grad. Manhattan. .. .614 H. Iflth 

llonpaj. Dean. AA t. Mania *J1 W. l«lh 

Horn, Baser W.. OBJ! 1. MadltaO 1T09 .Lartajla 

llmrr. Jaaee flalan. Gen I. ManhalUn 611 Vittler 

Howard, Bart. EE 1, Manhattan 1T3! UnM 

Hawaii. Gladu O , VM 1. Cberryrllli, 9. C BJ0 Taaa 




.610 N. 
I... ..1810 

.813 N 16th 
...114 Pierre 
.1130 Vattlar 



Jerittti, Emaat A., ME 3. INu/ton. Ohio. .1810 

Jaclson. Klrbr K., BM , Arkanaaa Cltl 

Jiekaon. Robert W . ArE 1, Manhattan 1687 

Jaekaon. William K VM 3. Neoiho , , . , Colk«e Hoapltal 
Jaaabajaj. Barnard B. Ac 1, WiUr-Ill*. . 1 116 Bluenwnt 
Jarrttt, Babcrt M . VM 4, Manhattan. ... 1310 Btrtrand 
VM 4 Oaace Cllr. .1856 Collafa Hsta 
1. Abilene. 



dm 

It, 



Jlrlt. Dab TWaln. 
Johrtaon, MarrU 
Joraiaan MUo 
Jonet rharlee A 

Jonooi, Howard m'. Otn L Aurora. Mo. 
Jo'aa. Uoyd K.. Oan. 1 l^lfh, Neb . . . 

M , Or n. t New York. 



. Tot«^^ . 



t&l N. 151b 
61f N. l(ti) 
....801 Bunatt 
...1130 Vattlei 
..1001 El Paao 
. , .Olllatt HoUl 
9, T. 



1-8311 
4-8316 

i^iio 



18312 

1384 

1-T10O 

4110 

358T 

Ml H 

(5F1S 

301 in 



Keelar, Jaroat E . Oan. 1. Vallej Cenler. 
Keller. Garth V., VM 3. Mt. Carroll. IIL 

Keller, Ralph J., Arl 1. BUla 

Keller. Na>iaond A.. ArE 1. E1IU 

Alra C, VM 4, ArtlrwUm 

rUnnatb. VM 4, VfhIU City... 
Kern. Char Ira luaac. llrid., Manhattan.. 
Kem. Doyle E.. VM 3. Clay Center 
Kilmer. Mlltnn II.. BAAAcrt 1 
Klnard. lUnild W Ura. 1 
Klnrheloe. Jack B.. PE 1, _. 

Klnc. IlDliert K . VM 3, Manhattan Vet Hospital 

Kliij-oun, Hale E_. (lefl. L Poraoao Sll 

Klaer. Phil. ArE I. Manhattan 414 

Knepnenberaer, riaylim. KK 4, K (' . Mo ,1^11 

Kruuet, Del, Oen. 4. Manhattas 1637 

KnliM. Halo A., AA 4. Manhattan Bout* No. ( 

Kobmck. Bob. Ml 1, Kanaaa City. Me 1318 

Kootunan, Kdaard U. Oen. 

Krefadn. Rlltih K, Grad 

Myron C. VM 3 
Mark V . MB 3. 



.1835 Urimta 
.1425 Laraale 
turn 

110H 
.1124 

.103! Ummit 
..338 E 15th 
.1224 Fremont 
. .1018 l>oynti 
.1(106 Falrehild 
Ken>lri(inn. .1325 Ander. 
I. C..1214 Bhaiaanl 




2- 6241 
1315 
;tr»U7 
3331 

3- 8114 

4- 640H 
3-7138 
4133 



1-6474 

4238 

35*7 

1- 7150 
4D44 

2- 8141 

3- 8440 
3-8460 
15(1 
2.831H 

2- T38S 

3- U337 
4844 
4015 



I J„ Orad, Junction City 

Wllher imn. ArE 2. Ottawa 1615 Falrehild 

Harold Arch, As 1. Cn.oniown DaJrr Bam I 

. Donald E . ArK 1. K, C 1131 Tbaratoa ' 

Bailiff, Ttotr ».. VM 3. Fortli 613 N 16th i 
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McKlnney Edward C 

McKttUrlck. J, \ . i* 
Mrl iajhtlit Atrah R. 
M^Mahan. Virgil K-, Orad. Manhattan 
Mnnn , IrWdykJi B.. Oral, aifloa. . 
Meier. DarkL U I. Caavwrdka 
Mattlar, Steward D . MB 1, Poraoao. 
Nanaa L, Oat. 1, 

B.. As E 
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VM 1, MrOer* (31 N 19th 

RA 8, K. C Mo , 1MB talrthfld 
i. 1, Ut'a Bummli. Mo.. 1616 Fair, 
Own. 1. K C. Mo.. .1130 Vattler 
815 N 8th 
B. B No. 8 
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Morn, tale R . At. Manhattan 
F. . VM 4. a 
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mSi JmTui. aJi 

Nrlaon. Carroll. Oaa. 1, Qlftaa 

hinatth, Ralph. MR I. WUawn 

Newbery. Janet. CE 3. Una 

Nwwall, Jack PE 1 nilfflink ait 
biwwtU, UaUe. VM 4, ManhatUn , 

MajrfaM, Bwi. Oan. 1, AMkna 

NlttakV, Jan. VM I. Cmm. Wyo.. 

tSr-^ BA f »nh 
Noordty, John. VM 3,' Manhattan. 
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■ 307 N. loth 
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811 Thurston 

1738 Falrrhlld 

531 N 

.,..11 




22.12 
3*1 1 
39*3 



) Fiktkw. K3U 

3-611* Flllnsw. Geo. a., Anoe Prof. Hon ; 108 ti. 
D10T 

1191 Flee nor, B. H . Pror Edn. Bit.. 1884 Oaace, A 6a 
3-7360 rktrhrr. Miry . Food and Nutr Bpec.: 1B0O A 
EAlOli 

3-81E4 Floyd. E V., Prof Phywkn: 1411 Urania Wig 
43T8 Ftfta. V. D.. Aaaac. Prof, tavet; 1110 ti Juliette. V103 
3-M54 Far*. F aa ary L, Br twe. Aantnl; 1816 Ulienwortb. A1I6 
3153 Frank. E R . Prof. SaaTf .4M*4 ; M4 B Ikkware. VH203 

l : 1I1S 



.Bit Denison 
Bhnncart 

N. 16th 



■.i806 



Ht8 

2541 
3 U80 
1518 
40tT 



Itoey. Deayn , CM I. . 

Whitney. Baa. CB 1, ManhalUn U I B •ana 

Wkan. Theodora Albert. AA 1. HaJaiaM -Dairy Bafl 
Wllrlam, rkftket » Jr.. VM 1,1. C....B05 Juliette 
William. aUjaatw C . TM H, CWnaa, HI., .ti 
WlncheaW^BUl VM 3, Twin, Okla .1709 

Wlntert, Jam E . Ml 1 MammMUn. 1447 

Waadbriata. JwBb P.. VM 3 mahattii . .^.14 1 N IBth 
W'oada Oaorge TaillV il VM 3. Camy . . . . Via BDa Ban 
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lot,; 619 Moro. DI03 
I kturcAMwd. ; 819 N. lath. VH203 
4M1 OaJaay. p U, Praf. Beet lilt Btnteii V101 
2-1386 Oakaa. F C. Prat Rot AFIaat PUB : 1815 



Dorta UM. '. 
batUn. C301A 
QUawV*, B F , Ant 
Himholdt. PP103 
1-84M (Bawar. 0. B Dlau Busrt 
4-5161 Oaadrkh. Artbw L. Aaaoc 
t-TlM Oraaetkld. C. 0. Aaaoc. Agron . 

3-7337 OrbBU^ ^Paial W.. Aawt- Praf. Ag. Eeon 
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3-6300 



rjrtnti, WaJakt 
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». Hilda. Ant. Prof. Mmle: 530 H. 14 ah. 1CM1S 
Guakjall DwrwChy. Baa. Aaat- Iraatlir.: 1216 Tbunton, 

1%8 SSSLh-A A^A-t* "prJTifcwL. Ran.- lilt 
Bertrmd. M04 



46F30 Halbcook. E. R . Ant 
Route 1. KA205 
4441 t-6389 HaH, J. I... Ant. Praf. Chan. 
1038 3513 lit nti Dorothy. Director of 
A 11SB 

I-IBS0 3-8186 Baraa FWyd i.. 



Prof. Poultry Huanndry Krt. 



1503 Learcijwofth. W3S 
Realdrnre Van tile Hall 



130 W. 



3403 Kelly, E, O., Prof Eniaa. Ext.: 1631 Huaboldt. EAlOl 

2- 8206 Kelly, EuU Mae. AUL Bit Editor: 601 N. 14th, BAS06B 

1- 6108 Kerehntr, B M . Prof, Eke Enp. ; 1730 PoynU. HBO 
62F01 Klatiall. Alice, Tech. Path.; R. P. D. 1, V811 

3- 8131 Klmbalt. Mary. Sepitrar; 1311 Lanark. A10( 

32(10 King, H. H . Prof* Head Cben.: 1711 Falrehild, Will 
41F03 Kloeffkr. R. G.. Hejd Elec. Enp,: Blue Hirer Lodge, El 20 

2- 917S Knorr, P. 0.. Inttr. Phya. Ed.; B. P. D, S, N10T 
1-7341 Kortod. Jim S . Atit. Pror. Ind. JouraBPtf.: 1909 

Poynii, K103B 

3- T410 KoenlUer, L. It, . 

bolrlt. Bit 
2213 Kramer. Martha M 

'aware. C101B 
4826 Kreiaer, Catharine. Director Si*. Hall t; 

Hps. 

3-8233 Kreiiiui. Rilph, Aast. Aa*tm.; 1106 Plerra. 
(118 Kristin. Rulh. As at. Prof Phjt. Ed., 315 N. 16th. N101 
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3-7(86 Unnlng. F. C . Inttr. Chen,, 



2-6433 Ut,M,E, 



1020 Ralone, W30B 

firSaSafe 
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2- 827T Utikc. Alpha. Prof. CUthBTeit.. 1327 

3- 7279 Uud^. H. H . Prof. Apon.; 331 Deniton. I 
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t- I awl IT J*S»ittJV. n. ri , BTHJfl. .IHIUII r LlatR inflllBuri. Kint+va 

1023 3-0 170 Uiuure, E. E„ ProtAHead Phyilology; 318 B. ITlh, VJJat 

3533 4-536, L^Z, KconABoe, 831 Bertrand 

WAgtOS 
2-82S4 Lewis, C. P.. Anoe. 
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2247 



Uenkjempef, Gertri 

17lh, C201A 
Llghtle Ellnbel 

A ,1(111 

(-52(8 Llnd. R. C. Aast. Pror. Apon. BP.; 1530 
K 4.301 

UndqtiUl. Ruth, ProfkHead Hititd. Eron,: 3100 W. Ander - 
ton. C215 

3(01 LlndMUlst, Wllllaa. PrurAHcad Musk; 1740 Filrrtew, 
Ml OS 

3-8380 Link. K. P.. Asst. Prof Phyiklosy: 1830 Falrehild, VIM 
2-6489 Linn, Jamea W.. Pror. Dairy Htnb. BiL; 211 W. 15th, 
RA303C 

2- 8164 LoBnk^ M""""'''- Itinerant Teacher Trainer; SIS It. 

3- 810O Lonpdorf.' Litle. Kitenaloo Editor; 1100 Thurtton. EA306A 

Uab, I. W., ProT Vet. Med. ; 1631 Lnrenwwtb. V10T 
Lnab. J. W., Krt Bpec; 1631 Uarenworth. BA306 

4- 54ST Lyman Eta, Ant. Prof. Phyt Ed ; 1711 Huaboldt. PflOl 
3-81(9 Lynch. 0. E Aaat Pror. Shop Prat,: 1516 Plerra. 811 IB 
tSIT Lyon, Erie Ron, Anoe. Praf. Phyilea; 1824 Huaboldt, 
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4899 4989 McDonald. Ethel. Director Of Residence 2 
3S63 4-5384 McDoitfal. Lt, Hyde B , Military 
Ml). Bd. 161 

4*46 3-8314 McDowell, M. L.. Inat. Chea.; 131* 
2033 3-7(76 MrUod. Wm. 
3*33 3-713* MrHahan. V 
Re*. Ub. 

3133 1-8134 McMillan. En, Aaat. DeanAAiaoe. Prof. Haas Boon 
Falrrtaw, Cll.i 

4381 Machlr. Jetslt Meltawett. Ragiitrar Eraerltoa; 1841 Falrehild 
A. J., Prof. Mech Enp.; 1619 Owagl, E1M 
. Calherlnt. Ant. Prof. Intl. Meat.; Van Zlle Hall 
Martin. Karl H . Ant. Prof. Elec. Enp.; 1001 Uraale. 
Ml 

3-7108 Martin, Mai B 

NS01A • 
3198 Martin, Wlllard 11 . Prof. 
WAclOSD 

39TT 4-6223 Martin. W. Paul. Sanitation Spec . Kit Hom Eeon ; 

1016 Mora. BA101B 
333 2 3-6163 Matthewt Charles W . Prof. EngL ; 1(48 Andenon, K304 
11(7 3-8169 Maiwtll. 0. VS.. Aast prof. Physics ; Route 5, WM1 
3M1 1-6119 May. Nalllt. Poet Oflec; Route 1. AltO 
3172 3-T3A5 Madtln. C J., Ant Pro/. Grid. Mp lad JauraAJrtal. ; 

IBOf Huaboldt. K105D 

4132 8-M31 Keener). Frtedrieh B.. Apon . Route 3. Plant Bt*. Ub. 
3203 2-7363 Msllktr, EUa Jam, Ant. Prof., Fd. EamcJsNHt.; 16*6 

Falrehild. C103 

3411 4130 Me If hers. L E. ProfAHead of Dept.. nnltlTsm PMB. 
1831 Learenworth, DM8 

4133 3-8163 Helton. Alter M . Clerk, Arts A 8*1; 11 15 Howawaa, 
((49 3-7388 Merrill. J. P.. Ant Chea. : 318 74. 16th, WS1 
3148 3-T361 Mi I ll t ail . A. B. Inat. Mich. Design; 715 
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8411 34B0 Miller. B. 
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C . Prof Botany APUnt Path 
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4-5187 Mllkr. John . Ant. Prof. Path.. Ext. 
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1036 1053 
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MNI 1-8363 hte M. am. r-tjr. todUb; IMO 

2- 8468 Parler. Balpb L, IWAHead fcnun, : IfM 

njN 

3.8308 parrUh, B . Aart. CbuHl: lattl Kama*. WM 
1»U Parrtih. Fred I*. Praf&Heed HkUGoT't; TIT Suuart WH 

3- 7411 Paulson. Floyd. Prof. Med) Km., Horn* Btudr: 411 H. 
Juliette, AM 
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Parse, L. 
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4-1340 
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3-1348 VYUMD. 

Thurston. CM 

i nu m>w. bm j 

3- 8183 WlflUr. Lanrs L, 

N. Juliet I*. KA101 

4- S3TS WlM. Gee. H ... Aaaae. Prof. 

SIM mttat 
3-8361 Wrn*'j%..' 
UN 



af. Aran. Kat%18 
ned 



ka. 1 Mi.; 1010 



; 614 



• Husbandry. 410 N. Jull- 



VHJ02 



141T 



Dalian; 816 Detinw. K208 
ale HOI frtTfr H301E 
Awe. Prat. Milling. SIS M«o, KAflOl 
4449 3314 Parkin, A. T.y Pro(. Oaa. ; 1018 Uuaboldt. Wll 
S-7450 1-83*4 P. ten. Dorotjf). Ami. 1MB Uhrsrlaa; 311 N, lfltt, L 
Patera*.. Bui 11.. Prof. Erullih; 023 Uraaie. Aim 



I-017B Peltan 
1-SSM Pasta, R 



lOtb, A1SS 

tan ear ' c • 



Lera- 



A*rlc. 



lit.; 1113 



3518 



1909 Paynts, C114 
8-8463 Porter. Clare K., A mot. Aaron,; 1111 ThsritoO. EAj 

- A 101 



8- BS18 Price, C. , Ami. la Praldatrt, 501 1 
2180 Prlee. Kalph R.. Prof IliilAGoi't; 613 




to R , Prof. Hart; 010 
S-TMS Rjghgai, Mtrprat K.. Asst. to 

SS1S BtiMBt. Onabtlh. roe* A Nutr. 

Laertnwortb, KA101B 
1-8185 Hrptlrr. Roger K.. Aart State 4-H Out) Leader; 315 N. 
14tb, Alll 

1048 8-88T0 Bella. L. P., Aant. Prof. Afron.; 816 N. Juliette, CAt304e 
3183 I IT 6 Realrt. B U. Prof. BMarttui Math.; 81S Bow ton, 1108 
1-I10T S018 Ilea. Ada. Prol Knjbrh; BIT Oufe. A11T 
1-7450 1-0145 Rldmaf. Edith M . Atat. Ltbrari; 1611 Larante, L101 
3241 4230 Rledel. Bernard 8 . Orad. Ant. Sool.; 818 Learenworth. 
Fill . 

1418 8401 Robert. J. B , Prof App Mad).; 1719 Falrehlld, Kill 

1- 7450 1-0171 Baberu. Mux Marfi Head, NrHH Ubrarr; 1M1 
Kearney, L101 

I"S4S8 SS^nV w tS SM( t l WUWgte>J » tW 
4-6S10 Hoderkt. Let M.. Prof* Head Path.; 330 N 14th. V210 

2- 7250 2498 Bofen. B. A., Dlreetor Weiley Foundition; 1830 Ouir, 

1108 

3143 1-7410 Ray, Katharine. Head Dept. Child WeLAEutli.; 1837 Pair- 
dilld. C2I3 

1359 1931 RuddleA. Bernelce. Set. flludent Health; 114 8. 8th. A11S 
30SS 3-0807 Ruat, Ludle, Prof, of Hone Be. Education; 1611 Lara- 
ale. O10.HA 




Lutheran Student Aa«oclAtlon Dean Tiemonn 

Faculty aponaora .. Inea Kkdahl, Vern* 8. 8 weed lun 
Or ran la* Hon for Lutheran eolleaje students. 

Margaret Justin Home Ec. Club Arlene Shields 

Faculty Hponnor Marajaret RafTinajtun 

(iTganiiatlon for women In Home Economic*). 

Medical Technician's Club Uaxjorle Mclnteer 

Faculty sponsor ,„ C. A. Dorf 

Mlnlwanca Club Beth FronlnaT 

Faculty sponsor* Mr. and Mrs, L. F. Payne 

OrKanlsatlon for all Mlnlwanca trip winners. 

Methodist Men's Club Harold Stout 
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Vttarlrarr MadLdat. R. t. Djtatn 

Woaao, Mua Helen Moore 

Deaartaaeatal ul 

Acronoay, a. I. Tarocaaaarten . - . 
ArTeneen Para, Priril Lavaan . . , 
Ardajal Hiiafiairy. A. D. Weber . 
Ardaral Huabarrdry Barn. Tea drear 
Applied Mechanic*. C. H " 
AreMtaeture, Paul Weblel 
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I-T348 Bagtser, A. Bower, Prof. HutliOoi't ; 917 Berlrand. F108 
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Mfch. r BOB B-lutntont, El IS 



■ erali 1 t* 2 Rou*te"s,' W37 



2- 7366 Schnltt, 1 

Laraalt, AU8B 
lllfi Bcbeler, C. H , Prof., App Mt 

3- 6188 Bdvenk. W. . Ant. Cheaurt 
3-8184 Schumndwr. A. E., Aiat. Chen 
368 Sdnremen, Louiie, Ann. In Keen. EncrAArch 

11th, Junction City. Ka , K115 
1-6159 Scott, Waller 0., Aaaac. Prof. Atron.; 1017 
KAfSOl 

3-7101 Beaton, M A . Alloc. Prof. Poultry Hash.. 

Horn ton. EA20S 
2567 Beaten. I A.. Dean A Director. EntrAArch.: 731 Lean 
worth. Kill 



539 W. 
Ttninlon, 
Ext; 41S 
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1424 Falrehlld. 
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SS41 
3934 
3202 



*- 

4-71 

RAIDS 

2-7273 Shsniland. Harold C. Ant. Editor, Bit 
EA306 

2- 6177 Hhaw. Leilie. Irmtr. Shop Practice; 837 Kearney, BUS 
4-6114 Bhellenberier. J A , Prof. Millinn; 1843 rTalrriea. EA|111 

3- 7170 Bbtnt. J. K . Ami. Prof. Chen.: 816 0u|e, W206 

3- 6341 Shoemaker. Karl. Ami. Prof. Agrl Keen . Kit ; 816 Thur- 

tton, KA301 

8-6405 Hlern. Clara M , Aut. Dir., Bit.; 615 Sunset, A10PB 

4- S169 Bilker, Ralph E.. Aat. Prof. Chen.: 1000 Thuriton, W211 

5- 73B9 Blan. C. M.. Path: 730 Peynli. DS 
3109 Braalu. Jorob J., Instr. Shop Praftlear 028 

810(1 

3- S130 Bnerenek. I. D., Aart, 4-H Club leader: 1413 

All! 

4- 8160 Balth, Klmer H . Int. Kit Enf.: 316 8. 17th, E131 
40S1 Ealth, Mary. Ant Eat. Editor; 1446 Uraaie. EA30HB 
8368 Salti, B. £.. Awt- Prof. Cbea i 1734 Falrehlld. W38 
3-6371 Snull. Mary L, Ataoc Prof. Irut. Mst ; 1738 Palrrlew 

T103 

3- 7341 Smtirthvilte. Oordana H. . Slate Hen 

232 B. Belaeare. EA103 
1-036.5 Bautt. P. A.. Prof Mach. IrealKn; 1843 

4- 6583 Bnonk. R. R M I) , Artlnt Itr Htudenl Health; 928 

Kearney. A113 , 
3-8348 8on>lofiky, C. R, Inat. Phyn Ed.: 711 Bluenont. SU- 
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4140 
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1410 
1184 

Art, Den thy Barfaot I-S407 

Athletics, M. t. Ahum 
AoletlCJ, Ward Kayleit 

Auditorium Boi Oflca 

Baeteruaaj. L D BuahseU 

Botany, L. E. Metdnra S«ll 

Bulldnc A Repair, a 1. Paullrut 

CaMaria. MU« Mary L. ■anal 1084 

Chenlcal EnaloatrUn.. J. W. _ 

Cneauitry, if H. Kim * iw 

Child Welfare A Kathaalca. Mua Katharine Roy 3143 

Clrll tncuwerlm. L. E. Conrad 1-7182 

notMnt A Teitllei. Mlaa Alpha Letan 8143 

t^kfau. C. J. Merlka 3272 

CnrtennB, K, E. Bock ,15117 

Dairy Husbandry, P. W. Atkaaae .......................... 5483 

Dairy Huabandry Bam, Jaaet E Hotnvd 3515 

Dtlry Huibandtj Creanen S41S 

EfonoznlCB A Sodolocy. W. B. Orlaea »......»....••.»..«•« 3323 

EdueaUon, K. L. Hoi ton 220.1 

Electrlral Enflneerlm, B. Q. KloerTIrr 1133 

Encllih. H. W Dartl 2232 

Engtteh. Mka Ada RVee 1*8307 

Enlonoloty, B. L. Parker )•> 2329 

bteraka AfrirMtunl Speelallila, L. C. WUUana S2S1 

trtemton Bon A Olrla Club Work. M. H. Cea 4275 

■Mansion Bulletin Been 1055 

KiUnlon County A lent Work 
L. L. Lorn* 

M. 



Faculty sponsor Rev. B. A. noser* 

Organisation for Methodist men collese students, 
tar Board „ Margaret MacNamee 
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Mortar Board Mara-aret MacNamee 

Honorary Senior Women's society. 
Mu Phi Bpsllon Ruth Sa 

Faculty sponsor Clarice M. Pa 

Honorary music fraternity for women. 
Newman Club Hessy Phelan 

Faculty sponsor M. F. Ahearn 

Organisation for Catholic students. 
Omlcron Nu Hiunlce Nlblo 

Faculty sponsor ...» Alpha La take 

Honorary Home Economics organisation. 
Orcbeaia Mary Ann Reeves 

Faculty sponsor Ruth Krlehn 

Women's olub for danclns. 
Phi Alpha Mu , Louise Morgan 

Faculty sponsor Stella Marrlss 

Honorary organ last Ion for Arts and Science women 
students. 

Phi Chi Delta ....„ _ Edith Willis 

Faculty sponsor Mrs. Wm. Querrant 

Organisation for Presbyterian collese 

Phi Bpsllon Kappa 

Faculty sponsor L. P. Washburn 

Professional Physical Education society, 

Phi Kappa Phi Edwin C. Miller 

Honorary society for all 

Phi Lambda Upsllon 
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3-8486 Bperry, Arthur B„ Pror. Geol.; 333 N 18th. F.'t 

2- 6300 Btebbln. Florence M . Asst. Sool.; 1415 Larante. P 
2268 Stewart. Elizabeth A., Inst Food EcaNulr.; 1618 Lar- 

3- 8366 Btratton. Charles, Anae. Prof. Moilc; 511 N. 



W " r*ll«(.i . s Buoset. X10S 
3-B484 Strickland, V. L. Prof. Bduc; Bub or ban, 0101c 
2-9307 3-6186 Burner. Anna. Anoc Prof. EnclUh: 1811 Laramie. A 103 
1352 2-6334 Bwanaon, C. 0.. Prof. Mllllnr.: 1640 Palrrlew, WAfS 
1551 3-6151 Swanaoe, E. C, Bra. AM. Milling: 030 Bluenont, KAflOl 
4141 1-SS04 rJweedhxi^Vern. 8.. Aaaoe. Prof HIltACoVt; 110 ft. 

3070 , 4-6344 Taagarden. F, H.. Dial. Agant, Bit.; 1000 Pierre, KA101 
3518 4058 Thaekrey, Ruucll I.. 
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2384 
80« 
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; 1744* 

Cbvk. roodaNutf. Been., lit.; 430 
Bay. A hoc. Prof. EconaBoc . 909 
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3-7118 Tbonpaon. C 

mum 

3-0137 Thoapson 
2542 Thonioo, 
2144 Tbrorkanrton, 
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Tic*. Q. M Mil. fonaulUtu Rad 



Attt. Pror Path.; 1008 Laranla. VHM1 

413 M. 
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1030 
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444S S34S 
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City, 

Af. Kip Pood EconANJV.; 

Tserth, Ci07e 

ts, bat.. Acric Keen., Kit.: 1110 
Hiiro C . Aa»oc. Ttuf Hpcccli. 
A. P , Field Ageat. Kit ; 810 More. EA101 
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Eitenalon Sural 
Fowl Economics I 
Heal A Power, L II. Irrmyer 
Htatory k (leremnent. Pred I, Parrlth 
Hone Man lie Bent Homes 

Bar net. Jane W.. 901 taarsle . . . 
Undqulrt, Ruth, 1 918 Anderton . 

HortlmlruTe. W. r. Plckrtt 

Horticulture (ireenhouea, 8. W. 

. in. Bastis B. Weat .. 

Jwnalaa A Printing, R B. Laihbrook 

Karaai Crop iroprotraent Aiaodttion. A, L. QsSB 

Uhfttfi Wm. P. Baehr 

Marhlne Deilcn, M. A. Durland 
Mathsaatlca, W. T. Btratton ... 
Merdnateal Enflneating, Una 
Military Coamandant. Col. J. K. 
Milling Induatry, E. (i Bavfleld 
Modern Unauacea. Frlli Moore 

Huile, William Llndqulit 

Nurtary School, Mrs Leone Ketl, 311 N 14th 

Pbolotraptwr, P. J. Hanna 

Phiiieal Education. M. P. Ahearn 

Physical Education A Intramurali, Hen. L P. 
Physical Education k Intramurali, Women, Hln Katherlsa Oeyer 

Phydci, L. E. Hudlburt 

Plant Research Laboratory , 

Poultry Huabandry, L. P. Payne 

Poultry Huabandry Farm. Ton Hall 

Kadln Operatlnt Rooa, Rtatlnn K8AC .... 
Hall Annex No. 1, lftr.fi Celhft 
Hall Atnei No. 1, 513 Sunset . 

Purph), C. J. Medlln 

Bhoji Prartlee. W. W Carbon 
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onorary chemical society. 
Phi Sisma Chi (Purple Pepetera) 

Faculty sponsor 

Pep orsanlaatlon for women. 

PI Bpsllon PI (Wampus Cats! El wood Wedman 

Faculty sponsor H. H. Haymaker 

Pep orsanlaatlon for men. 

PI Mu Bpsllon W. T. Btratton 

Honorary mathematics society 

Prls ™ „ — , Jean K«y» 

Faculty sponsor Mrs. Kathleen Schmltt 

Junior women's honorary 

Quill Club „ wm Jean Walnscott 

Faculty sponsor „ Ada Rice 

National orsanlaatlon to promote creative writing. 

Kellslous Federation Jean Helby 

bra .a reusYou^o^r 1 " Brewai * r 

Sigma Bta Chi „ Barbara Brwln 

Faculty sponsor Mrs. Mary Eck Holland 

Congregational slrU' society. 

Sigma Tau Everett May 

Faculty sponsor „ U V. White 

Honorary engineering orsanlaatlon 

Sigma XI „ Charles Scholar 

National honorary science society 

Student Oovernlns Association Btheltnda Parrlah 

Theta Bpsllon 5 Vernelle Blevlns 

Faculty sponsor Stella Harries 

Orsan Itatlon for Baptist college women. 

Theta Sigma Phi Elisabeth Crandall 

Faculty sponsor „ Mrs. Jane Koefod 

Honorary and professional organisation for women 
In Journalism. 

Wesley Foundation Oeorslana Bacon 

Faculty sponsor lie v. B, A. Rosers 

Orsanlaatlon for Methodist collese students. 

Wise Club Dorothy Alexander 

Faculty sponsors — Emma Hyde, Ammlaon Jonnard, 

Dorothy Barfoot. 
Orsanlaatlon for Episcopalian collese students. 

Women's Senior Panhellenlc Eleanor Allison 

Faculty sponsor Mrs, Kathleen Schmltt 

Oovernlns body of all O reek sororities. 

Y. M, C. A Oeorse Wreath 

Faculty sponsor H. H. King 

Christian service assn., open to all men students. 
Young People's Christian Union .. Corrlne Taylor (H. a.) 

Faculty sponsor Rev. A. M. Heed 

Organisation for United Presbyterian students. 

Wi C A Roberta Town ley 

Faculty sponsor Mrs. Dorothy Downey 

Christian service assn., open to all women students. 
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Hill ... 
J. W 

Hnident Health. Dr. B. R. Hnooa 
Student Health. Col lege Kiwpllal 
Htudenl Health, Nurs« residence 

Van Zlle Hall 

Veterinary Hcsplta). E. J. Prick 
Veterinary Heaearch Laboratories 
Wesley Foundation, Ret. B. A 
V. M. C. A.. A. A. Haiti. Secy 
Y. W. C. A., Mrs. Dorothy Dew..., 
tooloioi laboratory. Poultry Para 
looloay,/ K. Acktrt 
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ORGANISATIONS 
ary 

— J I Oil ... 

Faculty sponsor .; c. 

Organisation for students In agriculture. 

American Institute of Architects Jene Wise 

Faculty sponsor Paul Welgel 

Professional society. 

American Institute of Elect. Engrs, Everett G, May 

Faculty sponsor R. O. Kloeffler 

Professional society. 

American Society of Merit Engrs Charles Schwab 

Faculty sponsor A. J. Mack 

Professional society. 
AmlcoHsembly Dorothy Cochran 

Irldepende m" women's' "m^S^SS&SkT^ BV * L y m * n 

Amlstad „ Haurlne Pence 

Faculty sponsor Iva If. Mullen 

Organisation for Independent women students who 
live In unorganised houses. 

Baptist Touns People's Union Qeraidlne Oehrke 

Faculty sponsor Stella Harrlss 

Orsanlaatlon for Baptist college student*. 
Business Student's Association El la Mae Bt 

W^Mia^Lwmsa^r m w *■ ° 

Colleslate 4-H Club Louise Parcel 

Faculty sponsor J, Harold Johnson 

Orsanlaatlon for students In 4-H olub work. 
Cosmopolitan Cltrb „ .„, Leora Bentley 



Faculty sponsors 
Orsanlaatlon for students 



Louis H. Limner, Jessie Machlr 
faculty of all 
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tlonalltles 

Gamma Delta Elaine Heussman 

Faculty sponsor Rev. H. H. Fro tin 

Orsanlaatlon for Missouri Synod Lutheran collese 
students 

Geology Club Vincent Bruce Coombs 

Faculty sponsor , A H. Sperry 

Graduate Club _ — Jobs Wagoner 

Faculty sponsor m j. b. Ackert 

Independent Student Party Jack Lawrence 

Faculty sponsor „ L. M. Jorgenson 

Political orsanlaatlon for students who are not 
members of social fraternities. 

Interfratemlty Council - Kenneth Kendall 

Faculty sponsor Harold Howe 

Oovernlns body of all Greek social fraternities. 
Junior Amer. Vet. Medical Aaaoe. .... Man f oral Mans Held 

Faculty sponsor „ R. R. Dykslra 

Professional society for veterinary students. 

Kansas State Players Craig 

Faculty sponsor Earl G. Hoover 

Kappa Beta Jean He I by 

Faculty sponsor „ C. Ray Thompson 

Orsanlaatlon for Christian Church collese worn 

Kappa Phi Pamela Smith 

Faculty sponsor Mrs. B. A. Rogers 

Orsanlaatlon for Methodist college women 
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Aloha Cottase 1718 Laramie 

President ,. Florene Hers 

Housemother Mrs. Ben Wohlherg 

Arcadia ... vzzz Bluemont 

* 1 WtMWIll- iMlMttii »i*<*<ta<rt«attae+l*l«*i Evelyn Wood 

Housemother Mrs. S. A. Friel 

Chatterbox 614 N. 14th 

{'resident « Soterea P. Maduros 

■71 I'll Pit. fllaj I. Jit? J iriMiiifiii.r).!, Mrs. Alice Bpealman 

Clark's Gables Bll Manhattan 

President Mrs. Dorothy Bemts 

Housemother Mrs. Harris Clark 

Coed Court 1417 Leavenworth 

President , Mary L. Hodsson 

Housemother Mrs. Pearl Power 

Hill's Heights ..„• 14 IS Falrehlld 

President Betty Lou Presssrnve 

Housemother Mrs. W. H. Hill 

Kelm's Kabana 1<1S Falrehlld 

Harriet Fisher 

Houssmother Mrs. L. R. Ketm 

La Flel , 1707 Laramie 

President Rosalie Bngelland 

Housemother Mrs. B. B. Rosers 

Malson-elte 1701 Laramie 

President Carol J. Shields 

Housemother Mian Msttlt) Casslty 

Moore th" Merrier 1404 Falrehlld 

President virgin in Harlow 

Housemother Mrs. T. H. Moore 

Pal-O-MIe 114 N. lGth 

President Jean Walnscott 

Housemother Mrs. L. B. Fuller 

ShwnEltjT a ■ IfiaHilfHHiMtii am 531 N. awf ATI Kan | tftH 

President Betty Hue Hannah 

Housemother lira. L. H. Newell 

Tramalal 1411 Falrehlld 

President Virginia Slothower 

Housemother „ Mrs. T. H. Cousins 
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Housemother Mrs. Ransom Stephens 

Alpha XI Delta «oi N. Delaware 

President Pauline Baaketi 

Housemother , Mrs. Jack Nave 

Chi Omega „ 1801 Laramie 

President Phyllis Johanaen 

Housemother Mrs. Paul Groody 

Clovla SOI N. 16th 

president Rita Anderson 

Housemother hi,.,,,.,..— afra. Oeorse Farmer 

Delta Delta Delta 1IS4 Laramie 

President Virginia fitoecker 

Housemother Mrs. Tom Branstetter 

Kappa Delta , 1711 Falrehlld 

President Jane Reynolds 

Housemother Mrs. James Jackson 
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Carlton, S00M. 4th 
State, 328 Houston 

Wareham, 410 Poynti ... 
Sosaa, 615 Manhnttan 
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Kappa Kappa Gamma 
Prealdent 

Housemother 

PI Beta Phi EOS Denison 

President Shirley Glllan 

Housemother ...„..„..,.. Mrs. Bd Kerln 

SOCIAL FRATBRNITIBS 

Alpha Gamma Rho 411 N. ISth 

President Duane Peterson 

lluunemother Mrs. Manford Mansfield 

Delta Tau Delta 1114 Fremont 

President Embert Coles 

Housemother Mrs. !..■.. tt Stlkea 

Kappa Hlsma «. „ 1111 Thurston 

President Clayton Knappenberser 

Housemother Mrs. John Suvak 

Phi Delta Theta „ SOS Sunset 

President „ Milo Johnson 

Housemother ... Mrs. D. E. Dlttmar 

608 Sunset 
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School Supplied 
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DIAMONDS 

8yn»boll8l»K the 
last word 



Taste la Modem 

REED'S 

TIME SHOP 



SAVE THE PIECES! 
Quick Repairing 



DR. E. L. A8KREN, 0. D. 



laao Mora 
GLABSK8 THAT FIT 



NEW ALL 

Woolen Sweaters 

- and 

Skirts 

Plains and Plaids 

The Smart Shop 



BREWER 

MOTOR CO . 



PHONE 



EVERY SERVICE 
FOR THE MOTORIST 



Your Official 

College 
Photographer 

Studio Royal 
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'Having A Wonderful Time' 

Tan Kappa Epsllon will entertain with a formal dance at the 

Avalon Saturday night. The Varsity Club Band will furnish the 
music for dancing. 

Chocolates at the PI Phi ho one announced the chaining of 
Bmogene Sharpe's arrow to the TKE pin of Larry Nieman. 

Boris Banlelfton received the '- 

Tri Delt Scholarship Award as ||_— _ R„JJ EJ„_ 
the junior with the greatest im- IsOUCgG M>eil II (IX 
provement in grades. Yo/ir Hietfirv 

Chi Omega pledges were en- 00 1 ear alSWrj 



tertained by town alumni at a 
tea at the Country Club. 

Dining at the Alpha XI Delt* lioose 

last week were Prof. Dorothy Barfoot 
and Dr. Martha Kramer- 
Ruth HaldwHon 1* now wearing the 
pledge pin of PI Beta Phi. 

Annex 3 tmtertaiaed Annex 1 at an 
open house recently. 

Kappa Delta* "did their bit" by pre* 
sentlng a program for the C. R. T. C. 

Wedding bells rang out last Satur- 
day night for Elaine Smith and Cpl. 
Thomas Chesscheir. The couple will 
be at home at Port Bennlng, Oa., 
where he It now stationed. Corporal 
Chesscheir attended Gulf Coast Mili- 
tary Academy and has been stationed 
at Fort Riley. 

Newest pledge of Alpha Delta PI 
is Melba Norby. 

Kelm's Kabana munched sweeU 
Friday night from Betty Larson an- 
nouncing her engagement to Harold 
JohnBofl, '43. 

Kappas had a miscellaneous show- 
er last Wednesday for Peggy Flora 
of Hutchinson, who Is to marry Ens. 
Glover Colladay at Christmas. Ensign 
Colladay Is a member of Beta Thota 
PI and graduated In 1944. ^ 

active member of Sigma Alpha Epsl- 
lon - 

. KKG town alums entertained tne 

active chapter with a tea last 
day at the chapter house. 

Dinner guests of Chi Omega were 
Dean Emeritus Mary Van Zlte 
Assistant Dean of Women, Mrs. Kath- 
leen Schmltt. 

Marjorle Stahl Is wearlr 
mond ring of Cpl. Henry A. Paschke, 
U. S. M. C. K. Corporal Paschke has 
recently returned from the South Pa- 
cific after 27 months of active duty. 

Anne* 8 will hold open house for 
all Independent men tonight from ? 
until 8. 

Chi O Marge Jenkins, f . s., an* 

Kendall, Delta Tau Delta, were 
rled at the Methodist Church at noon 
Thanksgiving Day. 

Highlighting the social calendar 
this week-end Is the Oolddlggers Ball 
scheduled for Friday night. This is 
your chance, girls! Come — stag 
drag 1 . 



9 Kansas Schools 
Plan Air Training 



or 



College Retains 
Wareham Property 

The College will retain the house 
it owns at 1«2S Anderson, known as 
the Wareham property, according to 
Dean R. A. Seaton, School of Engi- 
neering and Architecture, secretary 
of the Council of Deans. 

The house, which has been vacated 
since the Army Specialised Training 
Program was discontinued on the 
campus. Is being reconditioned for 
future use. No definite plans have 
been made as to how the building 
will be used to help care for an ex- 
pected Increase in enrollment In the 
near future. However, the property 
will be used until adequate buildings 
can be added on the campus. 

The Wareham property was given 
to the College by Harry P. Wareham 
of Manhattan, In 1840. 



By JO ANN HARJUNO 
For 83 years the old College bell 
that hangs high In Anderson Hall has 
called students to classes with its old 
familiar song. The history of the bell 
as told by Dr. J. T. Willard, College 
historian, was given, in part, to him 
by Harriet Parherson. However, as 
a member of the class of 1883, Dr. 
Willard remembers the bell from Its 
early days at Kansas State College, 

I. T. Ooodnow, In 1861, was a so- 
licitor for donations to the Bluemont 
Central College Association that built 
Bluemont Central College located 
about a mile west of the present 
Kansas State campus. Mr. Ooodnow 
received a gift of $250 from Joseph 
Ingalls of Swampscott. Mass. The 
money was to be used to buy a bell 
and pay for its transportation to the 
Bluemont College. The bell was in- 
scribed with the donor's name. 

At a cost of I17S a bell weighing 
213 pounds was cast by A. Meneeley's 
Sons, famous bell makers of their 
time, In 1841 at Troy. 

Purchased In 1871 was the land on 
which Kansas State College, successor 
to Bluemont Central College, Is now 
located. A barn was erected a year 
later. In 1876 this barn was remod- 
eled to provide classrooms and the 
College work waa transferred from 
the old Bluemont building to this 
campus. On the east end of this barn 
the College bell was hung where It 
served until 1882. 

Printed In the September 9, 1882, 
Issue of The Ikdubtmaubt was found 
this article. "On^Tuesday the College 
bell was safely lowered from it* lofty 
perch on the old Barn and trans- 
ferred to Its new Quarters Id the tow- 
er of the new building." The "new 
building" was the middle wing of 
Anderson Hall which was erected In 
that year. 

When asked If he knew of anything 
further of Interest about the bell's 
history, Dr. Willard smiled and told 
of the bell's original clapper that dis- 
appeared once. The "Naughty Five' 
boya of the class of 1906 removed the 
clapper one dark night. The College 
immediately had two new clappers 
made one of which is still in use. The 
other has been carefully stored away 
In event the present one disappears. 
"Of course," said Dr. Willard, "If any- 
one wants to know what really hap- 
pened to the original clapper, they 
might ask Dean Harry Umberger. a 
member of the 1906 class." 



At leant 9 Kansas colleges and uni- 
versities Including Kansas State are 
planning to establish, continue or ex- 
pand student courses In aviation af- 
ter the war, it was disclosed In their 
responses to a nation-wide survey of 
educational Institutions made public 
by Ernest R. Breech, president of 
Bendlx Aviation Corporation. 

The Kansas schools besides K- 
State which stated they are planning 
postwar educational programs in avi- 
ation Include: Kansas State Teach- 
ers' College, Pittsburg; Kansas State 
Teachers' College, Emporia; Kansas 
Wesleyan University, Sallna; Coffey- 
vllle Junior College. Coffeyvllle; El 
Dorado Junior College, Ed Dorado; 
Ottawa University, Ottawa: Cbanute 
Junior College, Chanute; and Ar- 
kansas City Junior College, Arkansas 
City. 

In common with most of the other 
4 65 American colleges and univer- 
sities which responded to the com- 
pany's survey, the Kansas institutions 
said they would require for teaching 
purposes large quantities of the gov- 
ernment-owned surplus aircraft 
equipment, which will he declared 
surplus after the war, 

A total of 342 schools in their re- 
plies stressed the need for supplying 
to the nation's colleges at low cost 




Roger C. Medlln, f. s. '43, has been 
promoted to the grade of sergeant. 
"Invasion Incorporated," could well 
be the name tacked onto the veteran 
troop carrier group of the Twelfth 
Air Force to which Sergeant Medlln 
is assigned. During Its 28 months 
overseas, the organisation has partic- 
ipated In the invasion of North Af- 
rica, Sicily, Italy and Southern 
France, in addition to rendering dis- 
tinguished service In the Chlna-Bur- 



attftude; no matter how had it is. It 
might be worse. To me it Is just a 
glorified (and more serious) version 
of the camping trips we Scouts 
to take. (And that helps too.)" 



Capt. Richard J. Cech. f. J. *41. 
Is In the East Indies. He writes that 
the natives are very intelligent and 
are skilled in arts and crafts of wood 
carving. Captain Cech finishes his 
letter with the following statement, 



button to the future continuous de- 
velopment of aviation education, It 
was pointed out. 

This equipment will be made avail- 
able to the schools on sale or lease 
basis, under provisions of the federal 
Surplus Disposal law, Breech stated. 



Coombs Gives Stones 

Two stones of unusual geologic In- 
terest have been presented to the K- 
8 Late museum as a permanent dis- 
play by Bruce Coombs, junior In ge- 
ology, who brought them from Wy- 
oming. The field trip to Wyoming 
waa sponsored by Missouri Univer- 
sity as a part of the regular class- 
work. 

One Of the stones is a brownish-red 
marine sandstone ripple-marked by 
an ancient sea. It shows two perfect' 
sets of Joints due to the movement 
of the earth's crust. It la unique In 
that It la bleached on one set of Joints 
and not on the other. 

The other Is a wind-faceted boulder 
which has unusually large and well- 
developed faces. 



ma-India Theatre of Operations. Ser- 1 "I honestly believe that all K-Statera 
geant Medlln as a radio mechanic are in the European Theater, I 
plays an Important part in helping I haven't run across a single 
the troop carrier command carry out : I've been overseas." 
its Important missions, which include 
the dropping of paratroopers, towing 
airborne troops, evacuating wound- 
ed, carrying personnel, ammunition 
and equipment. He wears the North 
African-European Theatre Ribbon 
with three campaign stars, the Asiatic 
Theater Ribbon with one campaign 
star and the American Theater Rib- 
bon. 



Lt. JameB Nielsou, f. s. '41, writes 
that he has been moved from New 
Guinea to a coral Island nearer where 
the Yanks are going Into the Pacific. 
Shortly after they landed on the new 



Capt. Robert E. Arbuthnot, Ag. 
■42. Is back In the States after several 
monthB overseas as a B-24 pilot. He 
has been decorated with the Air 
Medal with three Oak Leaf Clusters 
and has received the Distinguished 
Flying Cross. Mrs. Arbuthnot is the 
former Jeanne Clark, f. s. Their ad- 
dress Is 124 West Republic, Salina. 



to tne nation s colleges »i w» — , t „ 

quantities of surplus useable aircraft W»on or Jr. came through to 
equipment, as a fundamental contri- busier 



the rotation detachment for return 
to the United States. Jim says, "The 
fellows actually went wild with Joy." 
Most of them had been in the bush 
for 32 months. He reports his outfit 
is trying to carve out a camp on top 
of almost solid coral and It's the 
hardest stuff he ever encountered. 
The weather is hotter than In 
sas. It has been up to 127 
since their landing. 



MaJ. William H. Dieterich, Ag. '37, 
D. V. M. '39, writes: "I haven't run 
into many "laymen" from K. S. C, 
but the woods are full of vets. There 
are 27 of us in this theater. 

"Burma is Just like the worst of 
New Guinea, but somehow we manage 
to get along. The whole thing is one's 



T/5 Donald E. Torkelson, f. s. '43, 
was seriously Injured in Holland on 
September 18. Don entered the Army 
In March, 1943, and was sent over- 
In-December of the same year. 



Pvt. Ruth Ann Hamilton, G. S. '44, 
Is now stationed at Ft. Sam Houston, 
Texas, where she is attending a six 
monthB period of training In physi- 
cal therapy at Brooke General Hospi- 
tal. Private Hamilton was sworn Into 
the WACs August 9 and took her 
basic training at Des Moines, Iowa. 



Lt. Cmdr. Donald F. Coburn, f. s. 
■26. M. C. W. S. N. R. Is stationed at 
the Naval Hospital on Mare Island, 
near San Francisco, Calif., where he 
has charge of the neuro-surgery. 
Cmdr. Coburn spent 20 months at a 
Naval base hospital in the Southwest 
Pacific, returning 



Second Lt. Clanton T. Suiter, E. 
E. '43, is stationed at the Holablrd 
Signal Depot at Baltimore, Md. 



Alpha Zeta 

Alpha Zeta is an honorary agricul- 
tural fraternity, the student members 
of which are selected from among 
undergraduate and graduate agricul- 
tural students of high scholarship on 
the basis of character, leadership, and 
personality. 



Nine Win 

The LaVerne Noyes Scholarship 
Committee of Kansas State College 
has awarded scholarships for the fall 
trimester to nine students, according 
to L. E, Conrad, chairman. The schol- 
arships of $36 each are awarded to 
blood descendants of World War I. 
Awards are made on the basis of 
scholarship and need. 

Winners are Delbert D. Clark. Dar- 
lene Faye Graham, Elizabeth Ann 
Grimes, Mary Margaret Parker, Betty 
May Sharp, Adelaide Swift, Anabel 
Wood, Evelyn Wood, and Betty Clark. 



Got Your Date? 

for the 

Purple Pepster 

Golddigger 



An education may not make you 
successful but it certainly won't be 
a hindrance. 



ienu 



Farmers Plan Improv 
Kansas farmers will want Improve- 
ments, new equipment, and materials 
amounting to at least f60.000.000 in 
the two years Immediately following 
the war, according to the first returns 
from the postwar farm and home 
needs survey, authorised by the Kan- 
sas State Agricultural Planning Com- 
mittee and directed by C. R. Jaccard, 
economist of Kansas State College. 

Almost one-third of the counties 
have finished the survey, and county 
agricultural agents and volunteer 
Neighborhood Leaders are at work in 
the rest of the state. 

Paint is the first requirement on 
the list in all counties, Jaccard said. 



Presenting The 

Manhattan Artist Series 

FAMOUS ARTISTS OF OPERA AND CONCERT 

Don Cossack Chorus, Feb.]|7 
Marie Wilkins, March 15 
Charles Kullman, April 24 

TICKET SALE DEC. 1-16 

Adult 6.00 and 4.60 

Student Tickets 2.60 
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P. O. 



Friday, December 1 

Music by 
The Best Bands on Record 
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Grab that man gals and drag him 
to the Varsity. If 11 be a treat he'll 
never forget. 



from Purple Pepsters 



$1.00 Stag or Drag 

Tax Included 

Avalon Ballroo 

9 'til 12 
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Christmas Greetings from Kansas State 



and the season's final 
result of two Tins, two ties and Ave 
defeats tell only a minor part of the 
thrilling football season of Kansas 
State's young, Inexperienced — but 
fighting — Wildcats. 

Until mid-season when they 
"found" themselves and held an un- 
usually strong Navy V-12 team from 
Iowa State to a 14-0 Cyclone win, the 
young Wildcats were a bitter pill for 
loyal students and alumni to swallow. 
The Purple and White lads had no 
team coordination and Wildcat scorea 
were as scarce as food In Mother 
Hubbard's cupboard. But, Head Coach 
Ward Haylett and his assistants, 
CharleB Socolofsky and Frits Knorr, 
kept patient and continually taught 
football to the Inexperienced grld- 
ders of Agglevllle, The results 
achieved by the Wildcat coaching trio 
make the K-State grid tutors strong 
candidates for the best Big Six foot- 
hall coaching Job during 1944. 

Beat "Wichita 

The K staters' mid-season showing 
against Iowa State, followed by a 15 
to win over a good Wichita Univer- 
sity eleven hinted to midwest foot- 
ball fans that the wartime Wildcats 
had changed almost miraculously 
from an inexperienced squad to a 
smooth-clicking gridiron machine 
capable of wrecking many a stronger 
and more highly ratBd opponent. 

K. 8. Vs. K. r. 

On November 11, Homecoming Day 
at Kansas State, the Wildcats gave 
final proof tbat they had "arrived." 
On that memorable afternoon, a fa- 
vored University of Kansas Jayhawk 
went back to Lawrence defeated 18 
to 14. The youngsters of K-State had 
won over Kansas for the first time 
since 1940! The Associated Press 
rated the K. U.-K-State battle the 
"most thrilling" of the Big Six sea- 
son. 

Early in the K. U. game, Wildcat 
rooters' hopes faded, but didn't dis- 
appear as the Jay hawkers pushed 
over a touchdown in the first seven 
minutes of the game. Bill Chestnut, 
the Jayhawkers dropkicking ace, 
-4pllt the goalposts and the Lawrence 
team led 7 to 0. In the second period, 
Ward Haylett's valiant gang retali- 
ated with a 20-yard touchdown pass. 
Quarterback Jim Ungles to End Dave 
Weatherby. Ronnie Webster, all- 
Kansas high school star In '43 and 
one of the Wildcat sparklers this sea- 
son at halfback, missed the try-for- 
point but Kansas State spirit hit a 
high. 



Wildcats Take Lead 

After the halftime rest, the men of 
Manhattan bounced back again at the 
Jayhawkers and took a 12 to 7 lead 
as Webster took a neat lateral from 
Mooney and weaved his way to score 
from the Kansas four. Again the try 
for-polnt failed. 

Kansas, a powerful and dangerous 
club throughout the afternoon, re- 
bounded in the fourth quarter and 
sent their star Charley Moffett on a 
7-yard scoring play. Chestnut's drop- 
kick was good and Kansas took com 
maud 14 to 12 — thanks to the bril- 
liant play of Moffett and the deadly 
toe of Chestnut. 

But, the Fighting Wildcats of Kan 
sas State weren't to be denied this 
chance to pluck their old rival from 
Lawrence way, despite the fact that 
the Agglemen had to play the final 
quarter against a snappy south breeze 
that was a nuisance to kickers and 
passers. With five minutes left In 
the contest, K. U. tried a pass from 
the Wildcat 30— and blooey— there 
went the old ball game in favor of 
K-State. Dana Atkins a freckled' 
faced, 17-year-old Wildcat halfback, 
intercepted the pigskin and scatted 
80 yards before two K. U. huskies 
hauled him down on the Kansas six. 
After a couple futile line plays, little 
Jim Ungles flung a high pass to Dave 
Weatherby and the tall end from 
Neodesha grabbed It in the end sone 
for the young Cats' third and winning 
tally of the day. It didn't matter that 
the try-for-polnt again went astray. 

10 Seconds Score 

With only ten seconds left In the 
game, K. U. made a final— almost 
successful — effort to win. Charley 
Moffett faked a pass on his own 20 
and sprinted 80 yards down the east 
side line to score without a Wildcat 
laying bands on him. Bat, an over- 



M. S. Eisenhower 




Dear Kansas Staters: 

and 
of friend- 

all of as 

dim at K. 8, C. to ail of yon In the 
armed forced of our country. May 
this be the last Christmas you must 
away from all yon 




THE HEW PRESIDENT 

Milton S. Elsenhower, who was in- 
augurated as president of Kansas 
State a year ago this September, Is 
the first of the College's nine preBl- 
dents to head his alma mater. He Is 
a graduate of 1924 with a degree 
from the Department of Industrial 
Journalism and Printing. 

President Elsenhower came to the 
Kansas State campus with an Impres- 
sive background of governmental ac- 
tivities. Us vine; resigned as assistant 
director of the Office of War Infor- 
mation In order to take over his new 
administrative duties. 

Born In Abilene 

The president, brother of General 
"Ike" Eisenhower, was born in 1899 
in Abilene, where he attended grade 
and high schools. Upon his college 
graduation, he entered the govern- 
ment service, where he has spent most 
of his already brilliant career. 

After the North African Invasion 
by U. S. forces, Elsenhower was sent 
by President Roosevelt on a special 
mission to study refugee relief and 
relocation problems in Algeria and 



Varied Experience 

In 1918 and 1920-21, Elsenhower 
was city editor of his hometown pa- 
per, the Abilene DAILY REFLECT- 
OR. While in college he was assistant 
instructor in the Journalism depart- 
ment and from 1924 to 1926 he was 
Vice-Consul at Edinburgh and Act- 
ing Consul at Dumfermline, Scot- 
land. He was then appointed as as- 
sistant to W. M. Jardlne, secretary 
of agriculture. In 1927 Elsenhower 
married Helen Elsie Eakin of Man- 
hattan and they now have two chil- 
dren, Milton Stover, 12, and Ruth 
Eakln, 6. 

F. D. Farrell, President Emeritus, 
is now professor of rural institutions 
in the department of Economics and 
Sociology where he Is teaching a lim- 
ited number of courses for upperclass- 



cllpplng on the play and the score 
was nullified. Everybody thought the 
game was over when the referee fired 
his gun, hot officials ruled the Jay- 
hawkers had one more play which 
would start at the Wildcat 82. 

That extra play has gone down In 
Kansas State football annals as the 
"famous fifth quarter." On the play, 
the Wildcats swarmed the K. U. ball 
carrier with no gain and, the heart- 
shocking contest was over. It was 
the climax of a grand football season 
and left promise for a postwar grid 
iron winner at ~ 



Basketball 

It is too early to make predictions 
about the Kansas State 1844-46 bas- 
ketball season. The Wildcat* will be 
coached by Frits Knorr, former cage 
mentor at Northwest High School In 
Kansas City, Mo., and the Kansas 



Battle Baby" 



This "Battle Baby" edition of The Collegian is being sent 
to all regular subscribers, to graduates and former students 
who are In the Armed Forces, and to members of the Alumni 
Association. Alumni receive this edition of the Collegian 
instead of an issue of The Industrialist this week. The Btaff 
of the Collegian and Industrialist collaborated on this issue. 
We hope our readers enjoy the "Battle Baby." 

In this issue the Collegian abandoned the usual newB 
story style of writing and the usual news headlines in favor 
of a "digest" that attempts to give a fairly comprehensive 
picture of happenings the past several months and plans 
for the future, with emphasis on plans which are of special 
interest to men and women in the service. 

The Alumni Office made every effort to get an up to date 
Hst of all men and women in the Armed Forces. You can 
help by mailing this copy to some person who may have 
been missed. Please keep the Alumni office informed as 
to your correct address at all times. 



THE CAMPUS ROUNDUP 

A Civilian Campus 



POSTWAR CAMPUS IMPROVEMENTS 

Although war has halted building 
activity on the campus, architects 
and campus planners are hard at 
work over drawing boards complet- 
ing plans and specifications for Im- 
proving and rejuvenating the cam- 
pus. This does not mean that the 
well-known ivy clad walls of native 
limestone won't still be here when 
the veterans return. It only means 
that those additional buildings which 
the college and its students have been 
wanting for many years will become 
a reality as soon after the war as pos- 
sible. The same Idea of simplicity of 
buildings and landscaping which 
make things look like they "belong 
here" will be carried out in the new 
buildings. 

Field House 

In his biennial report to the State 
Board of Regents President Eisen- 
hower has requested an appropria- 
tion for a Field House which Is to be 
constructed north of Memorial Sta- 
dium. The student body of 0,000 or 
7,000 expected after the war can 
watch the Wildcats beat the Jayhawk- 
ers In basketball without having to 
hang from the rafters as was done in 
Nichols gymnasium prior to the war. 
The Field House is the students' 
building because It was through their 
campaigning that the money for its 
construction was finally appropriated. 
In this building will be taught men's 
phys ed classes. There can be an ex- 
tensive intramural program, basket- 
ball, swimming, wrestling and other 
indoor sports, and Indoor practice of 
football, baseball, tennis and track. 
It also will be used for Indoor mili- 
tary drill in bad weather, for such 
affairs as 4-H Roundups and for Col- 
lege affairs which cannot be accom- 
modated in the Auditorium. 

Student Union 

The Student Union fund will make 
possible shortly after the war a three- 
story modernistic building wltb ac- 
commodations for dining. Jiving, 
bowling, student publications offices, 
and meeting rooms for campus organ- 
isations. There will be room enough 
for large crowds and big name bands 
in the large ballroom on the second 
floor. Construction of this building 
will begin as soon after the close of 
the war as possible. 

Perhaps the most recent project on 
the campus is that of raising funds 
for the chapel. The chapel, which 
will be built from private endow- 
ments, will be used for convocations, 
housing of church organisation of- 
fices, noon organ recitals and — cam- 
pus marriages, if you like. Approxi- 
mately 16,500 has been contributed 
by friends of the College. The class 
of 192S is considering adding Its 
campanile fund of $828 to the chapel 
fund. 

Dormitories 

The women of the state are going 
to see to it that Kansas State has ad- 
ditional women's residence halls. Al- 
ready they are hard at work raising 
funds through various projects. 

Hen's dormitories also are includ- 
ed In postwar plans for the College. 
These will be financed by donations 
and student fees. There is no space 
on the present campus for such dor- 
mitories but an effort Is being made 
to purchase land near the northwest 



corner of the campus. These dormi- 
tories, if built according to present 
plans, will face Denison Avenue, north 
of the stadium. 

A reappropriatlon and additional 
funds have been requested for the 
construction of three home manage- 
ment houses to be built near Van 
Zile Hall. 

The College has been without a 
small animals research laboratory 
since the old World War I barracks, 
being .used as a laboratory, burned 
in 1941. Plans have been completed 
for this building and funds for Its 
construction have been requested. 



THE H0MEFR0HT WAR EFFORT 

Kansas State's fighting men and 
women can be assured that the Wild- 
cats at borne are giving their all In 
support of the armed forces. They 
are giving their time, money, services 
—and blood. 

At nearly every request K-Staters 
have met. and usually surpassed, the 
quota set for them by the govern- 
ment, the Red Cross, the various war 
relief agencies. 

#.'.13 To Red Cross 

Last spring students gave $613 to 
the American Red Cross during the 
annual drive for funds, exceeding 
their quota of $376. The College 
quota of $3825 was also met. 

In April students and faculty do- 
nated over 100 pints of blood to the 
Red Cross Mobile Blood Bank during 
Its three-day stay in Manhattan. Many 
other K-Staters offered their services, 
only (o find that the quota had been 
Oiled, They responded equally well 
when the Blood Bank made Its sec- 
ond visit here in July, 

War Bonds 

The Sixth War Loan Drive is In hill 
swing on the campus at the present 
time, and while there la no set quota 
for this drive, latest figures on the 
bond sales total $74,460. The highest 
amount of bonds sold in previous 
drives was $173,550 worth In the 4th 
War Loan Drive. 

The total of war bond purchases at 
the College by faculty and employees 
up to and including December 6, Is 
$536,106.26. This figure does not in- 
clude proceeds from the war stamp 
booth in Anderson Hall sponsored by 
a different campus organisation each 
Wednesday. 

War Fnnd 

This fall the student National War 
Fund Drive quota of $1200 was over- 
subscribed by 60 percent. The faculty 
quota of $3300 was also met and ex- 
ceeded. Students averaged a contri- 
bution of $1.25 each. 

In addition to contributing to war 
bond and various other war effort 
drives, a number of organizations 
have Individual war projects. Bandage 
rolling, scrapbooka, Christmas gift 
boxes for hospitalized soldiers and 
convalescent vetetans, and the ob- 
taining and distributing of books and 
magazines for men and women la the 
service are only a few examples of 
the "extra" efforts of homefront K- 



It's a civilian campus at . 
State again. The last of the Army 
Air Force detachment left In May 
and A, S. T. P. training was discon- 
tinued In September. In contrast to 
prewar years the women outnumber 
men students almost two to one In 
the 1,619 students enrolled. Eighty- 
two World War II veterans already 
have enrolled under the veterans re- 
habilitation program or the OI Bill 
of Rights. 

Housing 

Van Zlle Hall, which was used last 
year to house members of the A. 8. 
T. P., Is once more being operated as 
a women's residence hall. The Slg 
Alph and Sigma Nu fraternity houses 
have been leased by the College for 
roeldence halls for women students. 

Jelly Joints 

The favorite Jelly Joint haunts ot 
K-Staters haven't changed much. All 
are being run by the same Agglevllle 
people. They're crowded these days 
but mostly with girls. The Juke box 
blares Just as loudly, the smoke gets 
Just as thick at the "Can" as it used 
to get. Agglevllle drug stores and 
fountains are still crowded after a 
dance or Bhow. 

Women 

When K-State boys return to the 
campus they will find College girls 
are smoking on the streets and cam- 
pus walks (the no-smoking ban on 
the campus was lifted last spring). 
Girls have taken over many activities 
formerly associated only with boys. 
Royal Purple and Collegian editors 
are girls as are most of their staffs. 
Most of the 1 7 -year-old boys can't 
qualify for Jobs in the short time tltey 
are on the campus. The Kansas State 
Engineer is edited by Jene Wise of 
Wichita. Even sports editors and 
photographers on student publica- 
tions are girls. K-State's marching 
band has many girls tn It. This year 
even the drum major and baton 
twirlers are girls. The Student Coun- 
cil Is headed by Ethelinda Parrish, 
Manhattan. 

Camnns Fashions 
For Jills and Joes 

The girls on the campus are dress- 
ing for comfort these days wltb em- 
phasis on slacks, coveralls and fa- 
tigues. However, flats and anklets, 
sweaters and skirts still play a prom- 
inent part In the coed's wardrobe. 
But no matter how she may look in 
her oversized Jeans or dungarees on 
the ram pun, when a K-State girl 
dresses for an all-Important date, 
she's still the smooth dresser of pre- 
war days. That goes for the few and 
far between formal parties, too. 

Corduroys and tweeds remain fa- 
vorites among the civilian boys, al- 
though often the College Joe's 
clothes are reminiscent of his Army 
days with a pair of O. I. shoes, O. D. 
trousers or fatigues as part or his 
outfit. 

Facnlty r nance* 

Returning servicemen and women 
will find a number of new faces 
among the faculty. Department heads 
and administrative officers are being 
relieved of their administrative du- 
ties when they reach 05 years of 
Several new administrative 
will be on the staff. 

Campas Entertainment 

The Celebrity Series, formerly 
brought to the campus each year with 
money from the student activity fund, 
has been disco ntlnned because of the 
small enrollment and insufficient 
fnnds. However, other groups are 
sponsoring entertainments of high 
quality which are brought to the 
campus. The Broadway cast ot 
"Porgy and Bess" recently appeared 
here, sponsored by the Kansas State 
Players (formerly the Manhattan 
Theatre ) . The show was a , 



Eleven honorary and professional 
organisations are 
pna at this time. 



Pep "In the 6rooTe w 

Some of the old sip which has 
lacking for year or so on the campus 
has returned. Evidence of this was 
the painting of i 
pas and at 

large signs of "Beat K. u." 
was even energetic enough to climb 
a radio tower to hang a "Beat K. U." 
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THE CAMPUS ROUNDUP 

(Continued from pass one) 
usually good this year. The students 
have learned some new yells and are 
cooperating In their cheering at the 
names. The addition ot four pretty 
girls to the group of cheerleaders 
probably helped. The Wampus Cats, 
who disbanded when tho manpower 
iltuatlon on the campus became very 
acute, havB been reorganised so once 
again their purple sweaters contrast 
with the white outflts of the Purple 
pepsters at the football and basket- 
ball games. 

Queen h I 

There are still queens on the cam- 
pus. St. Pat and St, Patricia are 
elected yet and there are still a 
Homecoming queen, a Royal Purple 
queen and Ag Baruwarmer queens. 
This year Betty Carr, Alpha Delta Pi, 
Lindsborg, a sophomore in indus- 
trial Journalism, was chosen Home- 
coming queen. Her attendants were 
Martha Beckman, PI Beta Phi, Llndfl- 
horg, and Caroline Myers, Alpha Xi 
Delta, Denver, Colo. The two ag wo- 
men students were the Barnwarmer 
queens. They were Ruth Wilson, Val- 
ley Center, and Lorene Smith, Tope- 
It a. The Royal Purple queen has not 
been selected. 

Wants Ride! 

"Dad" Is still able to supply some 
of the students with cars, both Jalop- 
ies and convertibles. And as In the 
good old days, the cars are usually 
filled to overflowing with college stu- 
dents. 

Jobs — Money 1 

Students have no difficulty what- 
ever finding partttme Jobs on the 
campus and In Manhattan. Loan funds 
at the College are practically going 
begging. 

Expositions 

Engineers' Open House and the Lit- 
tle American Royal have been dis- 
continued for the duration. Home 
Economics Hospitality Days has been 
cut to a one-day event. The annual 
4-H Club Roundup was resumed this 
year after being discontinued a year 
ago. 

Organisations 

Organ i«a lions suspended for the 
duration are Blue Key, Sigma Delta 
Chi, Alpha Phi Omega, Alpha Zeta, 
Athenian Society, Block and Bridle, 
Browning, Dairy Club. Horticultural 
Club. Klod and Kernel, Milling Indus- 
try Association, Mortar and Ball, Pax, 
Scabbard and Blade, Scarab, Bears 
Club. 



medical technicians has been organ- 



The committee on Postwar 
tlonal Adjustments at the College has 
recommended that the College estab- 
lish a Vocational School for giving 
resident Instruction at less than the 
College level to men and women who 
have served in the Armed Forces. Vo- 
cational Instruction has been recom- 
mended in the fields of agriculture, 
mechanic arts and home economics, 
with additional service courses In 
other fields as needed. 

At College Level t 

The committee also recommended 
sequences and currlculums at College 
level, not leading to a degree, in the 
various phases of agriculture, home 
economics, the mechanic arts, and 
the arts and sciences. Two-year cur- 
rlculums already are available In some 
of the fields and others are being stud- 
ied. 

Refresher Courses t 

The recommendations also Include 
ft suggestion that refresher courses 
be provided In accordance with the 
demand, particularly In professional 
currlculums. It was pointed out that 
any veteran can take & 
course at any time snd In any 
Ject he or she chooses, regardless of 
the field In which he or she 



The 56 students enrolled In the 
School ot Agriculture make up the 
smallest number in agriculture since 
the currlculums were established 
more than 40 years ago. Three hun- 
dred nlnety-slx students entered this 
school at the beginning of the 1942- 
43 year, but 14« later withdrew either 
to enter the armed services or to re- 
turn to farms where labor shortages 
made fcheir services imperative. 

Though' resident Instruction Is 
considerably lighter than ever, the 
school is "carrying on" in various 
ways. A staff of 160 scientists, many 
of whom are on the resident Instruc- 
tion staff, are also on the agriculture 
experiment station staff where they 
are busy with agriculture research to 
aid in the country's food production 
plan now, and to improve the state's 
and nation's farms during the post- 
war period. 

Results Available 

During the last two years the re- 
sults of their work have been made 
available to farmers and the general 
public by Issuing 47 bulletins, pre- 
paring 198 articles for technical 
Journals; writing more than 100,000 
letters, Issuing popular articles to 
the press and magazines, making 
radio talks, and by making all re- 
sults available to the members of the 
state-wide extension service. _ 

Plans for the Improvement ot cur- 
rlculums and facilities for the post- 
war period when enrollment is ex- 
pected to surpass all previous rec- 
ords, are being made by the school. 

Recent Endowments 

Since 1942 endowments from In- 
dividuals and commercial firms in 
the agricultural field include: $71,400 
for agricultural and industrial re- 
search; $46,000 for fellowships In 
the field of agricultural and Indus- 
trial research: $3,000 for agricultural 
scholarships; and $1,900 for voca- 
tional agriculture, and 4-H Club 
scholarships. 

Eugene Spratt ot Ottawa, a Junior, 
was the winner of the Swift annual 
essay contest this year. The prise is 
a trip to Chicago where, with winners 
from other land-grant colleges all 
over the country, he will study the 
marketing methods used by Swift 
and Company. 

Sixteen On Leave 

Sixteen members of the school's 
faculty are serving In the armed 
forces. Those on war leave from the 
College are: Capt. Raymond J, i ><>n, 
Lt. C. Pealrs Wilson: Lt. (Jg) Wil- 
fred H. Pine; Ens. Don B. Crum- 
baker; Lt. H, D. Hollembeak; Lt. 
(Jg) Robert F. Sloan: Dr. Harold E. 
Myers; Ens. Hugh Q. Myers; Lt. 
Ralph B. Cathcart; Capt. D. L. Mack- 
intosh; Lt. Glen H. Beck; Lt. R. P 
Ealy; Lt. (Jg) C. J. Blrkeland; Hol- 
land T. Johnson S 1/c, and Wllbert 
Greer MM 2/c. 

William Harold Metsger, associate 
professor of soils and member of the 
school's staff for 18 years, died July 
7, 1942. 

Dr. A. D. Weber has succeeded Dr. 
C. W. McCampbell as head of the De- 
partment of Animal Husbandry. 

Most of the school's departmental, 
honorary and professional organisa- 
tions are inactive because of the 
limited enrollment. But the sponsors 
have high hopes for their reorganisa- 
tion when the war is over. 

The main social function, the Ag 
Barnwarmer, was held as usual this 
year, but on a much smaller scale 
than In the prewar days. Queens were 
the two women students enrolled In 
the school. 



Promotion for Thackrey 

R. I. Thackrey, former hesd of the 
Department of Industrial Journalism 
and Printing who had been on leave 
for naval service, was made Dean of 
Administration following his release 
from the Navy In September. He wss 
a lieutenant In the training literature 
section of the Navy's svlatlon training 
division and was released from active 
Naval duty on request'of President 
Eisenhower. This was In line with a 
policy of the Navy Department re- 
garding men over 38 years of age 
whose services are requested for im- 
portant civilian Jobs. 

He now aids the President In corre- 
lating curriculum changes to meet 
postwar needs and In coordinating 
rehabilitation and other federally- 
sponsored programs. In addition he 
has taken over summer school duties 
formerly handled by E. L. Holt on, 
head of the Department of Education 
and dean of summer school for many 
years. Dr. Holton will continue as 
head of the education department, 
but by the end of the 1944-46 school 
year. In accordance with a Board of 
Regents ruling, he must be relieved 
of all administrative duties. 

New Journalism Head 

R. R. Lashhrook has recently been 
appointed head of the Journalism de- 
partment to succeed Dean Thackrey. 
There are several acting heads of de- 
partments in the school at the present 
time. Prof. L. E. Hudiburg, assistant 
dean of arts and sciences, is acting 
head of the Department ot Physics 
during the leave of absence of Prof. 
A. B. Cardwell. Dr. Ralph Parker Is 
serving in the same capacity In the 
Department of Entomology while 
Prof. Roger Smith is on leave. 



and Management War Training pro- 
gram. Persons trained have helped 
man machines in war plants through- 
out the Midwest. 

Civilian employees ot the Army 
Signal Corps took 12-week pre- radar 
courses, while employees of the Army 
Air Forces took airplane Inspection 
courses. In addition, several courses 
were instituted to prepare civilians 
for work as Inspectors and draftsmen 
in war industries. 

Engineer Woman Editor 

In the School of Engineering and 
Architecture, as in many other cur- 
rtculsr and extra-curricular activities 
of the College, women have "rushed 
in" where before they "feared to 
trod." Not only are women regularly 
enrolled in the school but the K. 8. 
Engineer has a woman editor and 
another on the business staff. 

The annual Open House has been 
discontinued for the duration, but 
the usual St. Pat's Prom with the 



practice, died January li, 1*4*, al- 
ter serving 80 years on tho faculty. 
Walter Ward, professor of engineer- 
ing extension, died November 21, 
1943. He had been employed by the 
College for 28 years. 

Engineering research In the school 
Is going on at s more advanced rate 
than ever before since the load of 
resident instruction Is considerably 
lighter. The College Is developing 
plans for an annual Industrial Week 
on the campus. This annual confer- 
ence, held In cooperation with the 
Kansas Industrial Development Com- 
mission, and numerous Industries ot 
the state, will meet a need in the In- 
dustrial field long filled by Farm snd 
Home Week in the rural field. 



Leading the schools of the College 
in enrollment is the School of Horn© 
Economics headed by Dean Margaret 
M. Justin. The enrollment this fall 
selection of a St. Pat and St. Patricia is 562 as compared with 636 a year 



36 On Leave 

Thirty-six members of the school's 
faculty from 16 departments are on 
war leave from the College. These In- 
clude by departments: 

Bacteriology: Capt. H. J. Peppier, 
Capt. Thomas H. Lord, and Major 
M. J. Twlehaus. 

Chemistry: Major Hubert W. Mar- 
low, Capt. C. H. Whitnah, and Ens. 
B. S. Stlckley. 

Economics and Sociology: Sgt. E. 
S. Bagley, Lt. -<Jg) Oscar S. Gelleln, 
and Glenn Long, 

Education: Capt. R. C. Langford 
and Hale H. Brown. 

English: Lt. Clarence E. Baker and 
Lt. Russell Laman. 

Entomology: Dr. Roger C. Smith. 
Journalism and Printing: Lt. (Jg) 
Albert Horlings. 

Mathematics; Dr. D. T. Slgley, Dr. 

G. C. Munro and Dr. H. C. Fryer. 
Modern Languages: Sgt. Donald F. 

Munro. 

Physical Education: Lt. J. H. 
Adams, Lt. Owen L. Cochrane, Lt. J. 

H, Gardner, Lt. C. S. Moll, Lt. W. H. 
Schutte, Capt, B. R. Patterson, Lt. 
Frank J. Thompson and Miss Helen 
Saum. 

Physics: Dr. A. B. Cardwell, Dr. 
J. S. Allen, E. K. Chapln, Dr. J. H. 
McMlllen, and Dr. 8. E. Whttcomb. 
Speech; Lt. Norman C. Webster. 
Zoology: Capt. Charles H. Lock- 
hart and Lt. Leo H, Petri. 

Geology: Capt. Frank E. Byrne. 



was held in the spring. 

26 On Leave v , 

Twenty-six members of the engi- 
neering school's faculty are on leave 
for war service, either as a member 
of the armed forces or employed in 
essential war industry and research. 

Serving In the Army or Navy are: 
Ens. Walter M. Carleton, Lt. Col. A. 
O. Fllnner, Lt. (Jg) R. A. Jones, Ens. 
Philip G. Kirmser, Lt. J. W. Martin, 
Capt. C. M. Moeller, Capt. F. W. Mat- 
ting, Ens. Arthur W. Pryor, Ens. F. 
J. Sullivan, MaJ. D. C. Taylor and 
Ens. Eugene Wasserman. 

These are doing other war work: 
V. D. Carver, A, H. Duncan, John F. 
Eppler, O. D. Hunt, George LeBre- 
ton, E. J. McCormlck, W. M. Mc- 
Donald Jr., Claude E. Patnode, C. B. 
Pearce, Dr. Harner Selvldge. Max 
Silkman, E. L. Sltz, Wilson Tripp, Joe 
E. Ward Jr. and M. R. 



2 Professors Die 

Edward Grant, instructor in shop 



ago and approximately 700 in pre- 
war years. 

Dr. Martha Kramer, who returned 
last winter to the United States on 
the Gripsholm after having been in- 
terned by the Japanese In China for 
many monthB, Is a new member of 
the faculty. Miss LeVelle Wood is on 
war leave with the American Red 
Cross and is stationed somewhere 
overseas. 

Hospitality Rays 

Hospitality Days is still an annual 
event to which the entire College 
looks forward. Wartime restrictions 
have limited the exhibits and the at- 
tendance, but authorities considered 
the approximately 700 visitors last 
spring quite a good representation. 
The shortage of men Btudents made 
dates to the Hop harder to get, but 
the large crowd Indicated the affair a 
success. 

The service division of the Mar- 
garet Justin Home Economics Club 
devotes most of Its time now to vol- 
( Continued on page four! 



ARTS AND SCIENCES 

Second largest school in the Col- 
lege this fall with an enrollment of 
491 Is the School of Arts and Sci- 
ences. One hundred seven men snd 
384 women are distributed through 
this school's various departments and 
currlculums. 

In spite of the decreased enroll- 
ment, compared to the prewar stand 
ards, there Is still considerable ac- 
tivity In each of the departments of 
the school. Several of them keep 
up-to-date records of graduates snd 
former students now In the 



Newsletters 

Frank L. Myers In the athletics 
partment publishes sn "Our 
newsletter for K -State lettermsn In 
the armed forces. .The Journalism 
department keeps graduates informed 
of each other's doings through The 
Fourth Estate, published annually, 
and "The Little Fourth Estate" which 
goes monthly to those In the 
whose addresses are known. 



Although enrollment In the School 
of Bnglneerlng and Architecture hss 
been much reduced by the wsr, this 
School has by no means been Idle 
since you in the service went away. 

While there are only 148 enrolled 
In engineering and architecture, all 
of them civilians, Including 12 women 
this semester, last year the school 
aided the College In training appro* 
lmately 700 Army Specialized Train 
lng students In both basic and ad 
vanced engineering. Basic engineer- 
ing training wss discontinued In 
March, 1944, but the last of the ad- 
vanced engineers did not leave the 
campus 



lions have had to be 
the duration, hut 



strong. A new 



Dean R. A. Seston returned to Kan- 
sas State in 1942 from nearly two 
years' service with the United States 
Offlce ot Education In Washington, 
D, C, where he had organised and 
directed a nation-wide program of 
abort courses designed to meet the 
wartime shortage of engineers, cfaem 
ists, physicists, and production super- 
visors. Upon his return be was 
chairman of ths College Wsr * 
log Committee and had general 
su por vision of the Army program here 
at K -State. 

The short courses for wsr Indus- 
try training which Dean Seston or- 
ganised snd directed on a national 
basis have been offered on the 
pus for almost tour years. Mors 
1,000 students have studied at Us 




of the Season 



Aggie Hardware and Electric Co. 

Art Craft Printers 

Brewer Motor Company 

Brown Musle Co. 

Chappell's Creamery 

College Book Store 

College Canteen 

College City Bus 

Cole's Military Store 

Cole's Department Store 

Bel Close, Jeweler 

Don and Jerry Clothiers 

Dock wall's / 

Farrell Service Station 

First National Bank 

OlhbB Clothing Co. 

GIHett Gift Shop 

Olllett Hotel 

Kansas Power and Light Co. 

K*s Gift Shop 

Leon's Shoe Store 

Manhattan Army Store 

Manhattan Bootery 

Paul Dooley, Jeweler 

Palace Drug Stores 

Poteet's Dress Shop 

Reed's Time Shop 

Roberts' Furniture Store 

Richards* Paint and Wallpaper Co. 

Sherer Drug Store 

Stevenson Clothing Co. 

Sager Electric Co. 

The Shamrock Tavern 

Theatres, Ware ham, State, Carlton 

Union National Bank 

Terne Boyd's Conoco 

Ward Keller Department Store 

Ward Keller Shoe Dept. 

Wareham Hat Shop 

Wareham Hotel 

Waters Hardware Co. 



S 



These Manhattan Merchants have helped 
to make possible this "Battle Baby" 
edition of The Collegian. 
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Your College Looks to the Future 



For the past year members of the 
Kansas State College Postwar Plan- 
ning Committee, appointed by Presi- 
dent Milton S. Eisenhower, have been 
gathering Information, meeting for 
discussion and writing recommenda- 
tions for action which will enable the 
College to meet its responsibilities In 



One of the committees of thti or- 
ganisation is the Postwar Planning 
Committee on Educational Adjust- 
ments. The 39 members of Its nine 
subcommittees have been considering 
specific problems within the general 
field. 

The subcommittee reports include 
liberalising technical currlculums, 
comprehensive courses, irregular ad- 
missions and credit, courses not lead- 
ing to a degree, testing and counsel- 
ing and counseling and visual educa- 
tion. 

The subcommittees had four ob- 
jectives In their planning: 

1. Provide sound technical or profes- 
sional education. 

2. Help each student obtain a work- 
ing understanding of each of the 
great fields of human knowledge. 

2. Help develop sound Judgments In 
all fields with which democracy 
has to work and give students 
practice In arriving at those sound 
Judgments. 

4. Give the student an understand- 
ing, deep and abiding faith In 
democracy and a willingness to 
work for democracy. 

No "Scholastic Hoops" 

Men and women returning from the 
Armed Forces will not be asked to 
Jump through any "scholastic hoops" 
at the College. The committee on 
postwar educational adjustments has 
recommended that the College ac- 
cept students, whose education was 
interrupted by war service, with the 
preparation they have and to give* 
them the training they 



Two federal laws provide for fi- 
nancial aid to veterans who wish to 

continue their education or take "re- 
fresher" courses after the war. 

They are Public Law 346. the Ser- 
vicemen's Readjustment Act of 1944, 
generally known as the "GI Bill of 
Rights," and Public Law 18, which 
provides for vocational rehabilitation 
of veterans who have a service-con- 
nected disability rating of at least 10 
percent and are Judged by the vet- 
eran's administration to be In need 
of rehabilitation training to overcome 
their handicaps. 

Here are answers to some of the 
questions covering these two laws. 
First are summarlxed the major pro- 
visions of Public Law 346 as apply- 
ing to education. Following that Is 
lees-detailed information on Public 
Lav 16. These are not detailed sum- 
maries. Detailed information can be 
obtained from the Veterans Admin- 
istration, or by writing the College. 



Public Law 
01 Bill of Rhrhta 



Recommendation* 

The committee has recommended 
partial abandonment of the previous 
system of records and prerequisites, 
and the use of a system that enables 
the Institution to meet the needs of 
individual students. Recommenda- 
tions of the committee follow those 
-of a committee appointed by the pres- 
idents of the five state supported 
higher education institutions of Kan- 
sas. In general they agree with rec- 
ommendations made by regional and 
national conferences and by many 
educational bureaus, Including those 
yof the United States Armed Forces 
Institute. 

Studente having completed their 
basic military training In any branch 
of the service will receive four se- 
mester hours of credit for college 
basic military training and an addi- 
tional hour for each six months spent 
In the armed forces up to a total of 
eight semester hours of college credit. 

Btndenta who have been commis- 
sioned In some branch of service, al- 
ter completing a course #ri officers' 
training, will be allowed credit for 
college advanced military training up 
to 12 semester hours. The combined 
total for basic and officers' training 
Is not to exceed 16 semester hours 
(equivalent to basic and advanced R. 
O. T. C). 

Credit for technical training In the 
armed services will be given aft ex- 
amination as recommended by the 
Armed Forces Institute. 

Credit for college correspondence 
study courses will be given as certi- 
fied through the Armed Forces Insti- 
tute. 

Credit for work in the Army Spe- 
cialized Training Program, the Navy 
College Training Program (V-12), 
and the Army Air Forces Pre-Meteor- 
ology (B and C) training programs 
will be granted on the same basis as 
other advanced standing credit. Army 
Air Forces pre-fllght and College De- 
tachment work will be accepted by 
examination. 

Regulations governing admission 
of war veterans and others whose edu- 
cation was war-Interrupted, are to 
be liberalized to cover all veterans. 
Residence requirements for degrees 
also are to be liberalized. 

War veterans are to be admitted 
as special students even though they 
have not graduated from high school. 
Such students also will be eligible for 
short courses In 
tlonal and industrial 

Refresher courses are to be pro- 
vided by the various schools ot the 
College as needed by veterans whose 
college work has been interrupted. 

Courses taken by veterans In the 
Vocational School of the College will 
be accepted for College credit if vali- 
dated by examination. 

taken In cur* 
not leading to a 
to 



Q. What types of educational pro- 
grams are offered? 

A. Continuance of any educational 
program interrupted by the war; or 
refresher or retraining courses for 
those who have completed their 
planned program but need refresher 
work before entering civilian life. 
(The programs may be below college 
level, at college level, or at the gradu- 
ate level.) 

Q. Who is eligible lor aid In con- 
tinuing an educational program? 

A. Anyone who has been in active 
military or Naval service on or after 
September 16, 1940; served 90 days 
or more; been discharged under con- 
ditions other than dishonorable; and 
whose education has been impeded, 
delayed, Interrupted or interfered 
wfth by entry into the service. The 
law provides that time spent In an 
ASTP program or Navy college pro- 
gram which was a continuation of a 
veteran's civilian course and was pur- 
sued to completion, cannot be counted 
In determining his eligibility under 
this law. 

Q. What constitutes having edu- 
cation "Impeded, delayed, Interrupted 
or Interfered wltht" 

A, If you were not over 26 at the 
time you entered service, thiB is as- 
sumed. If you were over 26, you must 
submit evidence that you were fol- 
lowing an educational program that 
was interrupted. (Thus, a student 
who was taking graduate work at the 
time of entry into the service but who 
had not completed the requirements 
for an advanced degree would be 
eligible, even though over 26.) 

Q. Who is eligible for a refresher 
or retraining course? 

A. Any veteran, regardless of age, 



is eligible provided he has satisfied 
the requirements as to 90 days of 
service and type of discharge. 

Q. Is any one with less than 90 
days service entitled to beneflu? 

A. Tee. Those who have service- 
connected disabilities. 
Q. Are women eligible? 
A. Yes. On the same basis as men. 
Q. Just what are the beneflu al- 
lowed? 

A. Payments to the veteran are 
160 a month for subsistence if tingle, 
or |75 a month if married. In addi- 
tion, the cost of tuition, books and 
fees up to $600 for each ordinary 
school year (two semesters) will be 
met by the federal government. Sub- 
sistence payments go to the veteran, 
those Tor tuition, books and fees to 
the school. The amount allowed la 
sufficient to cover all tuition, books 
and fees in the various courses at 
Kansas State College. 

Q. For how long a period am I 
eligible? 

A. If you qualify at all, for educa- 
tion or training other than In re- 
fresher or retraining courses, you are 
entitled to at least one calendar year 
of education, and to an additional 
period roughly equivalent to the 
"t length of time spent In the service 
after September 16, 1940, up to the 
end of the war, but not more than a 
total of four calendar years. (You 
must apply within two years after 
discharge or the end of the war, 
whichever Is later, and must complete 
all work within seven years after the 
end of the war. It is not necessary 
to attend college the year around. 
Also, If your period of eligibility runs 
out during a semester, but after the 
mid-point, you can complete the se- 
mester, receiving the benefits of the 
act. 

NOTE: Those entering refresher or 
training courses are eligible for only 
a year of that type of work. 

Q. Do I have to take a full-time 
college load? 

A. No, but subsistence payments 
may be reduced according to the load. 



How To Apply 

A. You don't need to do anything 
until you are discharged. Then if you 
wish to attend Kansas State College, 
you can apply to the regional Vet- 
erans Administration offices at Wich- 
ita or the regional office at which 
your C-folder Is located. Any region- 
al office will advise you. Or you 
can write or come directly to Kansas 
State College, which will forward- your 
application through the proper chan- 
nels. The College is authorized by 
the Veterans Administration to ad- 
mit those It believes to be eligible and 
let them get started on their work, 
pending determination of eliglbilltr. 
Of course, it will help all around If 
you apply as far In advance as yoo 
can. State that you are a discharged 



veteran, and give the name of the Col- 
lege you wish to enter. Proper forms 
will be sent you. 

Q. What about courses taken In 
the armed services? 

A. On request, the U. 8. Armed 
Forces Institute will assemble the 
complete record of both military and 
naval personnel, and send It to the 
institution designated by the man 
making the request. Since preparing 
and evaluating the record takes time, 
you should write the Armed Forces 
Institute well In advance of the time 
you expect to make use of your rec- 
ord. Write United States Armed 
Forces Institute, Madison 3, Wiscon- 
sin, and ask for USAFI form 47, "Re- 
quest for Report of Educational 
Achievement." Then follow instruc- 
tions. 

Public Law 18— 
Vocational Rehabilitation 

Q. If I am eligible for education 
under either this law or the GI Bill, 
under which should I apply? 

A. Pension payments under the 
Vocational Rehabilitation Bill are 
generally higher than the subsistence 
payments under the OI Bill. Under 
Public Law 16, your complete educa- 
tional program is taken care of. Ir- 
respective of your length ot service. 
Benefits Include pension, medical 
care, vocational counseling, tuition, 
books, fees and the tike. It Is neces- 
sary under this law that you set an 
"employment objective," — that Is, 
some specific Job or type of work 
which you can All after completing 
your training. 

For Further Information 

For further Information write; Co- 
ordinator of Veterans Affairs, Kan- 
sas State College, Manhattan. If 
questions concern only matters of ad- 
mission and college credits, write: 
Director of Admissions, 
College. 



on the Union 




Definition! 

Study In any field of knowledge 
which will lead to the development 
of a broader understanding and a 
more tolerant attitude toward all 
phases of human activity, Is a liberal- 
ising course. 

Recommendations i 

"A certain minimum of Instruction 
should be given In each of the es- 
sential fields of human Interest be- 
fore a person can be considered as 
liberally trained. 

"Course content is only one of the 
elements contributing to liberal and 
professional training of students. 
That the total College atmosphere 
and the personality, liberal viewpoint 
and teaching ability of each faculty 
member are equally Important. 

"Each curriculum should Include 
six to 10 semester hours of required 
courses In each of these fields, social 
science, physical science, biological 
science, and the humanities (includ- 
ing philosophy). 

"Courses taken in these fields 
should be comprehensive or Inte- 
grated courses, when not basic to 
the student's professional field." 



of one general field such ae English 
or history. Such courses would trace 
the development of the field, show its 
applications to major fields of human 
enterprise, and provide 
tence In the field. 

The committee also suggested „ 
fesslonal summary courses for the va- 
rious professional currlculums in the 
last year of College, provided a gener- 
al review for developing cohesion of 
the knowledge obtained throughout 
the College career for the purpose of 
bringing into focus and showing In- 
terrelationships with other fields or 



SIUDENT PERSONNEL DIRECTOR 

The College committee on Postwar 
Educational adjustments has recom- 
mended the appointment of a director 
of student personnel to coordinate all 
testing and counseling work. The rec- 
ommendations also call for the crea- 
tion ot a board ot counselors under 
the chairmanship of the director ot 
student personnel, with representa- 
tives from each School of the College, 
offices of the Dean of Women and the 
Men's Adviser, and the supervisor of 
testing. 

The recommendations also call for 
the establishment of a decentralised 
advisory system with faculty advisers 
within each school, and expansion of 
the present office of records for co- 
ordination of all student records per- 
taining to testing and counseling. 

General recommendations on test- 
ing call for continued cooperation 
with high schools In testing and gui- 
dance programs, expansion of facili- 
ties for Individual post- registration 
lests requested by students, and an 
expunsion of pre-reglstration testing. 



Greater use of visual methods both 
In extension and resident instruction, 
is among many general recommenda- 
tions made by the committee on Post- 
war Educational Adjustments. The 
committee recommends a standing 
committee on visual education to ob- 
tain and make available to the fac- 
ulty information on methods in visual 
education, sources of films and sim- 
ilar information. 

Three-hour Course 



Another recommendation was that 
a three-credit-hour course in visual 
education be offered at the College. 

Other recommendations had to do 
with extension of the physical facili- 
ties for visual education. These rec- 
ommendations include the establish- 
ments of a library for visual aids, pro- 
vision for at least one 16 mm. project- 
or In each school of the College, and 
provision for availability In each de- 
partment of a room suitable tor the 
showing of still o 
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Definition i 

The committee said Its concept of 
comprehensive courses Is that of 
"courses outside the field of the stu- 
dent's specialization, covering a 
broad field of knowledge Including 
its historical development, the essen- 
tial principles, bases and concepts and 
the relation to other fields and to 
human living. The comprehensive 
course should provide the student 
with the ability to grasp and orient 
significant facts and Ideas In the 
field. Comprehensive courses should 
not be assumed to provide the basic 
or foundation knowledge needed by 
a student who would become a spe- 
cialist In that field." 

Recommendation*! 

The committee recommended spe- 
cifically that there be adopted at Kan- 
sas State College four courses de- 
signed to provide an introduction to 
the basic knowledge of a group of re- 
lated subjects comprising a general 
field. The fields suggested were social 
studies, biological sciences, physical 
sciences, and the humanities. Each 
of the four courses would carry six 
to 10 hours credit. The curriculum 
selected would determine which 
courses the student would be re- 
quired to take. The committee rec- 
ommended that the comprehensive 
course or courses In the field of the 
student's specialisation not be re- 
quired. The eommjttee recommend- 
ed that the comprehensive courses be 
offered In the fall of 1941. 



Ninety-nine of 166 Kansas State 
College professors who replied to ft 
questionnaire sent out by the Ameri- 
can Association of University Pro- 
fessors on the subject of universal 
military training were In favor of 
such training. Forty persons were 
against the proposed training and 17 
were uncertain. 

Legislation Presented Soon 

The answering of the question was 
based upon several assumptions, The 
training would be for one year under 
the exclusive control of the armed 
forces. Training should be given not 
before the 17th nor later than the 
21st birthday. Training should be 
for all men physically qualified, 
whether tbey had or had not been 
graduated from high school before 
their 21st birthday. Legislation pro- 
viding for such training would become 
operative upon the termination of se- 
lective service. The trainee would be 
prepared physically, mentally, emo- 
tionally and technically for the intri- 
cate demands of modern mechanized 
warfare. 

Indication of strong sentiment 
against the federal government he- 
coming Involved in vocational train- 
ing or any other type of compulsory 
training outside the military field 
was expressed by 66 faculty members 
who were not In favor of all physi- 
cally able young men receiving mili- 
tary training for only part of the 
year with the rest of the time spent 
obtaining work experience, vocational 
training and general education. 
Thirty-four favored this type of pro- 
gram. The majority of the faculty 
did not favor a year's military train- 
ing for only part of the physically 
able men while the others received 
a year of work experience, vocational 
training and general education. 

Join the Kansas State Alumni As- 
sociation and be active in insuring 
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Hill Happenings Since You Went Away 



SOCIALLY SHAKING 

What's been cookln' socially on the 
K -State campus since you left? Ia 
spite of the war we still hare our so- 
cial life, for that's a big part of col- 
lege, yon know. The lack of men and 
dance bands has cut our fun down 
but here's the way we manage: 

There's only one formal party a 
year instead of the usual two for 
each sorority and fraternity. Some of 
them even combine their efforts on 
the big party — for example, the Slg 
Alphs and Sigma Nob have combined 
their Belle Ball and White Rose for- 
mats for the duration, 

■ 

House Parties 

House partlest Yes, of course, but 
not as many as In the "good old days." 
The Kappa Slgs are having their Red 
Dog Inn party again this winter. The 
sororities still have their open houses 
or hour dances on week nights for 
fraternity men. Nowadays it takes 
most of the fraternity men on the hill 
to make enough dance partners for 
one sorority. . . . 

ThiH fall there was a Panhellenlc 
Open House given by the sororities 
for all the men on the campus. 

The Independent women have two 
active groups — Amlcossembly for all 
women living in organized indepen- 
dent houses, and Am is tad for all oth- 
er Independent women. These groups 
have had leas, formal parties and 



you; I'm fine," has been given a war- 
time version. Now when one coed 
greets another on the campus It la, 
"Where's your man nowT" And the 
answer may be anything from "boot 
camp In Idaho" or "OC8 In Georgia" 
to "the front line In Germany" or 
"an Island In the South Pacific." 

Patches, Intignias 

A quick survey of campus fashions 
shows that K-State coeds are proud 
of their men. The shoulder patches 
and lnsignlas you send back to your 
girls are being worn on their Jackets 
and coats. A coed Is as thrilled the 
day she gets your wings as the day 
you were when you got them. She 
wears them just as proudly. A favor- 
ite lapel plu Is a bar from that fa- 
vorite lieutenant or ensign. 

They know how important mall 



Independent students outnumber 
Greeks on the campus approximately 
two to one. The Independent organ- 
ization Is working through the Col- 
lege supervised women's residence 
halls, which Include Van Zlle Hall 
and Annexes I and II; through the 
various women's organised houses 
under Amlcossembly: and through 
the Independents' baby organisation, 
Am Is tad, for women not living In or- 
ganised houses. No men's houses are 
active, 

Amlstad 

Organized last spring, Amlstad 
(Spanish for friendship) Is now a 
growing organization of from 75 to 
100 members. It has a potential mem- 
bership of nearly 250. The group has 
undertaken several worthwhile proj 



A Letter From Elsenhower 



President Hilton S. Eisenhower, at 
the request of the magazine, Country 
Gentleman, has written a 2,600 word 
letter to men and women In the armed 
forces. This article will appear in a 
forthcoming overseas edition of the 
Country Gentleman. Only 100,000 
copies will go overseas. Former Kan- 
sas State students should be especial- 
ly interested In this account of home 
front activities. 

Robert Reed, a Kansan. is 
of the magazine. 



RECOCT WIS TOTAL $355,000 

A comparatively new organisation 



riculums after the war that will fit 
men and women to manage cafea and 
similar food establishments, and to 
prepare women for 
borne nursing, and food 

Students In Army 

Many graduate dietitians are tak- 
ing their internship In Army hospi- 
tals, and recent graduates in nursing 
are members of the Cadet Nurse 
Corps. 

Since Van Zlle Hall has been re- 
leased by the Army, dietitians are 
again taking their training In that 
kitchen. Last year they were trained 
at the College-operated 
House, 1414 Fairchlld. 



call la to you, but did you ever stop ec t B such as rolling bandages and 



A pre-election dance and a victory 
dance following the freshman class 
election was on the date calendar for 
all Independent 



If you'd come back to Kansas State 
the night before Homecoming, you'd 
have felt right at home. You see, we 
had the annual Homecoming Ball 
Just like old times. The band was OI, 
but there on the front row was Pfc. 
Matt "Pappy Zeke" Betton giving out 
with arrangements that all Kansas 
Staters love. 

Along in the spring when it comes 
time for more beauty queens, K- 
Staters will have the Royal Purple 
Beauty Ball to look forward to. And 
speaking of spring dances, there's 
still the St. Pat's Prom, sponsored 
by all the engineers, with St. Pat and 
St. Patricia reigning over the danc- 
ing crowd. As long as we're on the 
subject of formal dances, we mustn't 
forget the Hospitality Hop sponsored 
by the home ecs In the spring during 
Hospitality Days. 

On the informal side is the annual 
Ag Barn warmer which has survived 
despite the rigors of war. This year 
there were two queens. They were 
the two women students in the Bchool 
of Agriculture. Veterinary medicine 
students still have the Javamarac. 
After all, there are more vets left 
than other men. But, since the war, 
they've done away with the dinner 
(food service Is hard to get) and cele- 
brate with only a dance at the Avalon. 

Varsities 

Varsities T Well, yes, but not as 
often as they used to be. Purple Pop- 
sters sponsored the annual Golddlg- 
ger varsity again this year. Tou should 
have seen the corsages which the girls 
made for their dates! Everything 
from powder puffs to vegetable gar- 
dens. There was a swell varsity the 
night of Homecoming too. 

That Just about sums up the social 
life of Kansas State In wartime. With 
the accelerated program and semes- 
ters shortened to 16 weeks we don't 
have quite so much time for play. 
But we'll be content to dance to re- 
cordings and cut down some on our 
gaiety until many of you return to 
help bring K-State's social lite back 
to par. 

GIRLS 'HOLD DOWN' KSC 

Wander back through your dreams 
to Kansas State. You won't find things 
so changed. 

The hollows In the steps of Ander- 
son Hall have worn a little deeper. 
Lots of footsteps have gone up and 
down them since you left. Bat the 
Ivy leaves turned that same lovely 
shade of red this tall that they al- 
ways turn. 

Not very many noisy Jalopies 
bounce over the campus drives now, 
but the green and yellow city busses 
still rattle through the campus every 
16 minutes, Harry still guides traf- 
fic south of Anderson Hall. 



Invade Schools 

Schools of Engineering, Veterinary 
Medicine and Agriculture have been 
invaded by women. However, girls 
haven't taken over the football team 
yet; they aren't drilling with the 
ROTC boys either. And you were well 
represented in the stadium in the 
cheering section this year. The 
Wampus Cats made a comeback, and 
two of the six cheerleaders were 



to think how Important It ia to them. 
"A letter for you" is Just about the 
best news a girl can hear these days, 
provided It Is from the "right guy," 
And did you ever dream you'd be a 
pin-up hoy? Your pictures decorate 
everything from bedroom walls to 
billfolds and lockets. 

"Do I Worry I" 

Do some of you worry about all the 
girls being married by the time you 
get backT That Is a mutual worry. 
These pictures of Australian brides 
and stories of English brides coming 
to the United States don't exactly 
put an American girl's mind at ease. 
They're wondering, "Will there be 
any eligible fellows returning?" 

For the time being girls have more 
or less taken over K-State, but don't 
let the situation bother you. Every- 
one will be so glad to have you back 
that the coeds won't mind giving up 
a few of their war time privileges 
when you return. And they hope you 
won't find things too changed In your 
dreams now, or when you really come 



making scrapbooks for crippled chil 
dren's hospitals. Amlstad Is now 
planning a formal dance for the 
spring semester. The organization 
meets twice monthly in Recreation 
Center, 

AmicossemtJly 

Amicossembly In its fourth year of 
existence Is composed of 14 organ- 
ized independent women's houses 
with a total of approximately 175 
women. Houses organized this year 
are Arcadia, Aloha Cottage, Chatter- 
box, Clark's Gables, Coed Court, Hill's 
Heights, Keim'e Kabana, La Ffel, 
Maisonelle, Moore th' Merrier, Pal O' 
Mie, Shanty, Sky wood Hall and Tra- 



Sororltles 

Sorority membership hit an all- 
time high this year with 871 Kansas 
State coeds wearing the pledge or 
active pins of Greek social organiza- 
tions. This number represents 37.3 
percent of the total number of wo- 
men enrolled. 

Kansas State's seven sororities 
pledged 126 women during rush 
week. There was a record attendance 
of 166 women at rush week functions. 
The sororities and the number 
pledged by each: PI Beta Phi, 25; 
Chi Omega, 23; Alpha Delta PI. 18; 
Alpha XI Delta, 13; Delta Delta 
Delta, 16; Kappa Delta, 10; and Kap- 
pa Kappa Gamma, 21. 

Fraternities 

Nine of the 16 fraternity houses 



are rented to private families and the 
Sigma Alpha Epsllon and Sigma Nu 
houses are used as annexes to Van 
Zlle Hall, girls' dormitory. 

Of the 128 fraternity men, 95 live 
in fraternity houses. The men of 
Phi Delta Theta, Sigma Nu and Sig- 
ma Alpha Epsllon are living In the 
Phi Delt house. Other houses open 
are Alpha Gamma Rho, Delta Tau 
Delta, Kappa Sigma and Tau Kappa 
Epsllon. 

One fraternity has 28 members; 
two have 23 men; two have only one 
member each. No matter how small 
the membership, none of the groups 
have officially declared themselves In- 
active. They are all looking forward 
to the day they can resume their place 
in campus life. 



This association annually sponsors 
a spring formal, takes part in Y- 
Orpheum, selects its candidates for 
queens and other contests, holds sev- 
eral mixers or picnics and sends 
Christmas boxes to men in the hospi- 
tal at Fort Riley. The Amlcossembly 
Council, made up of two girls from 
each of the 14 bouses, meets monthly 
at the various houses to transact the 
business of the organization. 

Van Zlle Hall 

Army trainees were housed in Van 
Zlle Hall last year, but once again 
the women's residence hall Is inhab- 
ited by coeds. In fact, the number of 
women enrolled at Kansas State this 
fall made necessary the use of the 
Slg Alph and Sigma Nu houses as 
residence hall annexes I and II, Each 
Is housing 40 to 46 girls under super- 
vision similar to that at Van Zlle 
Hall. 

Political Life 

More pep has been shown by the 
Independents on the campus recently 
than has been evidenced for several 
years. The Independent Party had 
several lively election dances this fall. 
They campaigned vigorously for their 
candidates and amassed a heavy vote 
in class elections, taking all fresh- 
man class offices. 



Is the Kansas State College 
ment Association, a non-profit corpo- 
ration which serves as a co-ordlnator 
of private gifts to the College. It Is 
hoped that with gifts received by 
the Endowment Association, campus 
improvements which cannot be fi- 
nanced through state funds, may bo 
made. Some of these are 
halls for both men and women, a 
pus chapel, scholarships and fellow- 
ships, furnishings for the new Stu- 
dent Unfon Building, and endowed 
chairs and lectureships. 

A recent Incomplete survey of the 
campus revealed that more than 
8355,000 has been made available to 
the College since July 1. 1944, by 
business and commercial firms and 
individual friends of the school in 
the form«of gifts, endowments and 
grants. This money, much of which 
has been handled by the Kansas State 
College Endowment Association, is to 
be used for scholarships, financing re- 
search and campus improvements. 

Scholarships 

One hundred four scholarships, fel 
lowships and graduate and research 
assiBtantshlps totaling approximately 
$13,300 annually are available at the 
College. 

Already 86.500 has been given to- 
ward the construction of a chapel. 
The Duckwall family of Abilene con- 
tributed $5,000 for this fund. Mrs. 
Mattie Malls Coons, Manhattan, made 
the initial gift of 1 1,500 to start the 
chapel fund. 

An unusual gift recently was an 
annual dinner for presidents of all 
campus organizations by Mr. and Mrs. 
B. M. Anderson of Kansas City, Mo. 
The first of these dinners to be known 
as the Anderson Dinner will be De- 
cember 15. 

The largest gift is $200,000 from 
the William Volker Charities Fund, 
Inc., of Kansas City, Mo., for the 
establishment of an Institute of 
American Citizenship. The endow- 
ment will be used over a five-year 
period. 



Political Life 

Greeks have organised into an In- 
terfraternlty Council with members 
from both sororities and fraternities 
and Into an Interfraternlty Pledge 
Council made up in the same manner. 
The Women's Panhellenlc Is still ac- 
tive. 

Class office elections resulted in an 
all-Greek victory in the sophomore, 
Junior and senior classes. The Stu- 
dent Council is composed of six Greek 
members and three Independents. 

Social Life 

Fraternity men were entertained 
by all sororities at the Panhellenlc 
open house and on week nights It't 
not uncommon to see a group of fra- 
ternity men walking up the steps of 
a sorority house to attend as "hour 



Something unique among land- 
grant colleges is the Institute of 
American Citizenship to be established 
soon at Kansas State College with 
$200,000 provided by the William 
Volker Charities Fund, Inc., of Kan- 
sas City, Mo. The endowment Is to 
be spread over a five-year period. 

The Institute of American Citizen- 
ship will have a three-fold 'prog ram, 
including resident instruction, adult 
extension and research. At least four 
courses for both graduate and under- 
graduate credit will he ottered as part 
of the resident instruction. One will 
be a comprehensive course on the 
development of American life and 
government, one on municipal and 
state democratic procedures, a third 
dealing with the federal government 
and a fourth course on methods that 
can best be used by teachers to make 
the study of history, civics and citizen 
participation an exciting adventure 
for young students. 

The adult extension program will 
Include radio programs and discus- 
sion meetings with the College fac- 
ulty, Farm and Home Week audi- 
ences, 4-H Club groups and other 
groups throughout the state. The re- 
search program will include studies 
of the most effective methods used In 
citisen education at other colleges 
and universities, practical studies of 
good and bad practices In the govern- 
mental functioning of selected cities, 
and studies In other significant aa- 



Recent Gifts 

Women all over the state are hard 
at work raising funds for the con- 
struction of a residence hall for wo- 
men. The Home Demonstration units 
of rural Kansas women have pledged 
$200,000 for this purpose. Here In 
Manhattan the local residence hall 
committee Is sponsoring an artist's 
series ot three events to raise funds 
for the new building. 

The Journalism Memorial Fund of 
the Endowment Association ia made 
up of gifts of parents and friends ot 
journalism students who have lost 
their lives in this war. The fund 
totals $885. The money, now in war 
bonds, will he used after the war to 
perpetuate the memory ot these Bin- 
dents by means of 



VETERINARY MEDICINE 

With Its training considered essen- 
tial enough for deferment by many 
Selective Service boards, the School 
of Veterinary Medicine Is perhaps 
carrying on "as usual" more than 
any other school "on the hill" this 
semester. 

Early In June. 1943, civilian stu- 
dents In the school were Inducted into 
the Army and returned to the College 
for ASTP veterinary medicine train- 
ing. The Instruction was the same as 
for regular civilian students except 
that these trainees, as all others, were 
required to live in Army quarters, to 
eat at the Army mess hall, (the re- 
modeled Livestock Judging Pavilion) 
and to be subject to military disci- 
pline and training. 

No More Uniforms 

"Vet" AST's were in several fra- 
ternity houses, and the 
"bunked" in the Military 
Building which has been completed. 
The number /Increased from 84 In 
June, 1943, to 164 in September, 
1943. The program was discontinued 
at the end of the 1943-44 school year 
except for 26 seniors who were grad- 
uated at the close of the summer ses- 
sion In September, 

Several of the wartime graduating 
seniors in Veterinary Medicine have 
been awarded commissions in the 
Army, and the remainder have gone 
Into essential civilian practices. 

Junior A. V. M. A. 

The Junior A. V. M. A. contlnuea 
to be one of the largest and most ac- 
tive organizations on the campus. 
The usual Initiation rites were per- 
formed for approximately 60 fresh- 
man vets this fall, including five as- 
piring women veterinarians. The 
Javamarac was in November. 

Lt. Col. C. H. Kltselman and Capt. 
R. P. Wagers, members of the fac- 
ulty, are on war leave and the roster 
of known K-State veterinarians in the 
armed services in Dean Dykstra's of- 
fice runs high in the hundreds. 



NEWS FROM SCHOOLS 

(Continued from page two) 

unteer war work. It sponsors weakly 
Red Cross bandage "rollings" la Cal- 
vin, and is often In charge of the War 
Stamp booth In Anderson Hall. When 
Van Zlle Hall and the fraternity 
houses housed almost 1,500 
men last year, Home Ec Club 
hers and other volunteer 1 
sewed buttons, insignia and braid on 
Class A uniforms and darned G. I 
socks In Calvin Lounge one night 
each week. They also assisted In 
compiling the list of addresses and 
mailing this "Battle Baby" Issue of 
The Collegian. 



dance." Sunday night buffet dlnaer- pec ts of the function of democracy 



dances are still In order 

The Avalon will be the scene of 
the annual fraternity and sorority 
formal parties with music for danc- 
ing furnished by the Varsity Club 
Band, composed of Kansas State stu- 
dents. 

The "Fraternitf Slag" has been 
abandoned, leaving Y-Orpheum as the 
only competitive program 
Greek groups participate. 



There will be no laboratory or class 
fees for the Institute courses. 



Endowment Booklet 

An attractive 80-page Illustrated 
endowment booklet telling in a brief 



story some ot President Eisenhower s 
postwar plan* for the College can he 
had tree ot charge by writing to Kan- 
sas State College. 



This school too, is making postwar 
plans for its curriculums. The Dean 
of Home Economics in her biennial 
port to the President, favors the 
use of comprehensive or Integrated 
courses, the wide use of the problem- 
solving method of teaching, expanded 
use of visual and other technical aids, 
the replacement of lecture courses 
with group-discussion type of instruc- 
tion, and a wide program of In-ser- 
vice training of faculty and staff for 
modern instruction of College- stu- 



Pnbllsh Newsletter 

A newsletter is put out by this 
school for these servicemen. 

Work at the clinic 1b perhaps even 
heavier than usual, with the In- 
creased demands for greater food pro- 
duction on the Kansas farmer from 
the government. T/Royal Ruppert 
the 99 th, a two and a half year old 
International champion Hereford bull, 
Is perhaps the most valnable patient. 
His purchase price ot $38,000 is the 
highest ever recorded for a Hereford 
bull, and the second highest price ever 
recorded in any breed. 

THE SPORTS ROUNDUP 

(Continued from page one> 
City, Kansas, Junior College. Knorr 
has only one returning letterman, Joe 
Ridgway, a forward who lettered two 
seasons ago. Last year Ridgway 
played on Knorr's K-State A. S. T. 
P. quintet which won 12 of 16 games. 
Other varsity candidates this year 
who were members of the A. S. T. P. 
squad are Bill Schultz, forward; Dick 
Spencer, guard, and Ralph Stuesser, 
guard. Jay Payton, football quarter- 
back, and a former cage star at Em- 
poria State, will aid the Wildcats this 
year. Payton has a medical discharge 
from the Army. 

The Wildcat cagers will play a 20- 
game schedule and participate in two 
games in Kansas City Just prior to 
the Christmas holidays. In Kansas 
City, the Knorr team will play Kansas 
and Nebraska. Other teams at the 
Kansas City meet will be Missouri and 
Colorado. This Is Knorr's first year 
in college coaching circles. 

Not much Is doing in other College 
athletics. Ward Haylett plans to take 
a few trackmen to Indoor meets after 
Christmas and will probably have a 
full track team this next spring, 
ball la still in the problematical 
Such minor sports as 
wrestling, tennis, and golf are out 
tor the duration. 



The Veterans Administration has 
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Give Oratorio 
Sunday Night 

The College Choral Ensemble and 
Sve soloists will present Bach's 
Christmas Oratorio at the First 
Methodist Church Sunday at 8 p. m. 
The concert will be conducted by Prof. 
William Llndqniit. 

Soloists are: Shirley Marlow and 
Marlon Coe Olston, soprano, Hilda 
Grosemann, contralto, Cpl. Norman C. 
Myrvik, tenor, and Lt. Warren H. 
Stetler, bass. Organ 1st will he Rich- 
ard Jeeson and Charles Stratton will 
be at the piano. 

The Christmas Oratorio was com- 
posed by Johann Sebastian Bach, In 
1784. to represent the first, second, 
and third days of the Festival of 
Christmas. It was written as part 
of the chnrch service to celebrate one 
of the chief occasions In the Christian 
year. 

The Christmas Oratorio was first 
offered to a London audience in 187S. 
The conoert was first presented at 
Kansas State College oa December 
15, 1 929. 

Ministers who will participate in 
the program are the Rev. C. R. Davles, 
the Rev. C. T. Brewster, and the Rev. 
G, H. Orotey,' 



Betty Russell, Ralph Fogleman 
Star in "Claudia" This Week-end 



-College Calendar- 




Thursday, Dec 14 



"Claudia," the Btory of the irresistible and fun-loying girl who 
suddenly finds that she Is a young woman, Is the theme for the 



choral Rehearsal, Thompson isoa, Kanaae State Play erg first production of the year. This comedy- 
drama by Rose Pranken will be presented Friday and Saturday 
night in the college auditorium at 8: 15. 

As the curtain rises, Claudia is try- 



B to 6 p. m. 




State Grange Meeting, Rec- 
reation Center, 8:80 to 12 p. m. 
Kansas State Orange Meeting, 

Shops 207, 10 a. m. to 5 p. m. 
K -State Players Rehearsal, Audi- 
torium, 6 to 12 p. m. 

of RbmIs," 4th Why We 
4 p. m. 



Friday, Dec. 16 

Anderson Dinner- for President*, 
College Cafeteria, 6 P tn. 

K-Smte Players "Claud!*," Audi- 
torium, 8:15 p. m. 

Kansas State Grange Meeting, 
shops 207, 10 a. to 5 p. m. 

Alpha Xi Delta Christmas Party, 
Chapter House, 9 to 12 p. m. 
4 Sigma Alpha Epsllon Annual Rell 
Ball, Avaton, 9 to 12 p. m. 

Annex I Party, 1858 College 
Heights, 8:SO U> 12 p. m. 

Saturday, Dec 1« 

Alpha Delta PI Formal Dance and 
Dinner. Wareham and Avalon, 
fl:80 to 12 p. m. 

K-stato Player* "Claudia," Audi- 
tori urn, 8:15 p. m. 

Pi Beta Phi Christmas Party, Chap- 
ter House, 8:80 to 12 p. m. 

Moore th' Merrier Party, 8 to 12 

I^Ftel Ohrlstmas Part*. 1707 
amir. 8:80 to 12 p. Bli 

Sunday, Bee. 17 



Chnrch, 8 p. m. 
Ii, S. A. Christmas Party, 210 N. 

8th, 84:80 p. m. 
Delta Delta Delta tea for alumnae, 

4 to 5 p.m. 

Monday, Dee. 18 

YWCA Cabinet Meeting, Calvin 

10^7, 7:15 to 8:15 p. m. 
OrcheaU, Nichols 1, 7:80 to 0:80 

p. m. 

urtmcnt Ensemble, Audl- 
7:80 to 0:80 p. m. 



Hon 208, 7 to 10 p. m. 
YWCA Leadership Council, Calvin 

101, 8:15 to 0:15 p. m. 
Rehabilitation Meeting, 

207, 7 to 8 p. m. 
Dance Band Organization 
aal, Avalon, 7 to 0:80 p. m. 

by 

200. 8 to 8 p. m. 
urate vs. Rockburst Col- 
lege, Nichols Gym, 7:80 p. m. 

Tuesday, Dee. It 

OrcfaMtm, Auditorium. 7:15 to 10 
p. m. 



Junior AVMA 

Bin 18, 7:80 to 9 p. m. 

Staff 
5:80 to 8 p. m. 
renter. 4 to 
5 p. m. 

Pont war Planning Committee, WD- 
Urd 115, 7 to 9:80 p. m. 

Wednesday, Dee* 20 

Amistad Meeting, Calvin 107, 7:80 

to » p. m. _ t 

Dance Band Organization Rebenr* 

sal, Avalon, 8 to 0:80 p. m. 

• to 



log to balance her bank account. She 
1b positive that the bank has made a 
big mistake of about 1200. David, her 
patient but somewhat baffled hus- 
band Is reading the evening paper, 
and trying to convince Claudia that 
banks don't make mistakes and that 
6 from 9 isn't 13. Betty Russell plays 
the part of Claudia, with Ralph Fo- 
gleman as David. Mrs. Brown, Clau- 
dia's mother, Is played by Zella 
Barber. 

Claudia, although of age, Is still 
dependent upon her mother. As the 
play develops, Claudia passes three 
important milestones in her life. 
First, she tries to arouse Jealousy in 
her husband by flirting with Jerry 
Seymore, a British author who Uvea 
just down the road. Joe Neldlg por- 
trays the tall and handsome English- 
man. 

Second, Claudia discovers that she 
la going to have a child, and third, 
that her mother has only a short time 
to live. Claudia faces these crises in 
her own naive way. and as the final 
curtain falls she is still the engaging 
but now mature young woman. 

The other players in the cast are 
Janey Hackney and Embert Coles as 
Bertha and Frits, the faithful ser- 
vants. Pauline Flook Is Madame 
Daruschka and Pat Williams is Julia, 
David's stBter. 

Prof. Earl 0. Hoover Is directing 
the play, with Margaret Ann Cadwell 
and Jean Walstrom as assistants. 
Stage manager Is Dean Tiemann as- 
sisted by Seymour Cohen. Maurene 
Pence is in charge of properties and 
Jo Ann Harjung and Larry Jagon 
work with the costumes and make-up. 
Allc Ballard is house chairman %nd 
Miriam Hobhs Is In charge of ticket 

Professor Hoover urges every one 
to get their tickets before the night 
of the play If possible and then to be 
prompt in arriving. After the curtain 
rises at 8: IS, no one will be admitted 
except between scenes. 

The box office in the auditorium 
wllj be open from 3 p. m. to 9 p. m. 
daily. College students may get their 
reserved seat tickets by presenting 
their activity books at the box office. 



College Forum 
Closes Tuesday 

Dean Rodney Babcock and Prof. 
Maurice Moggie will be the speakers 
at the last In the series of all-college 
Educational Forums Tuesday at S 
p. m. In Wlllard, 116. The topics of 
their discussions will be "Proficiency 
and Placement Tests" and "Integra- 
tion of Education Experiences." 

At the Educational Forum last 
Tuesday. Prof. Charles H. Schoier 
explained tentative plans made by 
faculty committees for "Liberalizing 
Technical Curriculums." Professor 
Schoier showed that many curricu- 
lums contain all technical courses 
and thus the individual graduating 
In that curriculum does not have a 
general knowledge of all fields, but 
only a technical knowledge of his 
own field. 

A discussion of "Comprehensive 
Courses" designed to meet the need 
for general knowledge was led by 
Dr. Harold Howe. He reviewed the 
fact that knowledge could be classed 
in four categories, "the humanities," 
"the physical sciences," "the social 
sciences" and "the biological scienc- 
es." Plans have been made for com- 
prehensive courses in each of these 
fields of knowledge. "Professional 
Review" Courses, which would be 
given in the senior year to bring to- 
gether and review all the knowledge 
learned in a particular 
also discussed. 



Ticket Sale 
Ends Saturday 

Students have only two more days 
In which to take advantage of their 
special price on season tickets for the 
Manhattan Artist Series, Dean Helen 
Moore has reminded student leaders 
who are assisting with the sale. 

The three-event series includes the 
Platoff Don Cossack chorus, a male 
chorus which presents Russian songs 
and dances, February 7; Marie 
Wilkins, the Kansas girl who stepped 
into opera over nig! a, March 16; and 
Charles Kultman, young Metropolitan 
Opera tenor, April 24. 

"On the success of this series de- 
pends an ambitious plan for outstand- 
ing events next year," Dean Moore 
said. "Part of the profits will go to 
underwrite next year's events and 
part toward building new residence 
halls for women at Kansas State." 

Although Christmas shopping and 
bond sales have cut Into December 
budgets, nevertheless, students will 
find that buying the season tickets 
will save them at least a third more 
than buying tickets fop individual 
events. Dean Moore pointed out. 

Single admission tickets will go on 
sale two weeks before each per- 
formance. For those who do not make 
seat reservations by Saturday Miss 
Emma Hyde will be In her office, X 
108, Monday and Tuesday from 10 
a. m. to noon and from I to 6 p. m. 




8 p.m. 



Jones Initiated 
Mary Jane Jones Is a new member 
of Theta Sigma Phi, honorary and 
professional Journalism fraternity for 
women. The initiation service was 
held December 7 at the home of Hiss 
Margaret Wunsch. Afterwards Cpl. 
Paula Sullivan from Fort Riley de- 
scribed her work in army public re- 



Seal Sale . . . 



national 

i fraternity for former Boy 
I* wponNOring the annual 
sale of Christmas seals for the 




They wtH 
booth In 



Editor Cancels 
Beauty Ball 

This year's Royal Purple Beauty 
Queen and her three attendants wilt 
be announced In May when the year- 
books are distributed. 

The decision not to have a Beauty 
Ball was made following considera- 
tion of the difficulty of obtaining a 
band and a satisfactory time and 
place for the dance according to 
Elizabeth Crandall, 1946 Royal Pur- 
ple editor. 

"Under the circumstances I be- 
lieve It will be better to spend both 
the time and money in publishing a 
better yearbook," she said. 

As In the past, the queen and her 
three attendants will be chosen from 
unidentified photographs by an off- 
campus person whose identity will 
not be announced until after the con- 
test Is over. 

There are to be sixteen candidates, 
half Greek and half Independent. The 
eight sororities and' the two Van Zlle 
annexes have been asked to nominate 
one candidate each, and Van Zlle Hall, 
Amlcossembly and Amistad two each. 
Pictures will be taken at the Studio 
Royal sometime after the holidays. 



Bazaar A Success 



Selling over 8200 worth of goods, 
the VWCA Christmas bazaar this year 
Is considered as the most successful 
one ever held. Nearly two-thirds of 
the merchandise for sale was sold be- 
fore the noon hour, and the food 
counter, which sold hot coffee for the 
first time, was very popular with the 
guests. 

At least 400 girls worked on the 
bazaar, both at selling and preparing 
Tor the affair. Mrs. Dorothy Downey. 
YWCA secretary, estimated. The 
Leadership Council was In charge of 
the food booth. 



help 



Discuss Education 

Marian Shields. Dell Knaur, Ruth 
Fenton, Al Polndexter, and Phyllis 
Hlckney were the speakers on a panel 
discussing the general topic "What 
Do I Want From an Education?" in 
Rec Center Tuesday afternoon. 

Following a questlon-and-answer 
round-table among the chief speakers, 
the audience entered Into the discus- 
sion. 



Smoking Rules 



Ing on the steps of the Library 
a* well an other bail ding*. The 
role* for nmoking a* publifriied 
In the first Issue of the fall COL- 
LEGIAN state "smoking 1* pro- 
hibited on all 




Anderson Dinner 
Honors Presidents 

The first annual Anderson Dinner 
for approximately 96 presidents of 
campus organisations will be tomor- 
row at « p. m. In Thompson Hall. This 
dinner has been made possible 
through the generosity of Mr. and 
Mrs. B. M. Anderson of Kansas City, 
Mo. ' 

According to suggestions by the 
Andersons, President Milton B. Elsen- 
hower will be the principal speaker 
of the evening and Dr. A. D. Weber, 
professor and bead of the Department 
of Animal Husbandry, is to be the 
toast master. Max Martin, assistant 
professor iu the Department of Music, 
wilt furnish the music. The Rev, B, A. 
Rogers will lead the group singing. 

Mr. Anderson, Ag. '16 and '28 and 
M. 8, '28, Is secretary of the Ameri- 
can Hereford Cattle Breeders Asso- 
ciation. After his graduation here he 
served for several years on the staff 
of 



Mortar Board 
Honors Women 
For Scholarship 

Ruth Fenton, home economics 
and nursing, received the schol- 
arship plaque for having the 
highest grade average during 
her freshman year at the an- 
nual Mortar Board Scholarship 
Dinner at Thompson Hall Mon- 
day evening, December 4. Two 
hundred and fifty Kansas State 
College women— students and 
faculty— were guestB of Mortar 
Board, honorary society for se- 
nior 

Miss Fenton has a grade average 
of 2,966 out of a possible 8. She ll 
a member of the Kappa Kappa Gam- 
ma sorority and of the Home Econom- 
ies Nursing Club. Last year she was 
one of the cheerleaders. 

Second high was Julie Jane Mun- 
ger with l.Tt. Elna To well and Ruth 
Hodgson tied for third place with 
2.768. They are all enroUed In the 
School of Home Economics. 

Mrs. Keith on Program 

Describing the average woman as 
"The Woman of the Hour," Mrs. 
Hulda Keith presented her ideal of 
a housewife and mother as one with 
high physical, educational and spiri- 
tual qualities sod with a definite re- 
lationship and influence on the world 
about her. 

Margaret McNamee, president of 
Mortar Board, was toastm I stress for 
the evening. Roberta Townley an- 
swered the question "What Is Mortar 
Board?" The Manhattan High School 
Boys' Quartet — Lee Walters, Ronnie 
Bowles, Dan Huston, Ted Grimes — 
accompanied by BUI Johnston ssng. 

Introduce 71 Junior* 

Seventy-one Jinlor women were In- 
troduced who Save a grade averag* 
of 1.8 and shove and are therefore 

scholastics! ly efiglblf for Mortar 

Board next year. 

They are Hannah Bacon, Bonna- 
belle Bailey. Dorothy Cochran, Thel- 
ma Dahl, Barbara Dial, Dorraine 
Dorf, Clara Louise Dubbs, Maxtne 
Riling. Rosalie Kngelland. Rachel 
fJWsard, Elisabeth Grimes. Margaret 
Hnughawatt, Betty Jean Hinds. Har- 
riet HJetland, Kite Ilollecker, Jean 
Kaytt. Elisabeth Knostman, Mary 
Long, Mary Ann Luhnow, Mary Louise 
Mark ley, Alice Meade, Lois Melsner, 
Marjorie Mclnteer, Dorothy Mcin- 
tosh, Eunice Meyer, Vada Newell, 
Marra Norman, Ruth Peddlcord, Jane 
Phillips. 

Margaret Ramadale, Elizabeth 
Stark, Evelyn Hcholz, Jean Selby, lone 
Sevier, Betty Mae Sharp, Alberta 
Stuewe, Marjorie Correll Stewart, 
Marjorie Bmythe, Ella Mae Stlnson, 
Virginia Btoecker, Eunice Stolten- 
g, Marjorie Ann Tennant, Doris 
Utterback, Elsie Louise Wallerstedt, 
Hope Watts, Barbara West, Ruth 
Wilkins, Ruby Wilson. Zella Mae 
Woodall, Maxtne Ylander. 

Margaret Butler, Theodora Ellison, 
Mary Frye, Elizabeth Hassler, Helen 
Mcintosh, Patricia Mossman, Ethel 
Rogers, Dorothy Straubinger, Mary 
Hazel Rogers. Phyllis Barr, Delia 
Cramer, Marian Funston, Jacquelyn 
Kendall, Helen Lambert, Betty Mc- 
Cluro, Clara Middleton, Sarah Jane 
Mohler, Virginia Rose Willlford, 
Barbara Sheldley, Eva Tompkins and 
Anne Darby. 
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No 'Cowpaths' Please 

It has been called to oar attention 
that with the protection of rubber 
boots and overshoes, students and fac- 
ulty memberi are walking across the 
campus with little or no regard for 
sldewalki. 

Thie ii an Issue that has been cried 
from The Collegian editorial column 
practically as long, loud and often 
aa the smoking situation, so we are 
Just as tired of It as you are. Yet, 
because of Its frequency during the 
recent enow, we feel that we muat 
ask you to refrain from so doing 
again. 

Campus "cutting" Is done more oft- 
en when mow is on the 
this la just when it li 
the grass. 

So once again, for the sake of the 
beauty of your campus, we ask yon 
to stay on the sidewalk, and avoid 
the making of "cowpatbs." We know 
it's cold, and the .temptation to save 
a few steps is great, but unbroken 
stretches of green grass will be the 
reward this spring. 



(Ed. Note) The following material 
was found under a wet rock In Sun- 
set Park, and after scraping off the 
Ice and snow — It still leaves us COLD. 
Here It Is: 

POETS CORONER: By quaint old 
Uncle Big Johnathan, 

Colllch Life Part H 
Now, I'll not spend THIS Christmas 
With thoughts both dark and drear/ferred. 



I'll greet It with a smile and song, 
And a quart of Christmas cheer. 



Grad School Active 
On Campus Since 9 31 

Enrollment in the Graduate School 
during the last two years was 425. 
a decrease of 604 students since the 
hie mi in m 1940-42. Seventy-four 
Masters' Degrees were conferred in 
the two years, and the degree Doctor 
of Philosophy was conferred upon i 
five candidates. The Graduate School I 
was established and the Ph. D. de- 
gree authorized in 1931. Since 1931, 
16 Ph. D. degrees have 



■ — 



Words To The... 

With only two days remaining In 
the Manhattan Artist Series ticket 
sale, student purchases remain disap- 
pointingly low. We say disappointing 
because it Is Just that, especially to 
the guarantor* and certain members 
of the faculty who have gone to a 
great deal of trouble and expense so 
that we, the students of Kansas Stat 
might be afforded this opportunity 

Through their generosity, three 
evenings of fine musical entertain- 
ment will be presented next semester 
at a remarkably low price, but ac- 
cording to statistics from the ticket 
surprisingly few of us will be 



F. Larry Nelman was voted an hon- 
orary member of the South Manhat- 
tan Knitting club. Nelman Is now 
the biggest sew and sew on the cam- 
pus. 

Now we come to 
neml-formal < 
shoe instead of two). I wouldn't say 
the musician* (and I use the teem 
looaeif) played loud but they didn't 

Dean Helen Moore complained the 
band played too loud. And she Is 
certainly right. It Interfered with 
her gin rummy game terribly. All 
kidding aside congratulations go to 
all Chi Omegas for a lovely evening. 
They had so many stags they had to 
Invite three game wardens to main- 
tain order. However Larry Nelman 
wasn't there, and a good time was 
bad by all. But to get back to the 
band. Dick (Let us play Just 10 more 
minutes, Dean) Dodderldge really hat 
a wonderful band, it plays beauti- 
fully. 

(ADVERTISEMENT) 
An unidentified bystander played 
the drums In place of Harvey ( Km pa 
Is good, too) Haas. Upon peering 
closer we discovered It was Joe 
(Songs, dances and witty sayings 
available for private parties) Neldig. 

The TKE formal was held (at arms 
length) last week. TKE formal— 
that's one borrowed tuxedo and 84 
DARK suits. Orchids go to "Shorty- 
Harold for the wonderful party. We 
weren't able to get orchids but we 
sent him a dozen old stlnkweeds In- 
stead. 

ThgA Is all the stuff and 
can think of for bow. Sow 



ngly few < 
attending. 



We really love everyone but after 
all we have to write something. And 



the dark dim future, tern- 
obscured by the Christmas 
rush and thoughts of the 10-day holi- 
day approaching. But we assure you, 
the dates for the performances will 
arrive much sooner than expected. 
As those days roll around, may we 
say that we expect there wilt be sev- 
eral K-Staters cursing themselves for 
not buying season tickets "way back 
In December" as they dig deep In their 
pockets for the price of a single ad- 
mission T This price, we might' add, 
will be almost as much as a season 
ticket. 

So don't bury your head in the 
sands of the present. We know that 
will want to attend the per- 
We would hate to admit 
that Kansas State students would de- 
liberately pass up an opportunity for 
such fine entertainment. The ticket 
sale closes Saturday. Buy your ticket 
or by then. 



you all will 
forminces. 



Buy War Bonds and help assure 
the future of the colleges. 



t i iti 



MERRY 
XMAS 



Let un help you with 
your Christmas errands by 
offering our prompt and ef- 
ficient transportation from 
the College to downtown 



The Graduate School seeks to pro- 
mote advanced study In most of the 
fields of work offered by the Col- 
lege, Broad programs, rather than 
highly restricted ones, are used In 
developing In the students greater 
mental power and proficiency In two 
or more fields. 

The graduate school offers many 
courses which need not lead to a de- 
gree, but which afford additional 
knowledge In any field for which the 
student Is prepared. This will help 
meet the needs of the returning vet- 
erans after the war. A broadened 
technical education is being planned 
to develop In advanced students 
knowledge of fields apart from the 
major field. The Graduate Council 
Is considering plans of requiring ma- 
jors in physical and biological scienc- 
es to minor In a social science, and 
majors In a social science to minor 
In either a physical or biological 
science. 

Dean J. E. Ackert of the Graduate 
School, who has been chairman of 
the Graduate Council for 21 years, 
has done much to further the work 
of the school. 

Kansas Magazine 
Shows State Talent 

A portrait of President Emeritus 
F. D. Farrell. from the oil painting 
by Margaret Sandxen Oreenough la 
featured in the 19+5 Issue of the Kan- 
sas Magazine recently published here 
at the College. 

The Kansas Magazine Is a coopera- 
tive enterprise, made up of the work 
of artists, writers, printers and en- 
gravers of Kansas. There have been 
thirteen Issues since Russell Thack- 



rey, Qean of Administration, revived 
the magazine in 1932. 

The editor, Prof._ Robert Conover 
of the English department, states that 
the purpose of the magazine remains 
the same as it was In 1932. "There has 
been no attempt to be Inclusive or 
particularly exclusive in this issue. 
The aim has been to bring together 
under one cover the work of people 
who are Kansans and who express 
Kansas as it Is and not as It is Been 
from the rear platform of a train." 

The staff of the Kansas Magazine 
includes Prof. John Helm, art editor; 
and Prof. Ralph R. Lashbrook, chair- 
man of the Board of Directors of the 
Kansas Magazine Publications As- 
sociation. 



December 14, 1M« 

» 



Collegians 



see 



Because of the shortage of 
help, Cotlegfcuas will not be 
placed tn the College poet office 
until Thursday afternoon. The 
additional half-day la 
for 



Schedule Dance 

A "Thank-You" dance, sponsored 
by the YWCA and the TMCA, Is 
scheduled to be held at the USO Fri- 
day night, January 12. The Negro 
orchestra from Ft. Riley has been ob- 
tained to play for this free dance, 
which is being given In appreciation 
for the splendid cooperation of the 
students and faculty in the War Fund 
drive. 

This dance was announced to be 
held a few weeks ago, but it was nec- 
essary to postpone It because of the 
lack of a band. 



Ask counsel of both times: of the 
ancient time what is best; and of the 
latter time what is fittest. 




SAVE THE PIECE 8 1 

Quick Repairing 
Service 




DR. E. L. ASKREN, 0. D. 



1 220 Mora 
GLASSES THAT PIT 



CollegeCityBus 
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QUALITY HRVlCt-A PRICI 




Belts with Initial Buckle* 



Wallets 



- %± and up 
and 14.00 




CHRISTMAS TREES! 

Buy One- Take It Home 

Aggie Hardware and Electric Co. 

120S Mora Phone 2993 



_ 



For That Last Minute Gift > - 



ft 



STATIONERY 



ALWAYS AN APPRECIATED GIFT 



CO-OP BOOK STORE 








THEY "KEEP EM ROLLING 
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-State Cagers Wallop 
Washburn Monday 33-29 

Coach Frlta Knorr'B young basket eera played their finest de- 
fensive game of the current season and turned back Washburn 
University's strong Ichabod quintet 33-29 at Topeka Monday 
night. Kansas State posted its fi rst win In the victory column in 
three starts. Two previous - 



games had been lost to the star 
studded army teams from Fort 
Riley and Great Bend Army Air 



Washburn, a smooth-passing club 
which holds a victory over Kansas 
University this season, started the 
Same's scoring when Krone dropped 
in one from the Held soon after the 
opening tlpoff. Joe Ridgway, K-State's 
120-pound forward and only letter- 
man on the souad, tied the count with 
one from the side and treshman Jack 
Kincheloe, center, sent the Wildcats 
out in front 4 to I a moment later 
with a short poke at the basket. Prom 
then, until the final gun, the rapidly- 
improving Knorr team hung to the 
lead. 

Lead At Half 

While a tight Kansas State defense 
limited Coach Dee Brlckson's fine 
Ichabod quintet to 12 points the first 
half, Ridgway, Kincheloe, Dave 
Weatherby, center, Dick Spencer and 
Jay Payton, guards poured through 
11 field goals to throw the scrappy. 
Aggletown quintet into a 82 to 12 
halftime lead. 

Early In the second half, the Erick- 
aon-tutored Ichabods thrilled Topeka 
fans with a rally which all hut 
erased the Kansas State advantage. 
With only six minutes of the last half 
gone, Washburn, paced by Krone and 
Ulrich pulled the score to 24 to it, 
Kansas State. La te-in-t he-game bas- 
kets by Rtdgway, Bill Sehults, for- 
ward, and Larry McClaughry, for- 
ward, sewed up the stirring contest 
for the Knorr men. 

Uses Many Men 

Following his early-season practice 
of using a large number of players 
In each game, Knorr shot IS Wildcats 
at the ichabods and each of the young 
K-Staters showed well. Jay Payton, 
Emporia, and Dick Spencer, Oakley, 
teamed harmoniously at the guard 
posts and turned In praiseworthy per- 
formances both on offense and de- 
fense. Kincheloe, a tall youngster 
from Cunningham, and Dave Weath- 
•rby. lT-year-old from Neodesha, both 
renters, did outstanding rebound 
work, and Kincheloe starred on de- 
fense as he held Stranfel. Washburn 
scorer to five points. Joe Rldgway, 
playing his usual aggressive game, 
broke away for four field goals and 
two free tosses* to share the game's 



scoring honors with Krone of Wash- 
burn. Both men had 10 points. Pay- 
ton, game captain for the Wildcats, 
kept the Washburn defense littery 
with his tricky passing and court 



Hawks Meet 
Cats Monday 

Rockhurst college basketball team 
will invade Nichols gym next Monday 
evening as Coach Frits Knorr's young 
Wildcats try for their second victory 
of the season. This is the last game 
before the Kansas City tournament. 

Rockhurst which opened its season 
with K. U. Tuesday evening will be at 
a slight disadvantage due to the fact 
that Coach Frits Knorr's men have 
already three games under their belt. 
However, this is offset by the fact that 
Lew Lane's Hawks are fortified by 
three veteran lettermen and an ex- 
cellent crop of freshmen. 

The Hawk lettermen are Mel Pace, 
center; Oil Baurk and Jim Basse, 
guards. Newcomers who have been 



showing up wall are Bailey, Qnlnlan, 
Buetel, Mancuso and Fitsslmmons. 
All of these win be In there battling 
the Big Six conference five. 

Lew Lane, Rockhurst coach will 
probably start Fitulmmons and Bat- 
ley at forwards: Pace, center: Baurk 
and Basse at the guardpoets. This 
quintet averages nearly six feet in 
height and are excellent ball handlers 
and rebound artists. The Rockhurst 
mentor Is confident of his team this 
season and says that they will not be 
easy picking for the Wildcats. 

Coach Fritz Knorr's men confi- 
dent over their 33-29 victory at Wash- 
burn Monday night settled down to 
some hard practices this week. Knorr 
was particularly impressed with his 
six foot qnlntet and will start them 
against the Hawks. Howard and Mc- 
Claughry at the forward positions; 
Weatherby, center; with Jack Bell 
and Ed Koopman holding down the 
guardposts. This quintet will match 
the rangy Hawk team and give the 
fans a real thrill. 



Name YM Chairmen 

The YMCA cabinet, headed by Pres- 
ident Marvin Norby, have appointed 
tile following chairmen of the various 
YMCA committees: 

Dick Olsen. representative of the 
YMCA on student forums; Merle 
Eyestone and Bob Holbert, co-chair- 
men In charge of socials, parties, 
dime-dances, etc.: George Wreath, 
special assembly committee chairman; 
Embert Coles, chairman of the Y- 
Orpheum, which is to be held the 
first week-end In March; Roger Lach- 
man and Billot Babcock, co-chairmen 
of the Religious Federation; Ralph 
Fogleman and Embert Coles, co- 
chairmen of the Y radio program; 
Bob Oberhelman, chairman of the 
monthly meetings: and Bob Rose- 
berg. Christian World ForumNffhlch 
will be held the last 
ruary. 



Our Chrisupas 
Suggestions 

For her hair .... a Bterling 
silver barrette. 

For her bracelet a new 

silver charm. , 

For him .... a new fitted 
or unfitted leather case. 

Come In and let us help 

you. 

Gillett Gift 
Shop 



— 




We Wouldn't Think 
Of Changing 
A Lady's Mind 

Women who shop at Don 
and Jerry's for men's gifts 
know Just what they want. 

In fact, we have found that 
there are seldom any disap- 
pointments on Christmas 
morning when there has 
been a feminine* touch 
added to the gift package. 

So don't start peeking be- 
hind doors and in dark 
corners. We have those 
things that you've talked 
about but never got around 
to buy. Right now they are 
all wrapped up with your 
name on — waiting to be de- 
livered In time for Christ- 



Connie Moccasins 

All Popular, All Popular 
All Purpose «MOCV» Tal 
Honors For Sehoolwear 

$5.00 

Boon Companion 
To Sweaters 
and Skirts 




Ward Keller Store Shoe Dept. 



Give a War Bonds this Christmas. 



No nobler feeling than this of ad- 
miration for one higher than himself 
dwells in the breast of man. 

— Carlyle. 



LOST — Blue and gold Eversharp 
Reva Pogue. Phone 1-8343. 



WANTED— Ride 
Os k ley. Hays or 



to Garden City, 
any point west for 
two. Will help drive. Call 37476. 



ARROW SHIRTS 



$2.24 up 



I sj TMATM 

Shows: 2:80 ■ 7:00 . 9:00 



TODAY and SATURDAY 
"CABIN IN THE SET" 

with 

Ethel Waters 
Eddie "Rochester" Anderson 
Lena Horn 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



now showing — 

AND MOLLY 



HEAVENLY 
DAYS 



DON AMECHR 



DANA ANDREWS 



SUNDAY 
MONDAY — TUESDAY 

Spencer Katharine 
Tracy Hepburn 
In 

"KEEPER of the FLAME" 



WING AND 
A PRAYER 




White is right! 

• An Arrow White Shirt it 
right with your plaid sports 
jacket . . . your chalk-stripe 



want to match it up with! 

And besides being versatile, 
Arrow Whites are 
rugged. The fabrics 
are pretested for 
longer -.wear. ^ Sao, 
for&ed label means 
shrinkage less than 



ARROW White SHIRTS 





until he comes home ! 

This scene will be duplicated In mil' 
lions of homes this Christmas. Let us 
hope that before Christmas 1945, 
America will be at peace forever. 
Millions of boyi will come home, as 
they went away — by bus. 

When the war is a memory, look 
to Overland Greyhound for the best 
In bus transportation. 

Xnumstr— The boy* will need the (mm* 
for Shot* holiday furl ought. For a weU 
t gift — g i m your teat to a fig h t in j i 

UNION BUS DEPOT 
frUt it Pojnti 



Hi 




— NOW SHOWING — 

• BILLY GILBERT 

08HEMP HOWARD 

THREE OF 
A KIND 



ALSO 



ANDY CLYDE 



MYSTERY MAN 



— SUN. - HON. ♦ TUBS. —I 



tX>WAN 



CRIME BY 
NIGHT 



CO-HIT 



VERA RALSTON 

RICHARD ARLBN 

LADY AND 
THE MONSTER 



WED. • THUBS. 



AIR FORCE 




— NOW SHOWING 

LYNN BAR! 

TAMPICO 

• 



— SUN. - MON. - TUBS — | 

JON HALL 

COBRA 
WOMAN 



— WED. - THUBS. — 

GLORIA GEAN 

MOONLIGHT 
IN VERMONT 



KARTOON KARNIVAL 
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'Having A Wonderful Time' 



After ft breathing npel\ of a 

so without further ado 



Is a. Knelt 



riages this week December 2 rosea announced the wedding 

of Pat MoBaman and Lt. Clay Brassfleld, Army Air Corps, which 
took place In Wichita on December 0. Sue Edwards announced 

her engagement December 3 to 

Cpl. Doug Kloxin of the Field 
Artillery. Corporal Kloxin was 
a member of Sigma Nu frater- 
nity at Kansas State Ten 

more pounds of chocolates De- 
cember 10 told of the engage- 
ment* of Kate Kemper, t. I. to SgL 
Ell Nelson of tbe Air Corps, and of 
Evelyn Stockwell f. ■. to 
Urban Wussler. 

Annex it chalked up Ave 
of chocolates to their credit on De- 
cember 4 when Barbara Deffenbaugh 
announced her engagement to Pvt. 
Don Wilson f. i. and Acacia. 

Kiqtpn Kappa Gamma* munched 
the traditional tweets Wednesday 
Edith Willis announced ber en- 
it to Lt. Don Depew t. s. 



both roses and chocolates De- 
cember 4. The roaes told of the mar- 
riage of Jean Johnson to i'vt. Vera 
Thompson of Macksvllle which took 
place November 29 The choc- 
olates were from Jean Kays announc- 
ing her engagement to 
down, AOR. 

PI Phis held an opt- 
afternoon for officers from Port Riley. 

Tri Delta entertained dates Sunday 
evening with a Christmas buffet sup- 
per and dance at the chapter bouse. 

talned the chapter with a bullet sup- 
per Saturday night at Teen Town. 

Women of Van Zlle Hall had a 
party and taffy pull for dates Satur- 
day night. 

Kansas State graduates Betty 
Stewart and Wesley Wertz are to he 
married at Eskrldge Saturday at tbe 
Plrst Methodist Church. They will 
make their home In Sedalia, Ho., 
where he is a practicing veterinarian. 



Is the l 

pledge of Alpha XI Delta. 
Mrs. A. H. Bnutgemai 

president of Pi Beta Phi, 
of the chapter this week. 

ry social week end Is In 

store Friday night Alpha XI 

Deltas will have their semi-formal 
Christmas dance at their chapter 
house. Sigma Alpha Epstlon's an- 
nua) semi-formal Bell Ball will also 
be Friday night, with tbe dinner at 
the Crystal Room of tbe Wareham 
followed by a dance at the Avalon. 

Pis will entertain Sat- 
urday night with their semi-formal 
dinner and dance. The dinner to be 
at the Wareham Crystal room fol- 
lowed by dancing at the Avalon 

Also Saturday night Is the Pi 
Phi house party for dates. 



Party Season 
In Full Swing 

The winter party season got off to 
a big start on December 2 when the 
Tan Kappa Bpsilons had their fall 
formal at the Avalon ballroom. Tbe 
Stork Clnb was tbe theme of the 
dance. Above the bandstand was the 
TKE crest In roses, and tables around 
tbe edge of the dance floor added to 
the night-club atmosphere. 

The receiving line was composed 
of: Dean Helen Moore, Mrs. James 
Jackson, Mrs. Pearl Remmele, Mr 
and Mrs. C. R. Socolofaky, president 
LaVern Harold and June 



Home Ec Tea 

The annual Christmas tea for Home 
Economics students will be held In 
Recreation Center Thursday at 4:00 
p. m. The program will be a fashion 
■how with college students as models. 
Gladys Richardson Is in charge of the 
committee with Wilma Vance and 
Dorothy Mcintosh on the committee. 



Chi O's 

Chi Omegas' semi-formal dance 
held at the Avalon last Saturday had 
Stardust as Its theme. Against a blue 
I background covered with silver stars 
] tbe letters X and O were formed from 
white carnations behind the band- 
stand. The Wishing Well of Cbl 
Omega decorated the opposite side of 
the Avalon, and around the edges of 
the dance floor were tables decorated 
In blue and white. At intermission 
the Chi O's sang "Wishing," and 
"When You Wlsb Upon a Star.' 

In the receiving line were Dean 
Helen Moore, Dean Emeritus, Mrs. 
Mary Van Zlle, Mrs. Paul Oroody, Dr 
Mary Harman, and president Phyllis 
Johansen and Morley Cook. 

4-H Dinner Dance 

4-H Club members bad their an- 
nual dinner-dance Friday night at 
the Flame Room of the Wareham 
Hotel. Daring the program Merle 
Byestone was presented the member 
snip cup by the president, Louise 
Parcel, and Prof. Howard T. Hill was 



Kappa Kappa Gamma Sunday at a 
Christmas tea from 3 to 6 p. m. at tbe 
chapter house. 

Harold Mark, Alva Kllnian, and 
George Woods were Initiated Into 
Alpha Gamma Rho Sunday. 

Alpha Otininut Knot* will entertain 
dates with a dinner at the chapter 
house Sunday night. 

Alpha XI Delta* I Hid ehoeolatwi 
Thursday lilRht from Betty Hale 
graduate at 1»43, announcing her 
' engagement to T/SKt, Maurice John- 
son now stationed in England. Ser- 
geant Johnson attended Wichita Uni- 
versity Roses Friday night at 

the same house announced the mar- 
riage of Mary Margaret Byers to 
Clarence Fell man which will take 
place tonlRht at the parsonage of the 
Presbyterian Church In Manhattan. 

Van /.lie Hull entertained faculty 
guests at their forma) Christmas 
party last night. 

. Chorion nrauiiefca], Fred Oo#M«nnn 
and Joe Young were Initiated into 
Delta Tau Delta Sunday. 



— 



For Her Christmas 

Quilted Robes 
Chenille Robes 
Hostess Gowns 
Pajama Sets 
Gown Sets 

SMART SHOP 

Aggieville 



CLAUDIA 

December 15-16 
Collecje Auditorium 

Curtain 8:16 

Box Office Open 
i p. av - 9 p. m. 

Activity Books 
Tickets 60c lnclud. tax 



FOR CHRISTMAS - - - 

BOOKS 

STATIONERY 
GAMES 

POTTERY 

LEATHER GOODS 

and 

MANY OTHER GIFT ITEMS 
at the 

BOOK STORE 

"The Friendly Book Store Nearest The 



the featured speaker of the evening. 

Following the dinner and program 
a dance waa held. Decorations were 
in keeping with Christmas, and on 
the wall was the lighted t-H Clnb 



In tbe receiving line were Mr. and 
Mrs. J. Harold Johnson, Merle Bye- 
stone, and Gladys Ooff. 

Red-Dofj Inn 

Kappa Sigmas entertained dates 
Friday night with their traditional 
Red Dog Inn house party at tbe chap- 
ter house. Decorations, planned by 
the pledges, were bales of alfalfa, 
wagon wheels, and cornstalks, giv- 
ing the house a rural atmosphere. 



'Why We Fight' Film 

The fourth film In the series. "Why 
We Fight," will be presented by tbe 
Department of Industrial Journalism 
and Printing in tbe College Audi- 
torium today at i p. m. Tbe picture 
this afternoon will be "Battle of 
which runs an hour and 80 



Gifts for Her 

Gorgeous Selection of 

Hand Bags 
All Styles and Colors 
Popular Prices 



A Nice Selection of 
Pins And Earrings 
$1.00 and up 

Pearls, Short and Long 
Hair Ornaments 



and 
Sequin i 



Veils 



Wareham Hat Shop 

Wareham Theatre Bldg. 



minutes. Many who have seen tab) 

fllm say lt hi excellent. 

The series of Alms is open to the 
public. 



Pays. Try it. 



ROBERTS 
Furniture Store 



us 



SEE US 
for 



That Exclusive 

XMAS 
GIFT!! 



We are featuring a large 
assortment of smartly- 
styled 

COSTUME RINGS 

crystal and colored stones 
In a variety of mountings 



REED'S 

TIME SHOP 

North of the : 



I 



— 
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The 



BATTLE OF RUSSIA 

■ 

Fourth In the Series of 
"WHY WE FIGHT" KM ins 

Sponsored by the Department of Journalism 

- . * 

4 P. M. TODAY 

College Auditorium 

Admission Free 

KNOW YOUR ALLY, BRITAIN — DECEMBER 81 

These films are shown free to 
all Btudents as a part of the 

JOURNALISM LECTURE SERIES 



Flowers for Christmas 

Holly, Evergreen and Mistletoe 
Smart Center Pieces 
Cut Flowers and Plants 
Corsages for Your Christmas Formal 

Let Us Help Yon Choose Your 
Home and Party Decorations 

Prompt, Courteous Service 



Manhattan Floral Company 



118 South Fifth 







They're so Nice to 
Relax in 
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FINE CLOTHING 

Gifts that say 





- - - -from GIBBS 



New Slacks I 

Precision tailored In quality 
fabrics. 



Sport Coats I 

Checks, plaids, and solid tones. 



Gloves! 



Warm gloves. Lined and unlined 
styles. $8.05 and 94.05 



selection of smart sport 
In wool, rayon, and part 



Ties! 

Famous Botany ties. The 
popular type fabrics for smart- 
ness and wear. Blacks, stripes 
and solid tones. SI. 00 and *1JI0 



Shirts! 

Patterns, solid colors 
Full cnt an 



and white. 



GIBBS 
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Honor LteEhlers 
At Assembly 
Here Friday 

Lt. Walter D. Ehlers of Man- 
hattan, the first Kanaan in this 
war to win the Congressional 
Medal of Honor, will he pre- 
sented to the student body at 
the annual Christmas assembly 
in the College Auditorium to- 
morrow afternoon at 2 p. m. 

The program will be opened by an 
organ prelude by Prot. Richard Jes- 
son. Lt. William E. Koch, baritone, 
accompanied by Cpl. Norman C. 
Myrvik, will present two groups of 
■elections which include "Cast Prom 
Thy Brow That Badness" by Handel, 
Neidllnger's "The Birthday of a 
King," and Moxart's aria from "Tne 
Marriage of Figaro," Lieutenant 
Koch and Corporal Myrvik are both 
stationed at the 29th Cavalry Group 
Headquarters at Fort Riley. 

The college trio, composed of Mai 
Martin, violinist, Richard Jesson, 
pianist, and Lyle Downey, cellist, will 
play "Prelude and Minuet," by Par- 
ker, and "Folk Dance" by Scott. 

The Rev. B. A. Rogers, director of 
the Wesley Foundation, will tell the 
Christmas story. The organ poBtlude, 
Buttstedt's "From Heaven Came the 
Angel Choir," will be played by Mr. 
Jesson. 

The assembly, which Is being 
sponsored by the Y. M. C, A. and the 
Y. W. C. A„ has been planned by 
George Wreath and Marjorle CorreU 
Stewart. 

Large Crowd 
Hears Oratorio 

Bach's ChristmaB Oratorio waB pre- 
sented to a large audience Sunday 
night at the Methodist Church by 

tion with townspeople and a group 
of college men. The concert was 
under the direction of Prof. William 
Lindqutst, with Richard Jesson and 
CharleB Stratton at the organ and 
piano. 

Shirley Marlow and Marlon Coe 
Olsson, sopranoes; Cpl. Norman C. 
Myrvik, tenor; Miss Hilda Gross- 
mann, contralto; and Lt. Warren H. 
Stetler, bass; were soloists, 

Ab the audience left the church, 
the group sang familiar Christmas 
carols under the direction of Lieu- 
tenant Stetler. 
Women's Glee Club 

Members of the Women's Glee Club 

" Jeanne Anderson, Mildred Beach, 
Georgine Bischoff, Arlene Black, Jean 
Braden, Kathryn Brainard, Virginia 
Bramwell, Barbara Broei, Christine 
Budden, Virginia Lee Buster, Betty 
Jean Caldwell, Judith Cazier, Doris 
Ann Collins, Mary Colllster, Joyce 
Crlppen, Dulcle Mae Danlelson, Bar- 
bara Davis, Barbara Dial, Mary Lee 
Dougherty. Roma Jean Earlywlne. 
Helen Elllng, Marine EUlng, Virginia 
Lee Epp. 

Elisabeth Fllppo, Naomi Frallck, 
Norene Francis, Phyllis Frailer, Mary 
Ellen Freeman, Mary Gee. I ma Jean 
Geffert, Lucille Graper, Helen Grltt- 
man, Kaye Louise Haaenyager, Betty- 
Jean Hinds, Jo Ann Hplecek, Marlyn 
Louise Hurd, Lois Johnson, Helen 
Jones, Mary Beth Jones, Shirley 
Jordan, Anna Louise Larson. Elaine 
Larson, Marilyn Larson, Ruth Lee, 
Charlene Louthan, Jaunlta Lutht. 

Sherry McClaln, Shirley Marlow, 
Doris Jean Marshall, Darlene Mels- 
ner, Melba Norby, Marie Norman, 
Marlon Coe Olsson, Helen Caroline 
Otto, Kathleen Patterson, Thelma 
Pierce, Glennls Potter, Bette Prout, 
Avis Rollins, Mary Helen Hood, Dor- 
othy Ann Rackel, Ruth Sawyer, Nor- 
ma June Schtndler. Mary Louise 
Schneider, Naomi Schoeller, Norma 
Schroer, Mary Margaret Sinclair. 
Beverly Jean Smith. 

Helen Smith, Ernestine Soller, Mar- 
garet Ruth Stafford, Marjorle Statu, 
Vadaline Strobel, Ines Strutt, Blythe 
Taylor, Phyllis Taylor, Marlon Ter- 
rill, Mildred Tiemann, Jacqueline 
Tlmmone, June Tucker, Sarah TJlrich, 
Charlene Warner, Joyce Wedel. Pa- 
tricia Wilcox. Martha Williamson, 
Ruby Wilson, Evelyn Wood, Leora 
T, Harriette Yost. 



Will Appear In Who's Who 




Who's Who Recognizes 
Kansas State Students 

Sixteen Kansas State students have been selected for recogni- 
tion in "Who's Who Among Students in American Universities 
and Colleges." Who's Who giveB national recognition to stu- 
dents in colleges and universl- 



Phi Kappa Phi 
Honors Fifty 



i Statei* have 1 
in the 1044-4S edition of "Who's 

Universities and Colleges." 
top row, left to right — Elizabeth Oandall, Vemelle Blevins, 
* Coles, and PhyillM Johansen. Third row, left to right 
s, Jean Peck, Margaret McNamee, and David Neher. 
Second row, left to right— Jacob Mosicr, Rita Ai 
Parrlah and Edith Willis. Bottom row, left to I 
Maurtae Pence, George Wreath, and Richard Olson. 

Roberta Townley, not pictured, who was honored by Who's Who 
ognlaed In tti* forthcoming etUJon. 



Ask Legislature 
For Navy, Money 

The next Kansas legislative session 
will be asked to amend the act which 
provides for military training at Kan- 
sas State College so that training for 
Navy aB well as Army may be given, 
President Milton S. Eisenhower said 
recently. 

In discussing requests to be made 
to tbe legislature, the President ex- 
plained that Kansas State would ask 
a state appropriation of $1, 900,000 a 
year compared to a "normal" request 
of (1,260,000. This, he said, is based 
on the assumption that the average 
enrollment for the next biennlum will 
be the same as pre-war. In addition 
to the cost of resident Instruction this 
figure includes construction of a field 
house, three home management hous- 
es, a small animals research labora- 
tory, and several research projects, 
as well as certain reconditioning of 
the College's physical plant. 

"A problem to be faced when enroll- 
ments build up to new peaks is that 
of physical facilities. The facilities at 
Kansas State College were over- 
taxed before the war and of course 
there has been no new construction 
and only inadequate maintenance dur- 
ing the war," the President said. 
"Some buildings, such as residence 
halls and a student union, will be fi- 
nanced with student fees and private 
endowments, but such buUdingB as a 
field house, a connecting wing for the 
agricultural building, a classroom 
building and a student hospital must 
be built with public funds, II at all." 



Ticket Sales 



The sale 

A mat's 



of tickets for the 



10. 



Recital Tonight 

The College Music Department will 
present pupils ot voice and organ In 
a program of Christmas music at 8 
1.1. in. this evening in the College Audi- 
torium. Students of voice* who will 
perform are Adele Bischoff, Joyce 
Crlppen, Christine Budden, Marlon 
Terr ill, Lois Johnson, Dorothy Wil- 
son, Marlon Coe Olsson, 'Phyllis 
Frailer, Eunice Nlblo and Lucille 
Qraper. 

The following organists will be 
heard: Arleta Boyer, Phyllis Prasler, 
Bernlce Peterson, Estyl Olsen and 
Jacqueline TImmons. The public Is 
cordially Invited. 



Fifty students who were freshmen 
during the 1943-4 4 school year have 
received Phi Kappa Phi freshman rec- 
ognition. Phi Kappa Phi Is a national 
honorary organisation. Students who 
maintain high scholastic averages 
during their four years of college 
work may be elected to membership 
In Phi Kappa Phi during their senior 
year. 

The honored students listed by 
schools and hometowns: 

School of Engineering and Archi- 
tecture: George Frederick Adams, Sa- 
lina: Paul Laurence Everett, Kansas 
City; Rodney Gene Keif, Wichita; 
Roger Duane Lachman, Cuba; Joe 
Lundholm Jr., Osage City, Charles 
William Mallory, Brewster; William 
Dudley Predmore, Concordia: Robert 
Wanamaker Seaton and Leonard Ir- 
vln Luehrlng, all of Manhattan; and 
Glen 8. Utt Jr., Neodeaha. 

School of Arts and Sciences: Elisa- 
beth Ann Sutton, Great Bend; Harlan 
Daniel Ellis and Andrew Henry Jack- 
son, both of Kansas City: Frances 
Mae Ewart, Minneapolis; Ruth Elisa- 
beth Fllppo, Abilene; Mary Frances 
Hodgson, Harvey vllle; Thelma Martin 
Kanawyer, Milford; Otto Francis 
Luke Jr., Solomon; Ruth Alta Meyn, 
Bonner Springs: Gertrude Theresa 
Montgomery, Salina; Wanda Kath- 
leen Nannlnga, Leonardvllle: Eugene 
Warren Porter, Council Grove; Zenas 
Olen Pumphrey, Fort Branch, Ind.; 
Darlene Augusta Schrelber, Ransom; 
John Upton Bascom," Daniel Leroy 
Craudell. Elisabeth Ann McClung, 
Edna Mae Vail *q£ Betty Jean Wtlley, 
all of Manhattan. 

School of Agriculture: Harold 
Black. Reece. and William Gross. 
Russell. 

School of Home Economics: Aylo 
Marilynn Albertson. Mtltoniale; Bon- 
nabelle May Bailey. Galva; Martha 
Anne Carl, Garden City; Miriam Lee 
Colyer. Saffordvllle; Margaret Louise 
Darby, Dorothy Mae Engle, Ruth Ann 
Hodgson, Ruth Ellen Fenton, Julia 
Jane Munger, Helen Louise Smith, 
Jeanne Elisabeth Wells and Elna Ar- 
lene Vowell, all ot Manhattan; Jean 
Roberta Greenawalt, Paola; Beverly 
Ann King, Mulvane; Betty Sara Lar- 
son, Vesper; Florence Elnora Mer- 
riam, Hiawatha; Ruby Jean Reneau, 
Wellington; and SBella Mae Woodall, 
Colby. 

Collegian Advertising Pays. Try it. 



ties throughout the United 
States. Selections are made on 
the basis of scholarship and 
leadership. 

Biographical sketches of the stu- 
dents selected will appear In the 1944- 
45 Issue. Those selected Include 
Elisabeth Crandall of LeRoy a senior 
in Journalism, editor of the if 44-45 
Royal Purple, and a member of 
Mortar Board. Vemelle Blevlns of 
Highland, a senior In medical tech- 
nology, Is a member of Pi Beta Phi, 
regional co-chairman of the Y. W. C. 
A,, and a member of Mortar Board, 



Student loan funds totaling more 



than $100,000, are 
College Alumni Of 
L. Ford, alumni sectary. 



coordinated In tbe 
under 



President Outlines 
College Of Future 

Touching upon the three fields of 
endeavor of the College, President 
Milton S. Eisenhower outlined plans 
for tbe Kansas State College of to- 
morrow in an Informal talk before 
presidents of campus organizations 
who attended the first Anderson din- 
ner December 16. 

The three fields In which the Col- 
lege works are research, resident In- 
struction and adult education through 
short courses and the extension ser- 
vice. 

Dr. A. D. Weber, head of the De- 
partment of Animal Husband tj, was 
toastmaster for the dinner which was 
founded by Mr. and Mrs. B. M. 
son of Kansas City. Mo. 

■ » ' ™— * 



Kpratt To 
As the winner of Swift's annual 
essay contest from Kansas State, 
Eugene Spratt spent a part of last 
week In Chicago studying the market 
by Swift and 



Grades .... 

Grade* for the English Pro- 
ficiency examination given lat*t 
month In the School of Arte and 



Hall, according to Miss Nellie 
Aberle who is in charge of the 



Vets Chosen 

Embert Coles of Colby Is a senior In 
the School of Veterinary Medicine, 
and a member of Delta Tau Delta. 
Phyllis Johensen from Holyrood, se- 
nior in Journalism, is a Chi Omega, 
Purple Pepster, a member of the 
Student Council, and Is assistant edi- 
tor of the Collegian. Another Student t 
Council member chosen from Wa- 
mego is Arlene Shields; she Is a se- 
nior In home economics and president 
of the Margaret Justin Home Eco- 
nomics Club. 

Htudent Ooancll Member 

Jean Peck of Arkansas City Stu- 
dent Council member and senior In 
home economics Is a Delta Delta 
Delta. Margaret McNamee from Cun- 
ningham, a senior in home economics 
and dietetics, la a member of PI Beta 
Phi, Mortar Board and Student Coun- 
cil. 

The only Junior selected this year 
Is David Neher, ag student from Gl- 
rard, who Is alio a Student Council 
member. Also chosen was this year's 
dance manager, Jacob Mosler, senior 
In veterinary medicine from Hoxle 
and a member of Sigma Alpha Epsl- 
lon. Alta Anderson, senior in home 
economics, is from Partridge, a Clovla 
member, and belongs to Purple Pop- 
sters and Mortar Board. President 
Etbellnda Parrlah of the 
Council is from Manhattan, a 
In arts and sciences, a member of PI 
Beta Phi and of Mortar Board. 

Mortar Board Member 

Edith Willis of Manhattan Is a se- 
nior In home economics and a member 
of Kappa Kappa Gamma and Mortar 
Board. A senior in mechanical engi- 
neering from Madison Is Charles 
Schwab who Is a member of Tau Kap- 
pa Epsllon and the Student Council. 

Maurine Pence of Manhattan la a 
senior In Arts and Sciences and a 
member of Mortar Board and Stu- 
dent Council. George Wreath Is also 
from Manhattan. He Is a senior In 
veterinary medicine and past presi- 
dent of the YMCA. President of tbe 
senior class, Richard Olson of Glas- 
co, was chosen. He Is In the veterinary 
medicine school, and a member of 
the Student Council. 

Roberta Townley, a senior In home 
economics from Abilene, is not pic- 
tured above, shr is a member of Pi 
Beta Phi sorority, president of Y. W. 
C, A. and a member of Mortar Board. 
She was honored by Who's Who last 
year and thus will be 
In the 1944-45 edition. 
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Betty Russell's Interpretation 
Of "Claudia 99 Pleases Audiences 

Dorf 



Betty Russell, as the irresistible 
Claudia, made an instantaneous hit 
with the audiences last Friday and 
Saturday nights. Rose Franken'a 
famed play, "Claudia" was presented 
by Kansas State Players as their first 
production of the year. 

Betty Russell was thoroughly at 
home being the spontaneous Claudia, 
with her ever changing moods and 
constant How of chatter. Ralph Fo- 
gleman played the part of David, who 
often bad to rely on his own good 
common sense and practical philoso- 
phy in being Claudia's husband. 

Play Moves Rapidly 

The play moved along rapidly, 
keeping the audience in chuckles as 
Claudia tried vainly to balance her 
scrambled bank account, flirt with 
the British author, and entertain her 
husband's sister and a Russian artist 
at lunch. 

Joe Neidlg was the amooth, suave 
British author who lived down the 
road. Pat Williams played the part 



of David's sister, and Pauline Flook 
was the over-dramatic Russian artist 
who thought tbe country was "so-o- 
beautlful — ." 
A Serious Touch 

Zella Brown as Claudia's mother 
on whom she was almost childishly 
dependent, added a more serious tone 
to tbe play. Janey Hackney and Em- 
bert Coles were the faithful servants 
acquired through a newspaper ad- 
vertisement. 

" 'Claudia' pleased both audiences 
in a way which amateur plays seldom 
please— by Its uniformly good acting 
and a smooth Sow of dramatic situa- 
tion," declared H. W. Davis, profes- 
sor and head of the Department of 
English. 

Earl G. Hoover and his assistants, 
Margaret Ann Cadwell and Jean Wai- 
st mm should receive much of the 
credit for the succeas of tbe play. 
They were supported by members of 
the Kansas State Players and other 
students working on the stage crew, 



In the box office, 
nights of the play. 



the 



Babcock. Moggie 
Speak At Forum 

The last Educational Forum was 
held Tuesday night In Wlllard 115, 
with speakers Dean Rodney Babcock 
and Prof. Maurice Moggie, who spoke 
on "Proficiency and Placement Testa" 
and "Integration of Educational Ex- 
perience" respectively. 

Dean Babcock explained that there 
are three items under consideration 
for a more extensive proficiency ex- 
amination In the future. An English 
proficiency test would be given to all 
Juniors and seniors In each depart- 
ment. A campus-wide examination In 
elementary subjects, especially math- 
ematics, la being planned. An en- 
trance examination In English is 
under consideration. 

Professor Moggie reviewed the pro- 
posals planned for Integrating educa- 
tional experiences. Among the pro- 
posals made by the committee, be 
mentioned broadening of the educa- 
tional staff, comprehensive examina- 
tions, courses in philosophy, assembly 
programs for general education, - 



■ 
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intmas, 1944 . . • . 



Thin Christmas of 1944 Is not an 

ordinary one, this fourth wartime 
Christmas. It Is impossible for us who 
remain at home to low ourselves la 
the gay tinsel, the caroling and the 
gift-giving, as we have in the past. 

Primary In each heart at this time 
are thoughts of loved ones on the 
world-wide batttefronts of mankind's 
greatest struggle. "Next Christmas at 
home" has been oar aim for them 
for the past three years, and now we 
approach another milestone with our 
goal still unreached. 



TIlDfl of 

Therefore, this holiday 
should be first of all a time of 
cation, a pledging by each of as to 
do all in our power to win the peace, 
and perhaps, even more important, 
promise ourselves that that peace 
shall be kept. 

The peace will be won and kept 
only by an educated and Interested 
general public. As students at Kan- 
sas State College we are among the 
few privileged In the world to receive 
this needed education which should 
stimulate our Interest In global af- 
fairs. 

Many "Gripe" 

Yet, In many quarters of the cam- 
pus on many lips "griping" Is ram- 
pant. Of course we have all made 
sacrifices, many have suffered the re- 
sult of those closest to them making 
the "supreme sacrifice." Nevertheless, 
In retrospect of the sufferings ot the 
rest of the world, ours are negligi- 
ble. 

Moat of us will go to warm cosy 
homea Saturday, bouses decorated 
^ally with kitchens filled with food 
which is unequaled any place on 
earth. And as we listen to the age- 
old Christmas story and sing the tra- 
ditional carols, let us first rededlcate 
ourselves to victory, «o that the "va- 
cant chairs" may be filled aa quickly 
as possible, and "that the boys may 
he home by next Christmas." 

Secondly, let us pledge ourselves 
to turn that victory Into a lasting 
peace. Thirdly, let us give thanks for 
what we have, not the least among 
our possessions, this opportunity to 
celebrate Christmas, 1944. 



ausplcions occasion. Of course the 
huge bell on the Avalon celling was 
beautiful. Bat Dodderldge and bis 
whole band should have been bang 
along with the bell. Never, have I 
heard aucb music since 1 played third 
sand block In the kindergarten band. 

Mere Is what you have been wait- 
ing for: X-mas letters to dear old 
Santa. The letters hav 
In like mad. 

Mere are Just a few: 



girl (I try 
my * rat 



I liave been » 
to te4l myself a* I 



Glotzbach Head* 
Fight In Factory 

Capt. Cbarlea Glotxbach, G. S. '42, 
Paxico, recently headed a group en- 
gaged In an unusual fight In a fac- 
tory on tbe edge of Welsweller, Oer- 
to newspaper re- 




it^M-E-O-W 



Jingle bells, llngle be-*, oh, pardon 
lit. friends, we arc Just overwhelmed 
with X-mas Joy. The spirit of Christ- 
mas wafts Its gentle aromas slowly 
about our gray old beads and live* 
us bay-fever. 

The Trl-Delts have their books ont 
this X-mas. On the end of every hook 
there'e a batch of mistletoe. That 
wasn't so bad but when they shingle 
the house with it that's going a little 
too far. 

The Pi Phis serenaded all frat 
houses late Sunday night. I wouldn't 
say they got any late dates but they 
wound up with two Kappa Sigs, a 
TKE and a suit ot Shorty Harolds 
long underwear. Shorty wasn't In 
them at the lime. He Just hung them 
up after a formal dance. 

With Embert Coles playing the part 
of a butler In "Claudia" he has re- 
ceived an offer of work from the "Old 
Ladles Home." But he refused to be 
their butler because he is now wash- 
ing finger bowls at Slims. 

Slims have heard that the Stork 
Club puts cherries in their drinks — 
so not U be out done he puts holly- 
berries In every glass of beer. 

The SAE bell ball was really an 



Dear Quaint Saint: 

Please send me a diploma. If yon 
can't do that send me a sheep's skin, 
I'm desperate, I'll print my own. 

Master Little Big John 
(age 7— years at K- State) 

Dearest Santa: 

My mother married a traveling 
salesman and now here I am with a 
drummer. I hope. So just send me 
a oulja board and everything will be 
back to normal. 

Pbyl Wells 

Now we come to part III of that 
Ode to Colllch Life and the Poet's 
Coroner by quaint Old Uncle Big 
Johanathan. 

Collich Life III 
I remember in years gone by, 

of » dear old frat. 
Named One Haifa Pi. 
It was ruled off the campus 

for being too sexy, 
Doar old PI — Yes, 1 was 
their prexy. 

We have been reading around 
town some signs telling of a buffet 
supper and dance Wednesday spon- 
sored by the 69th Signal Corps. It's 
either a mirage or the TKE's have 
a branch In the C. Ft. T. C. 

Rose Prankens "Claudia" was real- 
ly- a, success. The play was out of 
this world. The devil sat In the 3rd 
row in the balcody and popped corn 
In his open palm, which annoyed 
other people considerably. President 
Eisenhower said, quote: "Things like 
this should happen to K. U." Unquote. 

This ends our drivel dribble for 
now but don't forget, "It Isn't the 
cough that carries you off, it's the 
coffin they carry you off in." 

HERB 18 A VERY SPECIAL AN- 
NOUNCEMENT: In the next Issue of 
the Collegian we wJH Identify the 
author of this dirt column. Tar aad 



Reports tell of American troops 
fighting their way into the factory in 
the dark. Upon opening a room to 
establish his company command post. 
Captain Olotsbach found six Germans 
facing him. 

Even before be leveled his rifle they 
a 

In the fac- 
tory massed for a counterattack 
against Captain Olotxbacb'a company 
which was outnumbered. An officer 
with Glotzbach called over the walky- 
talky radio for mortar fire on their 
own heada. The men then ran for the 
cellars. The mortar shells rained 
down on the Germans In the open. 
The Oermans re-formed their forces 
to strike again. Once again Captain 
Glotxbach called for artillery and It 
came. 

The next morning the Americans 
counted SO dead Germans in the 
courtyard. Not a single American was 
lost in tbe fracas. 







— 



★ Bars and Stripes * 



Pfc. Leland Studt, former student 
has been reported killed In France on 
November 21. Studt was a student In 
electrical engineering from 1941 to 
■43.- HI* home was In 



Flight Officer Theodore W. Levin, 
Ag. '42, has been awarded tbe air 
medal for "meritorious achievement 
In aerial flight while participating in 
sustained operations against tbe 
enemy." Flight Officer Levin is with 
tbe Fifteenth AAF stationed in Italy. 



KSAC Plays Host 
To High Schools 

Three high schools have 
scheduled to appear over KB AO in 
January, 1946. They are Rossville, 
Wamego, and Mllford. Each school 
will present a 30 minute program. 

KSAC has bad approximately 200 
student visitors this year. During their 
visit, these students are taken on a 
campus tour by the Home Study De- 
partment. 

The following schools have pre- 
sented programs this year: Chapman, 
Beloit, Abilene, Junction City, Marlon, 
Manhattan, Blue napids, and Belle- 
viHe. 



Tiemann Attends 
Lutheran Meet 

Dean V. Tiemann, Junior In Busi- 
ness Administration and Accounting, 
has been chosen as one of six repre- 
sentatives of the Lutheran Student 
Association ot America to attend the 
National Student Christian Consulta- 
tion. 

The Consultation is to be held at 
Denlson University. Granville, Ohio, 
Dec. 27-30. 

LSAA delegates were chosen on the 
basis ot their fields of study, interest 
in LSAA, church background, and the 
likelihood of their attendance at the 
next council meeting of tbe LSAA 

Tiemann also was a representative 
to the 1944 Ashram, national LSAA 
convention, which was held at Lake 
Canandalgua, N..Y, 



Print Exhibition 

The Prairie Print Maker Exhibi- 
tion Is now on display in Anderson 
Hall, Rooms 220A and B and 221, 
according to Miss Dorothy Barfoot, 
head of the art department. This an- 
nual exhibition of prints by mid- 
western prlntmakers is recognized as 
one of tbe outstanding print shows 
In the country and has a wide variety 
of subject matter. It will be on dis- 
play for about two weeks. The Prairie 
Water Color Show was shown in the 
past few weeke. 



Pic. Lloyd Fraker, f. a. '41, 
been in the Army since July, 1942, He 
was stationed In Alaska for a year, 
and was then moved to the Pacific 
where he has been on duty for two 
months. 



Lt. Joseph H. Somers, f. s. '43, Is 
with the Coast Artillery Corps some- 
where in tbe South Pacific. After re- 
ceiving his commission at Camp 
Davis, N. 0,i he was sent to Harvard 
University radar school and then to 
the Massachusetts Institute ot Tech- 
nology at Boston. 



for sea duty. Ensign Moyer was coun- 
ty agent in Jackson County 
entering the Navy. 



Ens. Orven H. Armstrong. E. E. 
'40, commissioned in September, 
1943, to stationed at Pearl Harbor. 
Mrs. Armstrong to the former F. Ar- 
llne Raynesford, H. E. '40. She Uvea 
at 201 North Sixth Street, Garden 
City. Ensign and Mrs. Armstrong 
have a daughter, Beth, who will be 
two years old in January. 



Staff Sgt. Floyd Bacon, f, e. '42, 
has been missing In action over Italy 
since October 4. He was the noee 
gunner on a B-24, and was returning 
from a trip over Munich, Oermany, 
when lost. Sergeant Bacon had writ- 
ten a short time before that he had 
only two' more missions to complete 
before being sent 



MaJ. Glen Long, E. B. '39, of the 
Marine Corps, recently visited friends 
and relatives In Manhattan. He has 
been stationed in the Pacific for four 
years, and Is now awaiting a 



Howard F. Babb, f, s., M. M. 1-c In 
the Seabees. Is now In the Southwest 
Pacific. He has been In service a 
year. 



Ens. Wendell A. Moyer, f. s. '40, 
recently completed his Indoctrination 
and has reported to the east coast 



Keith B. Wagoner, Ag. '40, to an 
ensign In tbe Navy. Since his grad- 
uation, he has been employed as vo- 
cational agriculture Instructor in 
the Falrvlew Rural High School. He 
received bis commission in the United 
States Naval Reserve In March, 1944. 
Two months were spent at the indoc- 
trination school at Tucson, Aril. The 
past three months be has been at the 
Naval Communications School at 
Harvard University, Cambridge, 
Mass. Mis next assignment to to ac- 
tive duty In the Naval Training School 
in Oriental Languages at the Univer- 
sity of Colorado, Boulder. 



SMART PEOPLE 
SAY 

"Conoco 

Bronz-z-z 

Please" 

Verne Boyd's 
Conoco 




LOST — blue and gold Eversharp pen- 
cil. Reward call Gene Sink, 3-7327. 

LOST — Black billfold in chemistry 
building. Return billfold with papers 
and pictures to College Post Office 
and keep money. Myrtle Tooth alter. 
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Can do no wrong! 



An Arrow White Shirt 
gats along swell with 
your loudest sports 
jacket , . . you best 
blue salt . . . *ot any 
outfit you can dream up ! 
And Arrow White* can't 
go wrong on wear! Fab- 
rics arc pre-lesled to lift t 

Sanforised label means 
leas than 1% shrinkage. 

Arrow White Shirts. 
$2.24 up 
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ARROW White SHIRTS 
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YELLOW 
CABS 

Efficient Courteous - Dependable 



4 
4 
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NEW CAMERA "SHOOTS" 
FLYING PROJECTILES 

When Army ballistics experts needed to photograph 
speeding rockets, scientists at Bell Telephone Labora- 
tories built the special "ribbon-frame" camera. Their 
experience came from making high speed cameras to 
study tiny movements in telephone equipment parts. 

The new camera gets its name from the narrow slot 
that exposes a ribbon of film at a speed of one ten- 
thousandth of a second. These "stills," taken on 
ordinary film, show a fast flying P-47 firing its under- 
wing rocket. 

This is an example of the many ways Bell System 
research is helping to provide better weapons, better 
for war and peacetime telephone service. 



Service to the Nation in Peace and War 



II, 1M4 
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WILDCATS TROUNCE ROCKHURST 65-35 



Off To Wildfire Start 
18-6, Locals Keep Going 

The Kansas State College high-flying basketball team on their 
home court trampled Rockhurat College of Kansas City 65-35 
Monday night. It was the youthful Wildcats* second consecutive 
win 



The scoring combination of 
Dave Weatherby, Joe Ridgway 
and Jay Payton looked mighty 
Impressive Monday night as 
they garnered 16, 12 and 11 
points respectively. This sensa- 
tional shooting and fine passing 
allowed Coach Fritz Knorr to 
play his reserve teams better 
than hall the game. 

Rockhurst scoring honors went to 
guard Quintan who pat 10 points 
through the hoop. The rest of Rock- 
hurst 'a scoring was rather evanly dis- 
tributed. 

The Wildcats started like wildfire, 
running up an 18-6 lead in 10 minutes 
before Rockhurst knew what was go- 
ing on. Weatherby, Schulti, Klnch- 
loe and Payton were the sparks of 
this bard driving onslaught. Rook- 
hurst never threatened after that and 
Coaoh Fritz Knorr let his reserves 
finish the half. The half ended with 
the Wildcats out In front 35-11. 

Regulars Start 

The regulars started the second 
half and pulled away from the Hawks 
every minute of the game. The Wild- 
cats led 64-28 with 10 minutes left 
to play when Coach Knorr again 
pulled his flrBt team. Rockhurst' I 
Lew Lane's tutored boys made a val- 
iant last minute drive against the 
Wfldcat reserve squad but the defi- 
cit was too much to overcome. The 
game ended in some wild shooting 
tactics, each team trying to garner 
a basket, with K-State out In front 
by a score of 65-36. 

Handle Ball Well 

The winners, Kansas Bute's quin- 
tet, were far superior ball handlers. 
Center Ktnchloe and Forward Dare 
Weatherby did outstanding rebound 
work and pj-acticallj cc-ntrojled, the 
bounding board. Spencer played his 
usual cool aggressive game at guard 
and Jay Paytoiv former Emporia 
flash, showed bursts of great ball 
handling ability and deadly shooting. 
SchuiU and Atkins, forwards were 
uable in breaking up plays and 
rnlng the attack. 
For the losers, Qufnlan and Falerno 
paced the attack, getting 10 and 8 
points respectively. Bonrk played an 
excellent floor game. The flanks did 
not have the sustained tpeed and 
height to matchj;he Wildcats. 



K-State— «K 
Weatherby 
Ridgway 
Howard 
Sehultz 
Larson 



t.iHllltltM 



FG 

. 7 
3 

2 



McClaughry 

Atkins 4 

Klnchloe 

Spencer 1 

Payton 6 

S. Fuesser t 



FT 

2 
6 



2 



1 




F 
I 
S 

1 
2 

1 



s 



s 

1 



Pts 

16 
IS 

4 
6 
3 
8 
6 
t 
11 
4 



KS Cagers Meet 

KU 



Totals 



27 11 17 66 



RockhurBt— 36 FG FT F Pts 

Oeha 

Bailey t f 

Bneltel 10 I 

Balerno 8 2 1 I 

Bourk m« SOS 4 

Basse 10 6 

Qulnlan S 4 1 10 

Totals 14 7 14 36 

Referees — Evans and Fisher. 



A.G.R.,A.V.M.A.Top 
Basket Ball Teams 

Standing of Intramural Basketball 
Greeks 

Pet. 




.750 
300 
.875 



Jr* Ai V* M. A, 

a 

1H 

W. F. A. C. IH 

Tigers ............ 

College dub ... 




1 

a* 



.107 



Pet. 
1.0O0 



HHI 



.878 
.870 
.875 

.ioo 



With Intramural basketball sea- 
son drawing to a close, the A. O. R.'s 
and Jr. A. V. M. A. team lead their re- 
spective groups with little danger of 
being replaced. The Jr. A. V. M. A. 
has won all five of their games and 
meet the winner of the Creeks, The 
A. G. R. team still has two games left 
to play and must win both to gain 
undisputed first place and a chance 
to play the Independents. 



Buy War Bonds and help assure 
the future of the colleges. 



Merry Christmas 
A Happy New Year 



COLLEGE BOOK STORE 



MERRY CHRISTMAS 

and a 

HAPPY 
NEW YEAR 




■Vrs 



AMY StRVICl - PMC I 



At KC Tourney 

Off to Kansas City this week- 
end the Wildcat basketeers will 
enter a two-day tournament, 
playing Kansas University Fri- 
day night and Nebraska Satur- 
day night In Municipal Audi- 
torium there. 

Coach Frits Knorr's lads have put 
two out of four non-eonference games 
on the winning side of the list so far 
this season. The latest was the 
trouncing of Rockhurst 66 to 36 
Monday night. This latest victory 
places a KU conquest welt within 
the realm of possibility as the Jay- 
hawks bowed to Washburn at the 
beginning of the season. 

Not much dope Is available on Ne- 
braska's quintet. The one-game ex- 
perienced Cornhuakers have chalked 
up an encounter with Iowa as a 61 to 
46 loss. 

The thirteen hoops be rs journeying 
down the Kaw will be Dana Atkins, f ; 
Jack Bell, g; Burt Howard, f; Jack 
Kincheloe, c; Jack Larson, f; How- 
ard LeIU, c; Ralph Schreiber, g; Bill 
BchulU, f ; Richard Spencer, g; Ralph 
Steusser, g; Edward Koopman, g; 
Larry McClaughry, t, and Dave 
Weatherby, c. 

Probable starting lineup will be 
Sehultz and Weatherby, forwards; 
Kincheloe, center; Payton and Spen- 
cer, guardB. 



Hackney Still At It 

Kansas State's One Man Qang El- 
mer Hackney who plowed through 
Big Six lines for the Wildcats from 
1937 to 1939 recently scored the win- 
ning touchdown In the Detroit Lion's 
victory over the Cleveland Rams. 
While this one man gang still gangs 
up on his opponents he still tells the 
world about his accomplishments. 

The Detroit Free Press's John N. 
Sabo tells about it in this way: 

It must be reported that Dave Diehl 
Bcored three touchdowns and said lit- 
tle about them. It must also be re- 
ported that Hackney scored the win- 
ning touchdown and glamorised the 
deed In several thousand words. 

"The bashful man from Kansas 
took one hour and 32 minutes to tell 
the boys how to score a winning 
touchdown. The fact It required only 
a two-ward plunge to do so did not 
deter t ie Man from Kansas." 
• Hackr -jy was Big Six wrestling star 
In '37 anbi '38 and lettered In football 
and track 1a '37. '38 and '39. 



Collegian Advertising Pays. Try tt. 



Men Organize 

The only men's independent house 
on the campus. The House of Wil- 
liams, was reorganised recently af- 
ter being Inactive a short time. Ber- 
nard Jacobson is the new president; 
Eugene Stelmel, vice president; Mar- 
vin Richardson, secretary; James 
Harrison, treasurer. 




T M « AT R t 

2:80 . 7:00 - 0:00 



BHDS TONITE 

Adventures of Twin 
■ Valerie 



STARTING FRIDAY 



Co-Btarria* 
"KISMET" 



BREWER 

MOTOR CO. 



PHONE 4444 

EVERY SERVICE 




H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 

STEP LIVELY 

STARRING 

• FRANK SINATRA 



- SUN. Thru WEI). - 

GOING MY 
WAY 

FEATURING 
• BINO CROSBY 



STATE 



— MOW SHOWING 

CALL OF THE 
JUNGLE 



ANN OORID 



co- 



DON "Red" BARRY 
WALLY VERNON 

at 

OUTLAWS of the 
SANTA FE 



How About That 
Gift You Forgot? 



That $64 question 1b here 
again. But you know the 
answer is at Don & Jerry's 
bo there Is nothing to worry 
about. 

Today, with men giving 
their accessories double- 
barreled wear, they can use 
"extras* of anything. 

Sueh gifts as belts, hankies, 
socks, garters and wallets 
may sound small, but just 
think of what a big Job they 
can do for a busy man. 



CIO T Ull VI 



Xmas Suggestions 



Diamond Sings 
Pearls 



f° r 



Wrist Watches 
Rings 



Brooch and Earring 
Lockets • Crosses 



Waldemar Chains 
Key Chains 



St Christopher 



f^PAULj] DOOLEY 



JEWELER 



— SUN. - HON. - TUBS. — 



NATIONAL 
IARN DANCE 

FEATURING 

# JEAN HEATHER 
I CHARLES QVIOLBY 




MINSTREL MAN 



WED. • THUBS. 

FOREST 
RANGERS 

FEATURING 



CARLTON 



NOW SHOWING 

• ROBERT LOWER Y 



NAVY WAY 

SECOND FEATURE 



IN 



MAN FROM MUSIC 
MOUNTAIN 



— SUN. - HON. • TUBS. — 

Shine on Harvest 
Moon 

■TARRING 

• ANN 



WED. - THUBS. — 

THE WHISTLER 

FEATURING 

• RICHARD DEC 



HAT CHECK HONEY 
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'Having A Wonderful Time' 



In the midst of the holiday 

mas and Happy New Year. 

Alpha Delta Pin had choco- 
lates Friday night from presi- 
dent, Ethel Wilson, announcing 
her engagement to Lt. Richard 
J. FroBt of Wellesley, Mass. 
Lieutenant Frost attended Mas- 
sachusetts State College and was 
a memher of Q- T. V. fraternity. 

Alice Dillard paused rhocoUt** to 
the Trf Delt's Sunday telling of her 
engagement to Mllvln Zumalt, 3/c 
petty officer now stationed in the 
South Pacific. 

Hoawmother* of the Indeitwidesit 
organised houses entertained all wo- 
men living In these houses with din- 
ner at Thompson Hall Monday eve- 
ning. 

Mary Kaiwiner, Alpha- Delta Pi, 

and Lt. Kenneth Griffith. TKB, were 
married December 1 at the Methodist 
parsonage In Manhattan. 

Women of I* Viol entertained 
guests with a house party and dance 
Saturday night. 

Italia Delta. Delta had a'amni and 
town mothers as gueata to. a Christ- 
mas tea at the chapter house Sunday 
from 4 to 5 p. tn, 

Christina* dinner* and gift v M« 
changes are the order of tha weeV. 
Tuesday night Trl Delta had their 
formal dinner after which they went 
caroling. On Wednesday the Kappa 
Kappa Gammas, Alpha Delta Pis, 
' AlpV XI Deltas. Kappa Deltas, PI 
Beta Phis, and Annexes I and II all 
had dinners and gift exchanges. 



oat for a Merry Christ- 



Greeks Give 
Annual Dances 



r It. 1144 



Fashion Show Today 

A fashion show will b« the Christ- 
mas program presented to members 

of the Home Economics Clttb today 
at 4 p. m. in Rec Center. "Around the 
Clock" college fashions will bo mod- 
eled by girls representing each soror- 
ity, Van Zila, Annex I, Annex II, and 
Amicossctmbly. 

DanUBne— Haugue, Doris Marshal, 
Nina Anderson, Nancy Wilcox, Betty 
Gall Parker, Lee Master, Shirley 
Preienmuth, Llla Lou Johnston, Bar- 
bara Defenbaugb, Judy Caller, Ber- 
Slgma Alpha Epellon entertained erly King, Mildred Houseworth, Mar- 
Friday night with their semi-formal j garet Konecny, Shirley Tinberg, Pat 
dinner-dance. The dinner was served Gregg, Carolyn Myers, June Lowry, 



-College Calendar- 



Thursday, Dee. 21 
Cotleee 4-H Clob. 

r, 7:80 to 0:80 p. 




Ceac 



UHO, to 10 



In the Crystal Room of the Wareham 
Hotel, and the guests received crested 
lockets as favors. 

After the dinner a dance was held 



at the Avalon Ballroom. Blue and order of their appearance. 



Naomi Prolick, Mary Frances Hos- 
ier, Ruth Oilmore, Carol Shields, 
Melba Norby, Jean Braden, and Mary 

Alice Duerr are the models. In the 



i 



> 



Six Fraternities 
Pledge 14 Men t 

Six fraternities have pledged 14 
College mon recently wlui Phi Delta 
Theta leading the list with four! 
pledges. The pledgee announced by 
Harold Mowo. faculty adviser of the 
fraternities are: 

Alpha Oamma Rho: Clarence I 
Hardin. Petalutna, Calif.; Harold^] 
Klnard, RuAn, S. C. jj 
Alpha Tlu Omega; Henry* 
Brandea, Garden Plain: BobkW 
Hill, Mir Hope ' 
Theta pi: Bar* > 



white streamers from the ceiling cen 
tered at a blue bell. The same blue 
and white streamers decorated the 
handstand on which a replica of the 
SAB pin was hung. . / 

In the receiving line were Morley 
Cook, president of SAB, Phyllis Jo- 
hansen, Mr. and Mrs. Palmer Bresa- 
ler, and President and Mrs Milton 
Elsenhower. 

A D Pi Dinner Dance 

Alpha Delta PI had t&elr annual 
formal dinner-dance Sa turday night. 
Dinner at the Crystal Room of the 
Wareham Hotel pveceded the dance. 
Frosted logs d.VTnlrrors and red tapers 
decorated the tables, and dhce card 
favors were red iioots. ft 

Fallowing the ylaitce Alpha Delta 
Pis And their gu*v\ta danced at the 
Avalon Ballroom, » *ilch waa deco- 
rated with a Christ ma.* theme. The 
bandnV&Sd was decoraU-jl with red 1 
1 1 nnswsjpnr to represent % fireplace. 
OMvsJe bandstand were tb-e letters 
1. At one side was h large 
trMmas tree under whlei, were 
es colorfully wrapped In/chrlst- 
as paper arid ribbon. 1 
The receiving line tncly/ded Ethel 
Wilson, Lt. Richard Fjnffc't. MrB. Ran- 
sosTpatephens, Mrs. story P. Van Zile. 



Following the 
will be served. 



Club Makes Toys 

The children's ward at Bell Me- 
morial Hospital in KansaB City, Kan., 
will receive stuffed animals as gifts 
from the Home Economics Service 
Club this Christmas. 

The girla have been making these 
animals at their regular meetings, 
and by the last meeting Tuesday, they 
had already completed 12 animals. 
Squirrels, dogs, rabbits, and bears of 
unbleached muslin with ears and tail 
of Borne gay stripe or print are repre- 
sentative of some of the animals be- 
ing made. I 

Dr. Gladys Vail, sponsor of Service 
Cine, donated a bear of black felt 
trimmed with orange cross stitching 
that was especially clever. 



S to • p. m. 
Football 
p. m. 
Home 

Ten, Recreation Ceoiter, 4 to 5 
p. in. 

Music Department Recital, Audi- 
torium, 7:80 to 10 p. m. 
Fifth "Why We Fight" fllm, 
Tour Ally, " 
ditoriom, 4 p. 

Friday, Bee. 22 



Dean Margaret Justin, head of the 
borne economics department, and 
Dean Helen Moore entertained fac- 
ulty women at a tea Sunday at the 
borne of Dean Justin. 

Mrs. Milton S. Eisenhower, Mr*. R. 
I. Thackrey. Mrs. H>. L. Hoi ton, and 



Hitler may be planning to go baek 
to his old Job of paperhanginf , bat 

because of the paper shortage he mar 
have to take the hanging without the 
paper. 



p. m. 

Saturday, Dec. 28 

Vacation begins, 13 not 

Tuesday, Jan. 2, 1945 

iids, O p. m. 



Developed for Inspecting fabrics in 
textile mills, a new fluorescent light- 
ing device Increases the daily output 
of each worker by 1,000 yards, or 
from 20 to 30 
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Decorations .... 

The Student Council has re- 
last year's rule that doc- 
tor particM In the Ava- 
lon should not exceed SS.OO. This 
Is being requested because of the 
paper shortage and in light of 
the fact that clabor* 
UonN constitute a Are 



Wishing You All 
a 

Merry Christmas 
and 

a j 

a Prosperous 
New Year 

CollegeCityBus 



Blood Donors 



• • • . 



unffa 



I, p. 



Kapp- Sigma: _ 
Cunningham; Ralph t w ■* ^sjst- 
som: Raymond Btelnoai V -*^lr 

Phi Delta Theta*: Herb*** Ajvn* iy- 
hoff, Abilene; Janies V. Dro/wn, Man- 
hattan; Richard Gorman. Chapman; 
Bob E. Mooney.*ll>nkato. 

Sigma Alpha Hpsllon: Loyce D. 
Jernigan, Osage Arthur B, 

Roseberg, Isle. « 



IDean He*!* Moor«, Dr. and Mrs. W. 
E. OjWjwtl Dr. and Mrs. Harold 

now* ■ 

JhcJ XI and PI Phi Parties 
'aUfembers of Alpha XI Delta enter- 
ied Friday night at the chapter 
T iuse with a semi-formal dance. The 
"^Christmas theme was carried out with | 
pine boughs and candlea on the | 
mantel and a Christmas tree. A Fort 
Rile? orchestra furnished music fori 
the dancing. 

The receiving line consisted of 
Pauline Basket!, Miss Dorothy Bar- 
foot, Dean Emeritus Mary P. Van 
Zlle, and MrE. Jack Nave. 

Pi Beta Phis had a semi- formal 
J nee at the chapter bouse Saturday 
night. The house was decorated In 
keeping with the Christmas theme. 



to donate blood to the 
bank which will be here January 
4 and 5. Students may register 
at the Red Cross office. Fifth 
Houston, Dec. 2! 



Appoint New Doctor 

To Heith Staff 

■ 

Dr. Charles E. Welgel af Erie, Pa., 
has been appointed staff physician In 
the student health department of 
Kansas Mate, He assumed his duties 
the first "bf December. 

A graduate of Alleghany College 
with a B. 8, In '24, Dr. Welgel com- 
pleted his M. D. at the Jefferson Med- 
ical College in Philadelphia In '28. 
His Internship was at the Delaware 
Hospital In Wilmington after which 
he spent the next five years In grad- 
uate study. 

Dr. Wetgel comes to Kansas State 
after ten years of active practice at 
Salem, N. J., where he was a memher 
of the Salem County Medical Society, 
the Medical- Socltty of New Jersey, 
and the American Medical Associa- 
tion. 

The addition ot Dr. Welgel to the 
health department's stall will make 
It possible for more students to take 
advantage of. the facilities offered 
than waa possible at the beginning of 
this semester. 



Dinah Shore and Spike Jones (and 
sis City Slickers r have Just returned 
to this country from entertaining the 
boys In France and England under 
*'ie auspices of the USO-Camp Shows. 



IF YOU WANT TO LOOK 
--SMOOTH-- 
Try Our 

HAIR CUTS 
SHAVES 
MASSAGES 

G1LLETT BARBER SHOP 



Buy War Bonds and help assure 
the future of the 



Gifts for Her 

Gorgeous Selection of 



All Styles and Colors 
Popular Prices 

" Jewelry 

A Nice Selection of 
Lapel Plus And Earrings 
$1.00 and up 

Pearls, Short and Long 



and 
Sequin Tefls 

Wareham Hat Shop 



MERRY 



- 



FOR THAT 

Perfect 
Xmas Gift - - - 

GIVE A RING 

We hare a large selection 
of 

Ladles* and Men's 

RINGS 

In a variety of stones 
and settings — 

Diamonds 



Tiger Eyes 
Onyx 



Flowers for Christmas 

Holly, Evergreen and Mistletoe 
Smart Center Pieces 
Cut Flowers and Plants 
Corsages for Your Christmas Formal 

Let Us Help Yon Choose Your 
Home and Party Decorations 

Prompt, Courteous Service 



Manhattan Floral Company 

112 South Fifth Dial 8322 



REED'S 

TIME SHOP 

North of the Sosna 



TMAS 



Victorious * 
NEW YEAR 

Ward Keller Store 

yHOS DEPARTMENT 



1 

_ / 



FOR THAT 



Last Minute Gift 



STATIONERY 

BOOKS 

GAMES 

POLLOMS BOOK STORE 

321 Poyntz Phone 3-286 




IE POUR 



KANSAS STATE COLLEGIAN 



'Having A Wonderful Time' 



In toe midst of the holiday 

mas and Happy New Year. 

Alpha Delta ru bad ehoeo- 
lateB Friday night from presi- 
dent, Ethel Wilson, announcing 
her engagement to Lt. Richard 
J. Frost of Wellesley, Mass. 
Lieutenant FroBt attended Mas- 
sachusetts State College and was 
a member of Q. T. V. fraternity. 

Alice DUlard pamwd chocolate* to 

the Trl Delt'B Sunday telling of her 
engagement to Milvln Znmalt, 8/c 
pettr officer now stationed In the 
South Pacific. 



oat for a Merry Christ • 



organized houses entertained all wo- 
men living In these houses with din- 
ner at Thompson Hall Monday eve- 
ning. 

Marj Kawmer, Alpha Delta PI, 
and Lt. Kenneth Griffith, TKE, were 
married December 1 at the 
parsonage In Manhattan. 

Women of I* 
guests with a house party and dance 
Saturday night. 

Delta Delta Delta had alumni and 

town mothers as guests to a Christ- 
mas tea at the chapter house Sunday 
from 4 to 6 p. m, 

ChrlstmaH dinner* and gift ex- 
changes are the order of the week. 
Tuesday night Trl Delta had their 
formal dinner arter which they went 
caroling. On Wednesday the Kappa 
Kappa Gammas, Alpha Delta Pla, 
Alpha Xi Deltas. Kappa Deltas, PI 
Beta Phts. and Annexes I and II all 
had dinners and gift 



Six Fraternities 
Pledge 14 Men 

Six fraternities have pledged 14 
College men recently with Phi Delta 
Theta leading the list with four 
pledges. The pledges announced by 
Harold Howe, faculty adviser of the 
fraternities are: 

Alpha Gamma Rho: Clarence Earl 
Hardin, Petaluma, Calif.; Harold W. 
Kinard, Ruffin. S. C, 

Alpha Tau Omega: Henry E. 
Brandes, Garden Plain; Bobble W. 
Hill. Mt. Hope. 

Beta Theta PI: Burt Howard, 
Manhattan. 

Kappa Sigma: Jack Klncheloe, 
Cunningham; Ralph Schrelber, Ran- 
som; Raymond Steinbacher, Garnett. 

Phi Delta Theta: Herbert E. Day- 
hoff, Abilene; James V. Drown, Man- 
hattan; Richard Gorman, Chapman; 
Bob E. Mooney, Mankato. 

Sigma Alpha Epsllon: Loyce D. 
Jernlgan, Oaage City; Arthur B. 
Roseberg, Isle. 



Appoint New Doctor 
To Health Staff 

Dr. Charles E. Weigel of Erie, Pa., 
has been appointed staff physician in 
the student health department of 
Kansas State. He assumed his duties 
the first of December. 

A graduate of Alleghany College 
With a B. S. In 'Zi. Dr. Weigel com- 
pleted his M. D. at the Jefferson Med- 
ical College In Philadelphia In '28. 
His Internship was at the Delaware 
Hospital In Wilmington after which 
lie spent the next five years In grad- 
uate study. 

Dr. Weigel comes to Kansas State 
after ten years of active practice at 
Salem. N. J., where he was a member 
of the Salem County Medical Society, 
the Medical Society of New Jersey, 
and the American Medical Associa- 
tion. 

The addition of Dr. Weigel to the 
health department's staff will make 
it possible for more students to take 
advantage of the faollltles offered 
than was possible at the beginning of 
this 



Greeks Give 
Annual Dances 

Sigma Alpha Epsilon entertained 
Friday night with their semi-formal 
dinner-dance. The dinner was served 
in the Crystal Room of the Wareham 
Hotel, and the guests received crested 
lockets as favors. 

After the dinner a dance was held 
at the Avalon Ballroom. Blue and 
white streamers from the ceiling cen- 
tered at a blue bell. The same blue 
and white streamers decorated the 
handstand on which a replica of the 
SAB pin was hung. 

In the receiving line were Morley 
Cook, president of SAE, Phyllis Jo- 
hansen, Mr. and Mrs. Palmer Bress- 
ler, and President and Mrs. Milton 
Elsenhower. 

A D PI Dinner Dance 

Alpha Delta Pi had their annual 
formal dinner-dance Saturday night. 
Dinner at the Crystal Room of the 
Wareham Hotel preceded the dance. 
Frosted logs on mirrors and red tapers 
decorated the tables, and place card 
favors were red boots. 

Following the dance Alpha Delta 
Pis and their guests danced at the 
Avalon Ballroom, which was deco- 
rated with a Christmas theme. The 
bandstand was decorated with red 
crepe paper to represent a fireplace. 
Over the bandstand were the letters 
A. D. Pi. At one Bide was a large 
Christmas tree under which were 
boxes colorfully wrapped in Christ- 
mas paper and ribbon. 

The receiving line included Ethel 
Wilson, Lt. Richard Frost, Mrs. Ran- 
som Stephens, Mrs. Mary P. Van ZUe, 
Dean Helen Moore, Dr. and Mrs. W. 
E. Grimes, and Dr. and Mrs. Harold 
Howe. 

Alpha XI and VI Phi Pari ten 

Members of Alpha Xi Delta enter- 
I talned Friday night at the chapter 
house with a semi-formal dance. The 
Christmas theme was carried out with 
pine boughs and candles on the 
mantel and a Christmas tree. A Fort 
Riley orchestra furnished music for 
the dancing. 

The receiving line consisted of 
Pauline Baskett, MIsb Dorothy Bar- 
foot, Dean Emeritus Mary P. Van 
ZUe, and Mrs. Jack Nave. 

Pi Beta Phis bad a semi-formal 
dance at the chapter house Saturday 
night. The house was decorated In 
keeping with the Christmas theme. 



Fashion Show Today 

A fashion show will be the Christ- 
mas program presented to members 
of the Home Economics Club today 
at 4 p. m. In Rec Center. "Around the 
Clock" college fashions will be mod- 
eled by girls representing each soror- 
ity, Van Zile, Annex I, Annex II, and 
Amicossembly. 

Danlene Haugue. Doris Marshal, 
Nina Anderson, Nancy Wilcox, Betty 
Gail Parker, Lee Massey, Shirley 
Freienmuth, Llla Lou Johnston, Bar- 
j bara Defenbaugh, Judy Caster, Bev- 
erly King, Mildred Houseworth, Mar- 
garet Konecny, Shirley Tinberg, Pat 
Gregg, Carolyn Myers, June Lowry, 
Naomi Froilck. Mary Frances Hos- 
mer. Ruth Gil more, Carol Shields, 
Melba Norby, Jean Braden, and Mary 
Alice Duerr are the models, in the 
order of their appearance. 

Following the fashion show tea 
will be served. 



Club Makes Toys 

The children's ward at Bell Me- 
i mortal Hospital in Kansas City, Kan., 
will receive stuffed animals as gifts 
from the Home Economics Service 
Club this Christmas. 

The girls have been making these 
animals at their regular meetings, 
and by the last meeting Tuesday, they 
had already completed 12 animals. 
Squirrels, dogs, rabbits, and bears of 
unbleached muslin with ears and tail 
of some gay stripe or print are repre- 
sentative of some of the animals be- 
ing made. 

Dr. Gladys Vail, sponsor of Service 
Club, donated a bear of black felt 
trimmed with orange cross stitching 
that was especially clever. 



Collegian Advertising Pays. Try It. 



Donors 



Students are urged to register 
to donate blood to the blood 
bank which will be here January 
4 and 5. 8tudent« may 
at the Red Cross 

pi, Dec. 22 



Dinah Shore and Spike Jones (and 
his City Slickers) have Just returned 
to this country from entertaining the." 
boys in France and England under 
the auspices of the USO-Camp Shows. 



War Bonds and help 
the future of the colleges. 



aasure 



MERRY CHRISTMAS 
and a 
Victorious 
NEW YEAR 



Ward Keller Store 

SHOE DEPARTMENT 



Gifts for Her 

Gorgeous Selection or 

Hand Bags 
All Styles and Colors 
Popular Prices 

Jewelry 
A Nice Selection of 
Lapel Pins And Earrings 
11.00 and up 

Pearls, Short and Long 
Hair Ornaments 



Sequin Veils 

Wareham Hat Shop 



IF YOU WANT TO LOOK 
• •SMOOTH-. 
Try Our 

HAIR CUTS 
SHAVES 
MASSAGES 

GIllETT BARBER SHOP 

Glllett Hotel 



-College Calendar- 

Thursday, Bee. SI 
College 4-H Club, 

tor. 7:30 to 0:80 p. m. 
Choral 

a to e p. m. 

Football Banquet, USO, 6 to 10 
p. m. 

Home Economics Clnb Christmas 
Tea, Recreation Center, 4 to 
p. m. 

Music Department Recital, Audi- 
torium, 7:80 to 10 p. m. 

Fifth "Why We Fight" film, "Know 
Four Ally, Britnl 
ditorium, 4 p. m. 

Friday, Dec. 22 
Student Assembly, 
p. m. 

Saturday, Dee. 23 

12 



December ji 



Entertain Faculty uw 
Dean Margaret J„.t 
•me economics depa,,'**'! 
Dean Helen Moore ZEES. 
ulty women at a tea 8u2S 
home of Dean Jnatin ' 1 

Mra. Milton S. Eisenhower 
I. Thackrey, Mrs. E. L . SattJl 
Miss Emma Hyde pou red 

Hitler may be planning to fc 
to his old Job of wpStZS 
because of the pape? Sggjj 

paper" K£ 



Tuesday, Jan. 2, 1945 

Vacation ends, O p. m. 



Developed for inspecting fabrics in 
textile mills, a new fluorescent light- 
ing device increases the daily output 
of each worker by 1,000 yards, or 
from 20 to 30 percent. 



Decorations .... 

The Htudent Council han re- 
affirmed Inst year's rule that dec- 
ora t tons for parties in the Ava- 
lon should not exceed 99.00. This 
is being requested because of the 
paper shortage and in light of 
tli© fact that elaborate 

constitute a fire hazard. 



Wishing You Ajj 
a 

Merry Christmas 
and 

a Prosperous 
New Year 



Co I lege City Bus 



Flowers for Christmas 

Holly, Evergreen and Mistletoe 
Smart Center Pieces 
Cut Flowers and Plants 
Corsages for Your Christmas Formal 

Let Us Help You Choose Your 
Home nnd Party Decorations 

Prompt, Courteous Service 



Manhattan Floral Company 



112 



Fifth 



Dial 332! 



FOR THAT 

Perfect 
Xmas Gift - - - 

GIVE A RING 

We have u large selection 
of 

Ladles* and Men's 

RINGS 

In a variety of stones 
and settings — 

Diamonds 
Rubles 
Jets 

Tiger Eyes 
Onyx 



REED'S 

TIME SHOP 

North of the Soan* 



I i 



FOR THAT 

Last Minute Gift 

STATIONERY 

BOOKS 

GAMES 

POLLOMS BOOK STORE 



521 



Phooe 3286 



Keep the Home Fires Burning- 

—for the boys are coming home! To 
a better America— an America where 
every one helped In the struggle, now 
so nearly won. 

This Christmas we face the future 
believing that America will not fail 
our men in the peace, as they have 
not failed us at war. 

When the war is a memory— 
to Overland Greyhound for the 
in postwar bus travel. 

com * m mm yo^ to a few., (5E 

UNION BUS DEPOT 
6th & Poynti Dial 4861 

ovhuno GREYHOUND mm 

* •■™f|f| TMNSIT LIMtS 



COLLEGE LI BR ART 






JAN ; 3 



COPY 1 



LuME IX 
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Collegian 



announce RP 
teauty Queen 
tandidates 

Candidates for the 1945 Royal 
irple Beauty Queen were cho- 
t by Greek and Independent 

3 uiw before the holidays, 
phfl eight Greek candidates 
i Lija Lou Johnston, Alpha 
flta Pi; Kathleen Petterson, 
Jplia Xi Delta; Shirley Frelen- 
l Clovia; Mary Elizabeth 
|t ftll Chi Omega; Pauline Neal. 
ta Delta Delta; Joyce Elaine 
uii. Kappa Delta; June Lowrey, 
lpp rt Kappa Gamma; and JoAnn 
Vn. Pi Beta Phi. 

The eight Independents are Jean 
Be au and Shirley Tlnberg, Amtcos- 
aihly; Oeorgine Btsehoff and Letha 
le Base, Amistad: Mary tllff and 
\a\A\w McCurdy. Van Zlle Hall; 
Lne Smith. Annex Ij and Patricia 
I Gregg, Annex II. 
jrhr queen and her three attendants 
|l be chosen by an off-campus per- 
il whose Identity will not be an- 
Janced until after the selection 1b 
[do, according to Elisabeth Cran- 
ia 4 5 Royal Purple editor. Pic- 
|es of the candidates will be taken 
Ithe Studio Royal. The identities of 
four beauty winners will -cemaln 
■ecret until the distribution of the 
Irbook in May. 



NUMBER 13 



Moxley Resigns 
From Extension 

After 20 years with the College Ex- 
tension Service as animal husbandry- 
man. J, J. "Jerry" Moxley, widely 
known beef cattle authority, resigned 
January 1 to devote full time to the 
management of his purebred Here- 
ford ranch near Council Grove. 

Dean H. Umberger of the Division 




:tend Ticket Sale 
Next Wednesday 

cause of student request, the 
[son ticket sale for the Manhattan 
list Scries has been extended to 
tduesday, Dean Helen Moore has 

hounced. 

Additional good seatB In the Col- 
ic Auditorium have been released 

reservations or the $2.60 student 
};■■•■ Dean Moore said. Many of 
'sp are downstairs and some are 

flue ones in the upstairs bulge, 
Iviously held for the $4.60 ticket 
PP. 

^tudents who aided with pre- 
I sates have been asked to 

lain more tickets from Miss Anna 
prmer, associate professor of En- 
sh. Purple Pepsters will have a 
|es table in Anderson Hall each 

rnoon for the accommodation of 
\h students and faculty members. 
"Many persons indicated that their 
I budgets would be more 
Istie than their December ones and 
y gift money might well be spent 

the pleasure of three musical 
lertainments," Miss Moore ex- 
lined. "The events Include the Gen. 
Vtoff Don Cossack Russian Chorus, 
Ibruary 7; Marie Wilkina, Kansas 
Iman who is now a Metropolitan 
i^ra soprano, March 15; and 
itrleg Kullman, young Metropolt- 

Opera tenor, April 24." 
h'mtiu from the Artist Series will 

divided. Part will be used to un- 
W rite another series next year and 
ft will go for the construction of 
lideuce halls for women on the 

lupus. 



psenhower Gets * 
U. Honor Degree 

President Milton S. Elsenhower re- 
ived an honorary degree of doctor 
[laws from the University of Wieh- 
1 at the school's Christmas convoca- 

p December 22. 

Following the conferring of the 
tree; President Elsenhower gave 
[address, "Christmas 1844." Tak- 
I part in the ceremony at which 
bsidfnt Eisenhower received his 
krec was Dr. T. Walker Weaver, 
urman of the Board of Regents of 
chita University, and William M. 
pine, former president of Kansas 
}'• and now president of Wichita 
liversity. 

pr. Jardine said to commenting 
I 'hf honor bestowed upon the 
psident, "Rarely does this unlversi- 
present honorary degrees, but I feel 
I is an exceptional occasion. Milton 
penhower has given capable and 
pelflsh service to his country in 
of peace as well as In time ol 



big speed-up in the plastics In- 
stry— surpassing anything that has 
["■ achieved in the past Quarter 
";ury — is achieved by electronic 
er heating. For instance, It for- 
Jrly took two hours to mold a 4- 
|"rid test block $ Inches square by 
inches thick. With electronic 
»« heating. It takes Ave minutes. 



of College Extension, in commenting 
on Moxley's resignation, said that 
Moxley's influence as extension spe- 
cialist in beef production will be felt 
for a long time and added that he 
has "done much to stabilize the beef 
cattle Industry and to put lt on a 
sound basis." 

Characterizing Moxley as "one of 
the outstanding extension animal 
husband rymen in the United States," 
Dr. A. D. Weber, bead of College ani- 
mal husbandry department, said that 
"Moxley's practical approach to cat- 
tle problems has been of inestimable 
value in promoting better methods of 
feeding and management and In Im- 
proving the quality of breeding 
herds," 

Moxley was graduated from Kan- 
sas State College in 1922 and in De- 
cember. 1924. Joined the extension 
service staff. He served as extension 
agent in Brown County 16 months and 
then accepted the position of animal 
husbandryman. He and Mrs. Mox- 
ley and their two children, Lynn, 7, 
and Hall, G, will move to their 600- 
acre Morris County ranch, Moxley 
Hall, Immediately. 

"I'm not retiring from beef cattle 
improvement work," Moxley Is tell- 
ing his friends, "I'm only changing 
jobs." 



Seaton Gives 
Scholarship 

The College has received a gift or 
$3,000 from Fay N. Seaton, Manhat- 
tan publisher, to be used In setting up 
in the Department of Industrial 
Journalism and Printing a scholar- 
ship fund, which will he known as the 
Fay N, Seaton Scholarship Fund. The 
gift was made through the Kansas 
State College Endowment Associa- 
tion. He plans, be stated, to add to 
the fund later. 

In a letter which accompanied his 
gift. Mr. Seaton expressed his desire 
to have the fund used to provide 
working scholarships. In asking that 
students who receive the scholarships 
be required to render service in re- 
turn for tbe value of the scholarship, 
Mr, Sea ion declared, "My experience 
with public as well as private aid has 
taught me that we get a greater ben- 
efit out of what we work for than 
from what Is given us." 

I*rt*itdent Accepts 

In accepting the check President 
Elsenhower said he greatly appreci- 
ated the generous gift and the fine 
spirit which prompted it. "Such gifts," 
he declared, "are an inspiration to the 
officers and staff of the entire Col- 
lege. The Fay N. Seaton Scholarship 
Fund will be of great assistance to 
the Department of Industrial Journal- 
ism and Pointing for many years by 
providing an incentive for students 
in that, field. 

"Kt^sas Slate College is the only 
institution In Kansas, and one of the 
few in the United States, offering 
work in Industrial or technical Jour- 
nalism In which training in the tech- 
niques of writing is combined with 
training in agriculture, home eco- 
nomics and other technical fields. 
Such training equips young people 
for great usefulness In a large, Im- 
portant and rapidly growing field of 
communication," the President de- 
clared. 

Interest In Department 

Fay Seaton and h'w sons, Fred A. 
Seaton, general manager of the 
Hastings (Neb.) Daily Tribune, and 
Richard M. Seaton, manager of the 
Manhattan Mercury-Chronicle and 
Manhattan Republic, have long been 
Interested In the Journalism depart- 
ment of the College. More than 80 
students of the department, including 
Mr. Eisenhower, have earned part or 
all of their college expenses by work- 
ing for the Seaton Publications. Both 
Fred and Richard Seaton are former 
students in the department, Richard 
being graduated In 1934 with a B. 
S. degree In industrial Journalism. 



Wildcats Sink Sooners 
In Thrill Packed Game 

The Kansas State Wildcats won their first conference game 
from the favored Oklahoma Sooners on the home court Tuesday 
night In a close match packed with thrills from beginning to end 
Jay Payton, guard, shot a field goal from near the center of the 

court with 15 Beconds left in the 
game to give the locals their 55- 
54 victory. The score constantly 
changed handB as the two clubs 
tied the score 14 times. Okla- 
Dr. Frits Moore, head of the De- homa led at the half, 25-24. 

IjOSO IjMm! 



Foreign Student 
Adviser Appointed 



Kansas Is both the geographic 
center of the United States and the 
geodetic center of the North American 
continent. — K. I. D. C. 



partment of Modern Languages, has 
been appointed by President Milton 
S. Eisenhower to advise foreign stu- 
dents on the campus. The Increasing 
number of foreign students who have 
enrolled at Kansas State during the 
last few months prompted such an 
appointment. There are now 12 for- 
eign students on the campus. 

The College feels that there Is S 
need for a central place where the 
common needs of foreign students 
can be handled. As an adviser of 
foreign students Dr. Moore will be 
available to the students for discus- 
sion and consultation. 

Dr. Moore believes there will be a 
definite increase of foreign students 
on the Kansas State campus, partic- 
ularly from the South American coun- 
tries. He explains that South Ameri- 
can students who normally would go 
to Europe to school are coming to 
the United States because the war 
has closed many European universi- 
ties. As soon as the war Is over, he 
expects students from many of the 
other countries to choose Kansas State 
for their training. Dr. Moore pointed 
out that foreign students coming to 
tbe United States for schooling will 
be Inclined to enroll in technical 
schools. 



Join the Kansas State Alumni As- 
sociation and be active In Insuring 
the future of 



Collegian Selects Its 1Q Bests' 
From 1944 Events At Kansas State 



Another year has come and gone 
at Kansas State. With everyone se- 
lecting "10 bests" The Collegian has 
picked out the following important 
happenings as their ten stories of the 
year. 

First there was the Hying trip of 
General Dwight Elsenhower to the 
Kansas State campus to visit his 
brother, President Eisenhower, and 
family on January 8 and 9. 
. As the first semester ended, Kan- 
sas State found that there must be a 
mid-year commencement for the many 
seniors. The result was the first regu- 
lar mid-year graduation ceremony 
for 102 candidates on January 29. 
Men in uniform and men and women 
In black robes marched from Ander- 
son Hall to the College Auditorium to 
receive their diplomas. 

Army Leaves 

In March and April the College be- 
gan to realise that Its army students 
were leaving as the daily, "hut, two. 
three, four" and the gay songs of 
the AAF and AST gradually disap- 
peared from the campus. Most of the 
men left to be transferred to the in- 
fantry or some other branch of tbe 
service. 

It was Wildcats vs. Lions on May 
4 when all Kansas Staters— students 
and profs— left their classrooms and ] 
books to dig dandelions on the cam- j 
pus grounds. It was a successful day 
ending with a Jam session in the late 
afternoon. 

Smoking Issue 

About this same time The Collegian 
was printing other big news — that of 
the smoking issue on the campus. 
After much discussion both pro and 



con, the students went to the polls 
to vote 3 to 1 in favor of smoking 
on the College grounds. The faculty 
council already had given approval 
to the Issue. 

The Kansas State Endowment As- 
sociation was established in the early 
part of 1944. Donations to this fund 
mounted to $353,000 in October and 
this amount has been raised consider- 
ably by now. The donations will be 
used for scholarships, to finance re- 
search and campus improvements and 
developments. 

R. P, Rates 

Back to Kansas State came 1,488 
students in September after a four 
months vacation, except for those who 
went to summer school, of course. 
They soon found that tbe 1944 Royal 
Purple had again won the All-Ameri- 
can Honor Rating for the ninth con- 
secutive year. It was termed as s year- 
book with "personality plus." Mary 
Ann Montgomery was the editor. 

A big thrill to sports fans and all 
Kansas Slaters was the winning of 
the Homecoming football game with 
K. U. on November 11 by s score of 
18 to 14. About 7,600 people attend- 
ed the game. Betty Carr, Homecom- 
ing queen, presented the K. U. — K- 
State Sportsmanship Trophy to tbe 
football team. To top this big event 
was a holiday the following Monday. 

As a Christmas present from tbe 
College to all former Kansas State 
men and women In the armed services 
was the "Battle Baby" Collegion. 
Published on December 7, this Issue 
gave a roundup on news of campus 
activities. President Eisenhower also 
sent holiday greetings from the Col- 
lege in this issue. 



Elect 12 Seniors 
To Phi Kappa Phi 

Twelve seniors have been elected 
to Phi Kappa PM, national honorary 
scholastic organisation, according to 
Mrs. Katherine Hess, secretary of the 
Kansas State chapter. 

The newly-elected members are: 

School or Arts and Sciences — Ethel- 
inda Elizabeth Parrlah, Manhattan; 
Eugene Donald Orim, Coffeyville; 
Soterea Maduros, Junction City; and 
Mary Elizabeth Crandall, LeRoy. 

School of Home Economics: Leora 
Evalyn Bentley, Shields: Marjorle 
Louise Hawkins, Kansas City; Pa- 
tricia Ann Bralnard, Carlyle; Mar- 
garet Ann Pfrang Latham, Goff; and 
Roberta May Townley, Abilene. 

School of Veterinary Medicine: 
Arthur Raymond Roseberg, Isle, 
Minn.; Robert Maxwell Jarrett, Man- 
hattan; and Jacob 
Hoxie, 



With bIe and one-half minutes left 
to play, the fighting Wildcats held a 
53 to 46 lead, hut the Sooners, led by 
Brinegar. HlneB and Llndenberg, 
forged ahead and held their lead until 
the final IB seconds when Payton 
came through with his story-book 
shot. 

It was the shooting of Dave Weath- 
erby, K-State's freshman forward that 
sparked the Wildcats last half drive. 
Tall Dave dropped five field baskets 
In the final half after finding himself 
cold the first halt. 

Frw Shots 

Free shots kept the Sooners In the 
ball game and were directly responsi- 
ble for their halftlme lead. After 
missing their first four charity tries, 
the Bruce Drake men made 17 free 
throws In succession before Llnden- 
berg finally missed midway in tbe 
second half. 

Harold (Scooter) nines, Oklaho- 
ma, led the point makers with 18: 
Brinegar followed him with 
Weatherby scored 12 for 
State. 

Kansas State— 55 

Weatherby, f 5 

Atkins, f 4 

Rldgway, f 2 

Schultz, f 

McClaughry, f 3 

Kincheloe, c 2 

Payton, g 4 

Stnesser, g 

Spencer, g 2 

Belt, g 



14. 



FT 
2 

3 
1 

2 

2 
1 




Totals IS 11 

Oklahoma— 54 O FT 

Ulnes. f 8 « 

Buelow, f 1 3 

Brinegar. c 8 2 

Eltlnge, c 

Landon, g 1 4 

Whaley, g 2 2 

Llndenberg, g 2 1 



To! n In 



.18 18 



31 

F 

3 

2 
3 

1 
4 
3 

15 



Missed free throws: Weatherby. At- 
kins, nidgway 3. McClaughry 2. 
Kincheloe, Bell, Minns 2. Kltlnge 3, 
Landon. Llndenberg 2. 

Officials: Lance, Pittsburg Teach- 
ers and Ohnrhelman, Kansas State. 



New Short Course 

Twenty-nine electrical workers 
from Manhattan and Junction City 
have enrolled for a new short course 
In electronics at work being taught 
by the staff of the Department of 
Electrical Engineering. 

The course Is being offered In re- 
sponse to a request of local citizens. 
The new course will follow an out- 
line prepared by the Westlnghouse 
Electric and Manufacturing Company 
for teaching electrical workers tbe 
fundamentals of electronics. The 
course work will be covered In class 
by lectures, slides, demonstrations 
and textbook. , 

The class will meet for a 10-week 
period on Monday nights in Engineer- 
ing Hall. The first meeting of the 
class was December 4. 



All of the major buildings. on the 
Kansas State campus are of native 
limestone, some of which was quar- 
ried on the College property. 



Apply 



Application* for tin- position* 




nary 12 



1 be filed by 

; !<> It . it . 
of Uh< Board of 
Student Publications. 

The blanks are bow available 
In C. i. Hedlln's office, K-IOAD, 
and should be turned in to Mr. 



Wylie Gives $1,000 
To Endowment Fund* 

Harry L, Wylie of Manhattan has 
presented u gift of $1,000 to the Col- 
lege through the Kansas State Col- 
lege Endowment Association. In 
making the gift Mr. Wylie said It 
Is to be used as directed by the 
trustees of the Endowment Associa- 
tion. 

In accepting the gift President 
Milton S. Elsenhower expressed "both 
personal and official gratitude over 
the generous gift" and pointed out 
that a gift made for disposition* by 
the trustees of the Endowment As- 
sociation enables the College to use 
private funds where most critically 
needed. 

Trustees of the Endowment Associ- 
ation Include Gov. Andrew Scboep- 
pel; President Eisenhower; John 
Dawson. J. William Ballard, Guy T. 
Helverlng, Oscar Stauffer and Mrs. 
Paul Edgar, all of Topeks; Evan 
Griffith, W. E. Grimes and Arthur 
Peine, of Manhattan; James G. Har- 
bord, New York City; Charles M. 
Harger and Mrs. Daisy Hoffman 
Johnti, both of Abilene; Willis N. 
Kelly, Hutchinson; Arthur Klncade, 
Wichita; and Hal W. Luhnow, Harry 
Darby, and C. G. Wellington, all of 
Kansas City. 



Theta Sigma Phi, honorary Jour- 
nalism society for women, held pledg- 
ing services recently for Dorralne 
Dorf and Joy Talbot. The services 
were held In the office of Prof. Ralph 
Lashbrook, The pledging was pre- 
ceded by a dinner held in the Tea 
Room of the cafeteria. 
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Announce RP 
Beauty Queen 
Candidates 

Candidates for the 1946 Royal 
Purple Beauty Queen were cho- 
sen by Greek and Independent 
groups before the holidays. 

The eight Greek candidates 
are Ltla Lou Johnston, Alpha 
Delta Pi; Kathleen Petterson, 
Alpha XI Delta; Shirley Freten- 
muth, 01 o via; Mary Elizabeth 
Hogan, Chi Omega; Pauline Neal, 
Delta Delta Delta: Joyce Elaine 
Brown, Kappa Delta; June Lowrey, 
Kappa Kappa Gamma; and JoAnn 
Scheu, Pi Beta Phi. 

The eight Independents are Jean 
Ren pan and Shirley Tinberg, Amlcos- 
Bembly; Georgine Blschoff and Letha 
Mae Base, A in is! ad; Mary Illff and 
Geraldine McCurdy. Van Zile Hall; 
Lorene Smith, Annex I; and Patricia 
Ann Gregg, Annex II. 

The queen and her three attendants 
will be chosen by an off-campus per- 
son whose identity will not be an- 
nounced until after the selection Is 
made, according to Elizabeth Craa- 
dall, 1946 Royal Purple editor. Pic- 
tures of the candidates will be taken 
at the Studio Royal. The Identities of 
the four beauty winners Will remain 
a secret until the distribution of the 
yearbook in May. 

Extend Ticket Sale 
To Next Wednesday 



Because of student request, the 
season ticket sale for the Manhattan 
Artist Series has been extended to 
Wednesday, Dean Helen Moore has 
announced. 

Additional good seats In the Col- 
lege Auditorium have been released 
for reservations of the $2.50 student 
tickets, Dean Moore said. Many of 
these are downstairs and some are 
~ thg - fl us h es Is th e " M ta i fi b w i g*,- 
previously held for the $4.60 ticket 
group. 

Stndeots who aided with pre- 
Chrlsimas sales have been asked to 
obtain more tickets from Miss Anna 
Sturmer, associate professor of En- 
glish. Purple Pepsters will have a 
sales table In Anderson Hall each 
afternoon for the accommodation of 
both students and faculty members. 

' Many persons indicated that their 
January budgets would be more 
elastic than their December ones and 
that gift money might well be spent 
for the pleasure of three musical 
entertainments," Miss Moore ex- 
plained. "The events Include the Gen. 
Platoff Don Cossack Russian Chorus, 
February 7; Marie Wllkins, Kansas 
woman who is now a Metropolitan 
Opera soprano, March IS; and 
Charles Kullman, young Metropoli- 
tan Opera tenor, April 24." 

Profits from the Artist Series will 
be divided. Part will be used to un- 
derwrite another series next year and 
part will go for the construction of 
residence halls for women on the 



Eisenhower Gets 
W. U. Honor Degree 

President Milton S. Elsenhower re- 
ceived an honorary degree of doctor 
of laws from the University of Wich- 
ita at the school's Christmas convoca- 
tion December 22. 

Following the conferring of the 
degree President Elsenhower gave 
an address, "Christmas 1844." Tak- 
ing part in the ceremony at which 
President Elsenhower received bis 
degree was Dr. T. Walker Weaver, 
chairman of the Board of Regents of 
Wichita University, and William M. 
Jardine, former president of Kansas 
State and now president of Wichita 
University. 

Dr. Jardine said in commenting 
on the honor bestowed upon the 
President, "Rarely does this universi- 
ty present honorary degrees, but I feel 
this la an exceptional occasion. Ml Hon 
Elsenhower has given capable and 
unselfish service to his country In 
time of peace as well as In time of 



Moxley Resigns 
From Extension 

After 20 years with the College Ex- 
tension Service as animal husbandry- 
man. J. J. "Jerry" Moxley, widely 
known beef cattle authority, resigned 
January 1 to devote full time to the 
management of his purebred - Here- 
ford ranch near Council Grove, 
Dean H. Umberger of the Division 




of College Extension, in commenting 
on Moxley's resignation, said that 
Moxley's Influence as extension spe- 
cialist in beef production will be felt 
for a long time and added that he 
has "done much to stabilise the beef 
cattle Industry and to put It on a 
sound basis." 

Characterizing Moxley as "one of 
the outstanding extension animal 
husbandrymen In the United States," 
Dr. A. D. Weber, head of College ani- 
mal husbandry department, said that 
"Moxley's practical approach to cat- 
tle problems has been of inestimable 
value In promoting better methods of 
feeding and management and In im- 
proving the quality of breeding 
herds." 

Moxley, was graduated from Kan- 
sas State College in 1922 and in De- 
cember. 1924, Joined the extension 
service staff. He served as extension 
agent In Brown County 16 months and 
then accepted the position of animal 
husbandryman. He and Mrs. Mox- 
ley and their two children, Lynn, 7, 
and Hall, 5, will move to their 500- 
acre Morris County ranch, Moxley 
Hall, immediately. 

"I'm not retiring rrom beef cattle 
improvement work," Moxley is tell- 
ing his friends, "I'm only changing 
Jobs." 



Seaton Gives 
Scholarship 

The College has received a gift of 
$3,000 from Pay N. Seaton, Manhat- 
tan publisher, to be need in setting up 
in the Department or Industrial 
Journalism and Priming a scholar- 
ship fund, which will be known as the 
Fay N. Seaton Scholarship Fund. The 
gift was made through the Kansas 
State College Endowment Associa- 
tion. He planB, he stated, to add to 
the fund later. 

In a letter which accompanied his 
gift, Mr. Seaton expressed his desire 
to have the fund used to provide 
working scholarships. In asking that 
students who receive the scholarships 
be required to render service In re- 
turn for the value of the scholarship, 
Mr. Seaton declared, "My experience 
with public as well as private aid has 
taught me that we get a greater ben- 
efit out of what we work for than 
from what is given us." 

President Accept* , 

In accepting the check President 
Elsenhower said he greatly appreci- 
ated the generous gift and the fine 
spirit which prompted it. "Such gifts," 
he declared, "are an Inspiration to the 
officers and staff of the entire Col- 
lege* The Fay N. Seaton Scholarship 
Fund will be of great assistance to 
the Department of Industrial Journal- 
ism and Printing for many years by 
providing an incentive for students 
in that field. 

"Kansas State College Is the only 
institution In Kansas, and one of the 
few in the United States, offering 
work in industrial or technical jour- 
nalism In which training in the tech- 
nique* of writing Is combined with 
training In agriculture, home eco- 
nomics and other technical fields. 
Such training equips young people 
for great usefulness In a large, im- 
portant and rapidly growing field of 
communication," the President de- 
clared. 

Interest In Department 

Fay Seaton and his sons, Fred A. 
Seaton, general manager of the 
Hastings (Neb.) Daily Tribune, and 
Richard M. Seaton, manager of the 
Manhattan Mercury-Chronicle and 
Manhattan Republic, have long been 
Interested in the Journalism depart- 
ment of the College. More than 80 
students or the department, including 
Mr. Eisenhower, have earned part or 
all of their college expenses by work- 
ing for the Seaton Publications. Both 
Fred and Richard Seaton are former 
students In the department, Richard 
being graduated in 1984 with a B. 
S. degree in Industrial Journalism. 



Kansas Is both the geographic 
center of the United States and the 
geodetic center of the North American 
continent. — K. I. D. C. 



Wildcats Sink Sooners 
In Thrill Packed Game 

The Kansas State Wildcats won their first conference game 
from the favored Oklahoma Sooners on the home court Tuesday 
night in a close match packed with thrills from beginning to end. 
Jay Payton, guard, shot a field goal from near the center of the 

court with 15 seconds left in the 

Foreign Student ^ m , e }° gIv * the locals thelr 5B - 

n Mtuu^ui 54 victory. The score constantly 

Adviser Appointed * h * n f* d hftndB " *?* lW0 J, b » 

r r tied the score 14 times. Okla- 

Dr. Frits Moore, head ot the De- boma led at the half, 25-24. 
partment of Modern Languages, has 
been appointed by President Milton 
S. Elsenhower to advise foreign stu- 
dents on the campus. The Increasing 
number of foreign students who have 
enrolled at Kansas State during the 
last few months prompted such an 
appointment. There are now 18 for- 
eign students on the campus. 

The College feels that there is a 
need for a central place where the 
common needs of foreign students 
can be bandied. As an adviser ot 
foreign students Dr. Moore will be 
available to the students for dlscus- 
slon and consultation. 

Dr. Moore believes there will be a 
definite Increase of foreign students 
on the Kansas State campus, partic- 
ularly from the South American coun- 
tries. He explains that South Ameri 
can students who normally would go 
to Europe to school are coming to 
the United States because the war 
has closed many European unlversl 
ties. As soon as the war la over, he 
expects students from many of the 
other countries to choose Kansas State 
for their training.* Dr. Moore pointed 
out that foreign students coming to 
the United States for schooling will 
be Inclined to enroll in technical 
schools. 



Join the Kansas State Alumni As- 
sociation and be active In 
the future of your College. 



Collegian Selects Its 10 Bests 9 
From 1944 Events At Kansas State 



A big speed-up In the plastics in- 
dustry — surpassing anything that has 
been achieved in the past quarter 
century — Is achieved by electronic 
power heating. For instance, ft for- 
merly took two hours to mold a 4- 
pound test block t inches square by 
2% inches thick. With electronic 

it 



Another year has come and gone 
at Kansas State. With everyone se- 
lecting "10 bests" The Collegian has 
picked out the following important 
happenings aB their ten stories of tbe 
year. 

First there was the flying trip of 
General Dwlght Elsenhower to the 
Kansas State campus to visit his 
brother. President- Elsenhower, and 
family on January 8 and 9, 

As the first semester ended, Kan- 
sas State found that there must be a 
m Id-year commencement for the many 
seniors. The result was the first regu- 
lar mid-year graduation ceremony 
for 102 candidates on January 29. 
Men In uniform and men and women 
In black robes marched from Ander- 
son Hall to the College Auditorium to 
receive their diplomas. 

Army Leaves 

In March and April the College be- 
gan to realise that Its army students 
were leaving as the daily, "hut, two, 
three, four" and the gay songs of 
the AAF and AST gradually disap- 
peared from the campus. Most of the 
men left to be transferred to the In- 
fantry or some other branch of the 
service. 

It was Wildcats vs. Lions on Hay 
4 when all Kansas Staters — students 
and profs — left their classrooms and 
books to dig dandelions on the cam- 
pus grounds. It was a successful day 
ending with a Jam session in the late 
afternoon, - 



About this same time Tbe Collegian 
was printing other big news — that of 
the smoking Issue on the ca 



con, the students went to the polls 
to vote 8 to 1 in favor of smoking 
on tbe College grounds. Tbe faculty 
council already had given approval 
to tbe issue. 

The Kansas State Endowment As- 
sociation was established In the early 
part of 1944. Donations to this fund 
mounted to 1363,000 in October and 
this amount has been raised consider- 
ably by now. The donations will be 
used tor scholarships, to finance re- 
search and campus improvements and 
developments. 

ft. P. Rates 

Back to Kansas State came 1,488 
students in September after a four 
months vacation, except for those who 
went to summer school, of course. 
They soon found that the 1944 Royal 
Purple had again won tbe All-Ameri- 
can Honor Rating for the ninth con- 
secutive year. It was termed as a year- 
book with "personality plus." Mary 
Ann Montgomery was the editor. 
A big thrill to sports fans and all 
Staters was the winning of 
the Homecoming football game with 
K. U. on November 11 by a score of 
18 to 14. About 7,600 people attend- 
ed the game. Betty Carr, Homecom- 
ing queen, presented the K. U. — K- 
State Sportsmanship Trophy to tbe 
football team. To top this big event 
was a holiday the following Monday. 

As a Christmas present from the 
College to alt former Kansas State 
men and women In the armed services 
was the "Rattle Baby" Colleglon. 
Published on December 7, this Issue 
gave a roundup on news of 
activities. President Eisenho 
sent holiday greetings from the Col- 



Wlth six and one-half minutes left 
to play, the fighting Wildcats held a 
63 to 48 lead, bnt the Sooners, led by 
Brlnegar, Hlnes and Llndenberg, 
forged ahead and held their lead until 
the final 16 seconds when Payton 
came through with hiB story-book 
shot. 

It was the shooting of Dave Weath- 
erby, K -State's freshman forward that 
sparked tbe Wildcats last half drive. 
Tall Dave dropped five field basket* 
In tbe final half after finding himself 
cold the first half. 



Free shots kept the Sooners In the 
ball game and were directly responsi- 
ble for their halftlme lead. After 
missing their first four charity tries, 
the Bruce Drake men made 17 free 
throws In succession before Llnden- 
berg finally missed midway In tbe 
second half. 

Harold (Scooter) Hlnes, Oklaho- 
ma, led the point makers with 18: 
Brlnegar followed him with 14. 
Weatherby scored 12 for Kansas 



Elect 12 Seniors 
To Phi Kappa Phi 

Twehh 'seniors "nave" been elected 
to Phi Kappa Phi, national honorary 
scholastic organisation, according to 
Mrs. Katharine Hess, secretary of the 
Kansas State chapter. 

The newly-elected members are: 

School of Arts and Sciences — Ethel- 
inda Elizabeth Parrlsh, Manhattan ; 
Eugene Donald Grim, Coffey v 11 le; 
Soterea Maduros, Junction City; and 
Mary Elisabeth Crandal), LeRoy. 

School of Home Economics: Leora 
Evalyn Bentley, Shields; Marjorle 
Louise Hawkins, Kansas City; Pa- 
tricia Ann Brsluard, Carlyle; Mar- 
garet Ann Pfrang Latham, Qoff ; and 
Roberta May Townley, Abilene, 

School of Veterinary Medicine: 
Arthur Raymond Roseberg, Isle, 
Minn.; Robert Maxwell Jarrett, Man- 
hattan; and Jacob 
Hoxle. 



New Short Course 

Twenty-nine electrical workers 
from Manhattan and Junction City 
have enrolled for a new short course 
In electronics at work being taught 
by the staff of the Department of 
Electrical Engineering. 

The course is being offered In re- 
sponse to a request of local citizens. 
The new course will follow an out- 
line prepared by the Westlnghonse 
Electric and Manufacturing Company 
for teaching electrical workers the 
fundamentals of electronics. The 
coarse wprk will be covered In class 
by lectures, slides, demonstrations 
and textbook. 

The class will meet for a 10-week 
period on Monday nights in Engineer- 
ing Hall. The first meeting of tbe 
class was December 4. 



Kansas State — 66 O FT F 

Weatherby, t ************** 9 

Atkins, f ■.**•**•«•**••■ t»*«s**i 4 1 

Rldgway. f 18 1 

Schults. f 1 3 

McClaughry, f 

Klncheloe, c Ill 

Payton, g 4 1 

St ue user, g 

Spencer, g 8 - 1 -4 

Bell, g 

Totals 12 11 81 

Oklahoma— 64 O FT F 

Hlnes, f #62 

Buelow, f lit 

Brlnegar, c 2 3 

Bit Inge, c 

Landon, g 14 1 

Whaley, g 8 2 4 

Llndenberg, g 113 

Totals 18 18 IS 

Ml used free throws: Weatherby, At- 
kinR, Rldgway 3, McClaughry 2, 
Klncheloe, Bell, Hlnes 2, Bltinge 8, 
Landon, Llndenberg 2. 

Officials: Lance, Pittsburg Teach- 
ers and Oberhelman, Kansas State. 



All of the major buildings on the 
Kansas State campus are of native 
limestone, some ol which was quar 
ried on the College 



Apply 
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Application* for the powlilon* 
of editor and huslneas manager 
of Tbe Collegian for the spring 
semester should be filed by Jan- 
uary 12) according to R. R. Lash- 
of the Board of 



In C. 4. Medlifl's office, K-108D, 
and should he turned In to Mr. 
Ijanhbrook'N office, also in Ked- 




Wylie Gives »1,000 
To Endowment Fund 

Harry L. Wylle of Manhattan has 
presented a gift of 81,000 to the Col- 
lege through tbe Kansas State Col- 
lege Endowment Association. In 
making the gift Mr, Wylie said It 
is to be user! as directed by the 
trustees of the Endowment Associa- 
tion. 

In accepting the gift President 
Milton S. Eisenhower expressed "both 
personal and official gratitude over 
the generous gift" and pointed out 
that a gift made for disposition by 
the trustees of the Endowment As- 
sociation enables tbe College to use 
private funds where most critically 
needed. 

Trustees of the Endowment Associ- 
ation Include Oov. Andrew Schoep- 
pel; President Eisenhower; John 
Dawson, J. William Bailard, Quy T. 
Helvering, Oscar Stauffer and Mrs. 
Pan! Edgar, all of Topeka; Evan 
Griffith, W. E. Orlmes and Arthur 
Peine, of Manhattan; James O. Har- 
bord, New York City; Charles M. 
Harger and Mrs. Daisy Hoffman 
Jobnts, both of Abilene; Willis N.- 
Kelly, Hutchinson; Arthur Klncade, 
Wichita; and Hal W. Lub.no w, Harry 
Darby, and C. O. Wellington, all of 
Kansas City. 



Hlg Pledges Two 

Theta Sigma Phi, honorary Jour- 
nalism society for women, held pledg- 
ing services recently for Dorrs lne 
Dorf and Joy Talbot. The services 
were held in the office of Prof. Ralph 
Laabbrook. The pledging was pre- 
ceded by a dinner held In the Tea 
Room of the cafeteria. 



i 



PAQB TWO 



Resolved . 



With the srrlvsi of the new year 
of resolution*, of 
new leaves, 
ft 

ilng that Kan 

not Immune to this current fever, 
we hereby offer the following stlg- 
for now attitudes and ac- 



The pep ud enthusiasm for all 
college activities, Including studying, 
called "school spirit" which had 
lagged on this campus for several 
terms came heck somewhat stronger 
at the beginning of the present se- 
mester. But, In our opinion. It could 
still stand improvement. Tour col- 
career is Just what you make it. 
like everything else, benefits 
reaped are In accordance with the 
seed sowed. In supporting college 
activities to the utmost of your abili- 
ty, you'll not only be helping the 
school, but helping yourself. 



mortgagee and the 
the F. H. A. men ont of their third 
loor. 

Well, New Years come* bat once 
a year, so just pat the lid on your 
Alka Seltaer, vulcanize the hot water 
bottle, and face the new year with 
the understanding that although we 
may call yon an old goat In this 
column, yon all know what we think 
of yon. Ton old goats!! 




«, MM 




We WOttld like to put special em- 
phasis on the gentle art of studying. 
Though ft college student s "Just get- 
ting by" by fair means or foul might 
have once been at least accepted, If 
not permissible, that attitude Is en- 
tirely out of place at wartime Kansas 
Stats, Granting us all average In- 
telligence, a listing of our privileges 
ss college studentfl In a war-torn 
world should not be necessary. Real- 
ising our opportunities and responsi- 
bilities., we should act accordingly. 

Aa Important as our obligation to 
our school and ourselves to make the 
most of our time spent here, Is our 
responsibility to oilr country going 
Into its fourth year of total war. 
Though our contributions of letter- 
writing, the giving of money ai ' 
services to war activity, etc., may 
seem negligible In comparison to the 
service being reddered on the fight- 
ing front, they are a necessary bit 
of the whole, and never once In 194B 
should they be lessened but increased 
to the utmost. 

Our future and the future of those 
fighting for us depends more than we 
may realise on our conduct here In 
1946, College enrollments have nec- 
essarily declined, so to those remain- 
ing will fall the duties of the edu- 
cated leaden of tomorrow. It's going 
to he a tough Job. Let's resolve to 
do It well! 



to uMVoklaWo cir- 
cumstance*, or rather due to technical 
difficulty, or rather due to— all right, 
so we got cold feet! But next week, 
dear readers, we will definitely tell 
the name of the author of the "Cat's 




Note: Over my 
Note II: We're 

believe a 



of rt. 



Anyway, don't 
We're lost lea 



Latin American,U.S. 
Schools Similar 

By DORR AINU DORP 

School systems of our Latin Ameri- 
can neighbors are very similar to those 
of our own colleges and universities, 
according to nine Latin American 
students now enrolled at Kansas 
State. "It's the language and the 
customs that are so different,' 
plained Angelina Lepori who Is 
on a scholarship In home 





The Cat's. 


H-L 


l-D-W 



Dating Custom 

Another custom that Miss Lepori 
finds quite strange Is our system of 
dating. A college coed on our cam 
pus may date more than one man at 
a time, If she wishes, but that Is an 
unheard of thing In Panama. "To take 
a date," Angelina Lepori said, "y- 
tell bim no the first two or three times. 
Finally, he tells you to bring your 
mother or some relative and you will 
all go to the movies. So. you have your 
first date with htm." If ft couple 
breaks off, the girl must wait two or 
three weeks before accepting another 
date. "Also, we never kiss until after 
we are married." 

Aside from the differences In cus- 
toms and languages, their system of 
attending classes, studies, and their 
different school activities such as 
assemblies and clubs, are the same as 
ours. 



KS "Over The Air" 
For Firm Time 
20 Yean Ago 

Twenty years ago three forasighted 
Kansas State College faculty m e mbers 
gave thought to the possibilities of 
the radio on our campus. They In- 
tended to put Kansas State "on the 
air." Each of these men pooled ISO 
contributions to pfty the $110 cost 
for the first college broadcast. The 
first broadcast was from the new 
KFKB station at fiilford, Kansas on 
February 11, 1924. It was believed 
to have been the first such 
In the nation. 

Many experimental broadcasts 
made, but they were soon noticed by 
the legislator* and officials of the 
college, A few months later Kansas 
State went on the air with Its own 
500 watt, standard-equipped station, 
set up on the campus at a cost of 
$29,000. The first broadcast from 
KSAC took place on December 1, 
1924 In a five hour dedication. KSAC 
celebrated Its 20th anniversary this 
year. 

The following three men were 
credited with the beginnings of 
KSAC: L. C. Williams, then exten- 
sion horticulturist and now the as- 
sistant director of extension; B. R. 
Lyon, professor In the department of 
physics; and Sam Pickard, then ex- 
tension editor, now connected with 
the Federal Communications Commis- 
sion In Washington. Acting as guid- 
ing hands now, are Dean H. Umber- 
ger, director of extension, and L. L. 
Longsdorf, program director. 




First Lt. Robert H. Clark, D. T, 
'41, Is stationed at the Mlra 
California quartermaster depot, where 
he has been assigned assistant depot 
veterinarian. Lieutenant Clark ob- 
tained his commission In February, 
1948, and was assigned to the Mlra 
Lome Depot In March, 194S. As as- 
sistant depot veterinarian. Lieuten- 
ant Clark Is charged with the Inspec- 
tion of meat and dairy products. He 
also Is responsible for the care and 
treatment of Mlra Lome's K-0 Corps, 
that Is, a unit of trained 



A late dispatch from the public re 
latlons office at Miami Beach, Fla. 
reads: "First Lt. Harry J. Hershey, 
f. s. '42, has arrived at Army Air 
Forces Redistribution Station Num- 
ber two In Miami Beach for reassign- 
ment processing after completing a 
tour of duty outside the continental 
United States. Lieutenant Hershey, 
was a pilot In the European theater 
for nine months and flew on 25 mis- 
sions. He holds the Distinguished 
Flying Cross and the Air Medal with 
three Oak Leaf Clusters," 



to an aircraft carrier In 
west Pacific near the 
Some time ago Lieutenant 
ceived the Distinguished Flying Cross 
from Admiral Halsey for "heroism 
and extraordinary achievement In at- 
tacks against well-defended 
harbors In the Solomons 
ner was prominent In 
as a student at Kansas State. He 
a member of Alpha Gamma Rho fra- 
ternity. 



Capt. Harold D. Shnll, Ag. 'S», 
who has been a pilot In the Mediter- 
ranean area, recently arrived at Army 
Air Forces Redistribution Station No. 
2, in Miami Beach, Fla., for 
slgnment. 



Groan, Ohhh, Yehhh— Burp! Ah 
yes, familiar post-holiday sounds. 

It was realty a White Christmas, In 
fact, we saw so many Ice packs over 
the week-end that Admiral Byrd 
started an expedition to the Pi Phi 
house. He wsb going to hunt for two 
second looies that have been loet for 
three weeks, poor devils. 

Attention ! Short y Harold has 
shaved off his mu*Utche. He should 
have left It on 



Tlioy have btnii passing so 
chocolate* at the Tri Dolt house that 
they have piedjp-d Mr*. Htovor. 
Martha Washington Is being rushed. 

All the sororities have packed 
away their mistletoe In mothballs for 
another year. Nobody but a moth 
would be silly enough to mess around 
with that mistletoe anyway — mistle- 
toe, that's poison ivy with lipstick. 

Speaking of New Years which we 
weren't, Hal Hogue bad a wonderful 
one. He took a train for Lawrence 
and all pints east. 

Poet's Coroner. Part IV by Quaint 
Old Uncle Big Johnathan. 

Colllch Life 
The Holidays have come and went. 
I have my parents' dough all spent. 
And so once more It's back to classes, 
That we drag our tired old carcasses. 

Congratulations Delta! The D. T. 
D.'s paid off the mortgage on their 
Just think, only three more 



Different 
Mrs. Irma Niemeier, another of the 
South American students, chose to 
attend Kansas State because her hus- 
band, an American soldier from Hope, 
Kansas. Is stationed permanently ftt 
Marshall Field. "I find so many things 
different, especially the language," 
she declared, adding that "in Costa 
Rica, apartments, nylon hose, and 
electrical equipment were not the 
scarce articles that they are here." 

Lyda Berta Ugalde, from Costa 
Rica, is the other woman student at- 
tending K-State. She Is also here on 
a scholarship In home economics. 

Five Take Vet Course 

The other students include five 
who are studying veterinary medi- 
cine. They are Rosendo Cordero, Jose 
Diaz, Gabriel Ooniales, Petro Oliver, 
Francisco Santiago. All five are from 
Puerto Rtco. Mario Garces, ft student 
In arts and sciences, ie from Colom- 
bia. 

Dances are as much a part of their 
college life as they are ours. Most or 
them are having little difficulty learn- 
ing our steps, having had opportu- 
nities to watch American visitors. 
The bolero — a smooth dance, some 
conga, walties, and tangos are popu- 
lar steps In Latin America. They are 
fascinated by the antics of our Jitter- 
bugs. 

These students from Latin America 
are gradually becoming accustomed 
to our language, our school customs, 
and even the mad pace that Is so 
characteristic of our Northern schools. 
They miss their own schools, or 
course, but, as Petro Oliver pointed 
ont, "We certainly are enjoying the 
opportunity to get acquainted with 
our United 
their country 



Receives Badge 

Sgt. Roger C. Medlln, f. s., is en- 
titled to wear the Distinguished Unit 
Badge given members of his veteran 
troop carrier group for outstanding 
achievement in the Chlna-Burma-In- 
dla Theatre of operations. The group 
was cited recently by the Twelfth 
Air Force. 

Last April his troop carrier group 
stationed In the Mediterranean 
Theatre of operations was suddenly 
ordered to fly to the support of al- 
lied forces battling the Japanese in 
the Imphal Valley, India, and the 
Myltkylna area, Burma. Seven days 
later the big twin engined C-47 trans- 
port planes of his group were de- 
livering the needed supplies where 
they would do the most good. 

The unit continued to support the 
Allied armies for two and a half 
months, and played a tremendous 
part in driving the Japanese from 
Northern Burma and the Imphal 
Valley. The group ia back in the 
Mediterranean theatre starting Its 
27th month overseas. 



Lt. Everett 0. Blood, G. S. '39, has 
written his wife. Opal (Y eager) 
Blood, f. s.. who lives at 1230 Vattler, 
Manhattan, that he was wounded In 
action In Italy on October 1, and Is 
now in a hospital. Lieutenant Blood 
was wounded in the wrist. He is the 
holder of the Silver Star and has been 
awarded the Purple Heart. Lieu- 
tenant Blood was recently promoted 
to the rank of first lieutenant. 



Lt. Waiter J. Leland. Ag. '40, Man- 
hattan, recently arrived at Camp 
Roberts. Calif., for duty at the In- 
fantry 
there. 



Cpl. Glen T. Crawford, f. s. '41, 
was awarded the Bronse Star on 
November 29 for "meritorious service 
in connection with military operation 
against an enemy. Since October of 
this year. Corporal Crawford has been 
somewhere in Germany. 



MaJ. Earl J. Garvin, f. s. '41, 
been assigned as group commanding 
officer at a United States Air Force 
Station In England. He Is charged 
with functions of administration, or- 
gan liation, training and combat op- 
erations. 



Word has just been received by 
friends in Manhattan that Lt. Wil- 
liam H. Winner, Ag, '41, is missing 
In action. Lieutenant Winner was 
pilot of a torpedo bomber attached 
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Sigma Tan 

Francis Bayslnger, B, E., Paul Olo- 
vagnoll, M. E,, James Glenn, E. B„ 
Leonard Luehring, Ch. E., and Homer 
Spiers, Ch, B., were formally Initiated 
into Sigma Tan, honorary engineer- 
ing fraternity December 14. The Initi- 
ation was followed by a dinner at the 
Oillett Hotel. The five initiated are 
Juniors In the School of 
and Architecture. 



The School of Agriculture Is 
paring a booklet which will Include 
pictures and descriptive material 
representative of the school. Tbls 
bulletin will interest and appeal to 
high school graduates and service 
men who expect to attend college. 

The front and back covers of the 
bulletin will carry pictures of East 
and West Waters Hall. Bach depart- 
ment of the School of Agriculture 
will have a page In the bulletin on 
which-wlll appear one to three pic- 
tures representative of the depart- 
ment and brief statements giving In- 
formation of interest to prospective 
students. 

The School of Agriculture expects 
to distribute approximately 8,000 
copleb of this 28 -page bulletin to blgb 
schools, and through the Veterans 
Administration at Wichita early this 
year. 



Exhibit In Calvin 
new fabric, aralac, 



The new fabric, aralac, which Is 
made from milk Is displayed in Cal- 
vin. The exhibit shows aralac In three 
forms, the fibre, the yarn, and the 
cloth. Many articles of clothing are 
now being made from aralac, and 
there will probably be many more In 
the future. Improvements In tbls fab- 
ric are forthcoming as there Is much 
research being made along this line. 
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SAVE THE PIECES1 
Quick Repairing 




DR. E. L. ASKREN, 0. D. 
Optometric Bye 




A WELCOME HAND TO BELL 
SYSTEM WAR VETERANS 

Some day we shall have the pleasure of wel- 
coming back to the Bell System the men and 
women who are now in the armed forces. 

We shall be glad to see them personally, 
glad of their skill and energy for the big tasks 
which face the Bell System in the future. 

Trained men and women of vision and 
energy will always be required to build and 
maintain this country's nation-wide telephone 
system— and to provide the beet telephone 
service in the world. 



BELL TELEPHONE SYSTEM 



® 



''Service to the Nation in Peace and War** 
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Iowa Cyclones 
And Rockhurst 
Aggie Foes 

Coach Knorr'fi hoopeters will 
be busy this weekend, traveling 
to Ames for & battle with the 
Iowa Cyclones Saturday and 
stopping off at Kansas City on 
the return trip for a tilt with 
Rockhurst. 

The K-State lads are in top condi- 
tion after toppling Oklahoma Tues- 
day night. A double quintet will make 
the trip. One Ave will he BUI SchulU 
and Dare Weatherby. forward!; Jack 
Klncheloe at center, and Ralph Stnes- 
ser and Jay Payton, guards. Joe 
Rldgway and Dana Atkins, forwards; 
Larry McClaughry, center; and Jack 
Belt and Dick Spencer at guards, com- 
plete the ten to see action over the 
we us It end. 

Bill SchulU, Shattuek, Okla., prod- 
uct, haa been 111 with flu. If he Is 
unable to make the trip Ed Koopman, 
Great Bend, will substitute. 

Iowa will take the floor as the fa- 
vorite. Their record reads two losses 
and a bare win over Minnesota, 42- 
41. The Iowa Seabawka have bagged 
two victories from the Cyclones. 

The Wildcats trounced Rockhurst 
66 to 1 8 here December 18. The scor- 
ing combination of Dave Weatherby, 
Joe RIdgway and Jay Payton pros- 
trated the Hawks as they garnered 
16,12 and 11 points respectively. 

Oeha, who saw little action in the 
previous game on account of a bad 
ankle, will be Rockhurst's main 
threat. Quinlan. shooting 10 points 
In the first encounter, is expected to 
give trouble at guard. 

AGRs, Vets Lead 

With one game yet to be played 
the AGRs are slated as winners among 
the Greek intramural basketball 
teams. Having won four games by 
fairly wide margins, the AGRs are 
favorites against the Phi Delta Theta 
quintet. At present the TKEs are 
tied for flrBt with four wins and one 
loss. 

In the Independent group the Jr. 
AVMA takes top honors with the 
Esquires as runners-up. The playoff 
between the Vets and winning Greek 
team is set for the flrst of next week. 



Star Against Oklahoma 




Jay Payton (left) and Dave Weatherby (right) 
In their win against Oklahoma Tuesday nlglit. 
mas for Kansas State, and Payton sunk the 
left In the game from the center of the 




Students Use < 
Health Service 

Nearly 7,000 diBpensary visits have 
been paid to the student health ser- 
vice during the last two years by stu- 
dents, Dr. R. R. Snook, head of the 
health service, reports. Approximate- 
ly 2,900 hospital admissions were 



Lrose 2, Win 1 
Over Holidays 

Coach Fritz Xnorr and his Kansas 
State basketball players polished 
shooting eyes for the 1945* Big Six 
conference race by playing three holi- 
day contests with Kansas, Nebraska 
and Fort Riley. When the trio of non- 
conference frays was over, the Wild- 
cats had one win and two defeats. 
The win was over Nebraska. 

The first loss came In Kansas City, 
Ho., Friday, December 22, when the 
Purple and White cagers -tangled with 
Dr. F. C. Allen's Jayhawkers from 
Lawrence. A combination of "stage 
fright" and cold shooting plus a siz- 
zllng K. U. attack, downed the Knorr- 
men 63 to 40. Charley Moffett, a fine 
Jayhawk forward, netted 26 points 
to lead the way for Kansas. The 
Hawks led at the half 27 to 18. 

No Kansas State player had an eye 
for the basket despite the fact that 
Wildcat shots came often and in great 
number*- Jay Payton, guard, hit tour 
times from the field and twice from 
the free throw line, but even the 
usually-reliable Jay couldn't seem to 
relax before the crowd In the big Mu- 
nicipal Auditorium at Kansas City. 
The Allen-coached Lawrence team 
got on speaking terms with the hoop 
soon after the opening tlpoff and kept 
chatting with it all ni K ht as Jayhawk 
shots apparently couldn't miss. 

Saturday. December 23, the Wild- 
cats left their dressing room with the 



26 Football Men 
Receive Letters 



Haylett Calls 
Men For Track 



Indoor track practice for K-State 
began Wednesday. Ward Haylett. 
track coach, reports a complete lack 
of lettermen. He urges all men In 
school, whether tbey have had track 
experience or not, to report. 

One of Haylett's best stars, Joe 
Knappenberger, Big Six champion In 
both high and low hurdles, had no 
track experience hero re reporting at 
K-State. Haylett urges the men to 
'come ont and see what you can do 
— you may be a potential star." 

Haylett is known nationally and 
internationally as a successful track 
coach. He has mentored American 
all-star teams which have toured 
Europe. 

The schedule has not yet been de- 
termined. Missouri and Nebraska 
have asked for indoor duals. The Big 
Six indoor meet at Kansas City Is 
set for tome time In March. 

The number of meets on the sched- 
ule depends on the number and qual- 
ity of trackmen reporting. Haylett 
may be found at the athletic 
stadium. 



The average length of stay of pa- 
tients in the College hospital Is 3.86 
days says Dr. Snook. Statistics show 
that 81.42 percent of the strfdents 
utilized the student health service 
during the past two years. 

Although there were fewer stu- 
dents on the campus during the past 
two years, some of the student health 
services were nonetheless more nu- 
merous than In any previous period. 
Physical examinations, for example, 
were three times as many as in tbe 
previous two-year period. These In- 
creased demands were the result of 
rigid military requirements for Army 
trainees on the campus. 

The student health service la en- 
tirely self-supporting financially. 



1044 Basketball Schedule 



6 — Iowa State, there 
8 — Rockhurst, there 
13— Herlngton air base, here 
20 — Nebraska U„ here 
Jan. 30 — Kansas U., there 
Feb. 8 — Washburn, here 
5 — Missouri U., here 
10— Oklahoma U., there 
12 — Norman Nary, there 
1$ — Kanaas U , here 
17 — Herlngton air base, there 
84 — Iowa State, bere 
26 — Nebraska U., there 
2 — Missouri, there 



Jan. 
Jan. 
Jan. 
Jan 



Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 



Twenty-six Kansas State football 
players who received varsity letters 
for the 1944 season were honored at a 
Manhattan Chamber of Commerce 
banquet December 21 at the local 
U. S. O. Other honor guests were the 
Manhattan High School gridiron 
squad which won the Central Kansas 
League championship. 

Featured speaker of the evening 
was A. N. "Bo" McMillln of the 
University of Indiana. "Bo" McMil- 
lln coached the Wildcat team for six 
years, 1928-1933 inclusive. M. F. 
Ahearn, director of athletics, was 
master of ceremonies at the banquet. 
Ken Chappell, an alumnus of Kansas 
State, is president of the Chamber of 
Commerce. 

Wildcat football men who received 
"K" awards this year are: Ends — 
For lis Frick, Manhattan; John Go- 
forth, Choteau, Okla.; Harvey Haas, 
Junction City; Jack Newell, Phllllps- 
burg: and Dav© Weatherby, Neode- 
sha. Tackles— Dale Cowan, Wichita; 
Earl Haury, Newton; and Bob King, 
Broken Arrow, Okla. Guards — Au- 
gust Boglna, Arm a; Jim Drown, 
Manhattan; Russell Hardin, Knlghta- 
town, Ind.; and Marvin Norby, Pratt. 
Centers — Harold Klnard, Ruffin, S. 
C; and Joe Pollom, Topeka. Quarter- 
backs — Max Harvey, Greensburg; 
Jay Payton, Emporia; and Jim tin- 
gles, Satanta. Halfbacks — Dana At- 
kins, Junction City; Pat Glowers, St. 
John; Earl Elliott, Marysville; Bill 



Buy War Bonds and help 
the future of the colleges. 



"Vl 61 '^^??' 1 " 1 ^^' ^ * nd Ronn " le Webster/Man 
and they did. The final score of the 



Saturday tilt was Kanaas State 49, 
Nebraska 4 6. Joe Ridgway. the tiny 
K-State veteran, scored 12 points as 
the Wildcats overcame a 31-27 Ne- 
braska halftlme lead to treat Kansas 
City cage followers with some of the 
most Interesting basketball of the 
weekend. 

In the third holiday-season contest, 
the Kansas Staters played a return 
game with the strong Fort Riley 
quintet and went down to a 56-41 de- 
feat. 



hattan; George Peddicord, Wamego; 
and Jean Smith, Mapleton. Fullbacks 
—Bill Clary, Kansas City; and Bob 
Mooney, Mankato. 
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Shows; 2:80 - 7:00 . 9:00 

TODAY and SATURDAY 
MICKEY ROONEV 
starring In 

"The Human Comedy" 

with 




SUNDAY THRU WEDNESDAY 

JEANKTTK M„r»QNAl.l» 
NELSON EDDY 

co-Marrtng In" 

"Naughty Marietta" 



Big Six Basketball Standings 

W L Pet. 

Kansas State 1 1.000 

Oklahoma tl * 

.600 

Iowa State ....0 .000 

Kansas U .000 

Missouri .000 

Nebraska 1 .000 

■ *■ 



South Americans Here 

The agricultural and extension 
methods of Kansas State College are 
being studied by Dr. Juan Sevtlla of 
Quito, Ecuador, and Oslah Matos of 
Bahla, Brazil. The chief purpose of 
their study is to obtain sufficient 
knowledge and understanding of the 
methods being used here to enable 
them to set up similar systems in their 
countries. Dr. Se villa received his 
doctor's degree from Ecuador Na- 
tional University and has served In 
the Congress of Ecuador. He was pri- 
marily responsible for the develop- 
ment of The Farm Credit 
used In Ecuador. 



More than 20.000 farm tractors 
were produced in December as com- 
pared with 4,200 in the same month 
In 1942, reports the Office of War 
Information. 



To Get a Letter 
Write a Letter 

Come In And Make A 
Choice From Onr Fine Stock Of 

EXCLUSIVE STATIONERIES 

The College Book Store 



COMING SOON 

Thirty Seconds Oyer Tokyo 

with 
VCliM TRACY 

VAN JOHNSON 
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We've Clipped Our 
Sales, But We're 
On Deck 



Even If we had our annual 
sale, we couldn't offer you 
any better values than we 
now have. 

Today, with some things 
not so plentiful, there Is 
still no excuse for not 
dressing well. We're right 
in port when you are ready 
to embark on some new 
clothes. For Instance, In 
our store today, you will 
find 

Salts 9S0.60 to 946.00 

Sport Shlrts.,$Mt to 98.75 
Jockon Longs.Jl.OO-92.00 
Wool Hose ..lie to 91.50 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 

TILL WE MEET) 
AGAIN 



QUAY MLLLAND 



SUN. Thrn WED. 

Marine Raiders 



STARRING 

• PAT O'BRIEN 



Tbe largest Incandescent lamp it a 
50,000-watt bulb, bigger than a bas- 
ketball. It Is used occasionally for spe- 
cial flood lighting purposes, costs 
1500 and consumes enough current 
to light 600 homes. The smallest Is 
the else of a grain of wheat and was 
developed first for surgical use. Now 
at war, It signals the bombardier 
when a death-dealing "egg" Is re-| 



assure 



STATE 



NOW SHOWING 

LEAVE IT TO 
THE IRISH 



# JAMBS DUNN 

• RUDY VALLKE 



RANGE LAW 



STARRING ......... 

• JOHNNY MACK BROWN 



- SUN. - HON. - TUBS. - 

Dark Mountain 



• ROBERT LOWER Y 



ALSO 



GILDERSLEVE'S 
GHOST 



STARRING - - 

• HAROLD 

• MAHION 



WED. - THUHS, — 

BROTHER RAT 



WITH 



• l'HIHCILLA LANE 

• WAYNE 



CARLTON 



NOW SHOWING — 

THREE LITTLEl 
SISTERS 



• MA BY LEE 

• RUTH TERRY 

— COMPANION FEATURE — I 



ANDY CLYDE 



LUMBER JACK 



— SUN. - HON. - TUBS. — 

Home in Indiana 



• WALTER HOUSTON 

• LON MrCALLISTEB 

• JEANNE GRAIN 

• JUNE If WOU 



— WED. - THUBS. — 

TAKE IT BIG 

STABBING 

• JACK HALEY 



ALSO 

BLACK PARACHUTE 



PAOS FOUR 



KANBAB STATE COLLEGIAN 



'Having A Wonderful 
— ^ 



National Inteifrat 
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Clans left diamonds and fraternity pins In many Christ- 
mas stockings by the looks of the chocolates since we've returned 
from vacation. • < • 

Alpha Delta PI got top honors 
with 15 pounds of chocolates on 
Wednesday night. Mary Lee 
Taylor Is wearing the Sigma 
Alpha Epailon pin of George Mc- 
Kee who Is attending school at 
Michigan University under the Ma- 
rine training program. . . . Olennli 
Potter li wearing the diamond of Pvt. 
Jim Humphreys from Sterling. . . . 
The other five pounds told of th« en- 
gagement of Wllma Ward to Ens. 
Warren Taylor f. s. and member of 
TKE fraternity, whose home 1b In 
Manhattan. 

Chi Omega h««l Um pound* of 
chocolates. Five pounds were on De- 
cember 21 from Shirley Warner who 
is wearing the diamond of Neal Finch 
of Ottawa. . . . Lynn Schmedeman 
passed chocolates Wednesday night 
announcing her engagement to Lt. 
William A. EUInger It! now Id the 
Army at Camp Welters. Texas. Lieu- 
tenant EUInger attended Duquesne 
University at Pittsburgh. Pa. 

PI Beta Phi formally pledged Vera 
Peterson before Christmas vacation. 

gig Alph alum LI. I km Hit* of Ar- 
kansas City now stationed at Fort 
Benning, Oa., was a recent guest of 
the Kansas State chapter. 

Knaiffn Glover Call winy. Beta Thrta 
PI, and Peggy Flora, KKO, were mar- 
ried at Hutchinson Christmas Day. 

Gloria* will entertain faculty at 
a tea at the chapter house Sunday. 

Lt. and Mm. Nell Small visited 
in Manhattan Wednesday evening. 
Mrs. Bmull was the former Margaret 
Ann Masslngill and president of 
Kappa Kappa Gamma. Lieutenant 
Bmull waa prealdent of Sigma Nu. 



YW Members 



will be aa 
of all YWCA 
In Recreation Center 
4 p. ds. Ttil« ulll be a 
mnmUng called for the 

a district ronncU 
•mi a president 
to All 



All forma of haling Involving men- 
tal or physical torture, Including pad- 
dling, will be banned officially and 
absolutely by all colleges and univer- 
sities throughout the country accord- 
ing to a recent news release from the 
Associated Collegiate Press. Offend- 
ers, both Individuals and organiza- 
tions, will be disciplined If this re- 
quest made by the National Interfra- 
ternlty conference Is followed. 

A resolution declaring such forms 
of hazing a menace to the welfare of 
the educational institutions as well 
as to the Individual students, was 
passed unanimously at the 36th an- 
nual meeting of the National Inter- 
fraternlty conference, held In New 
York City in November. 

While such forms of hazing have 
been condemned in earlier sessions, 
this Is the first definite request made 
for action by the administrative of- 
ficers of educational institutions. For 
years the National Interfraternity 
conference and its SO member frater- 
nities have tried through educational 
means to eliminate questionable haz- 
ing practices among the 2,422 under- 
graduate chapters of the 200 frater- 
nity campuses In this country. In 
placing the responsibility- for pro- 
hibition and enforcement upon the 
local administrative officers, frater- 
nity leaders hope that the problem 
will be solved. 



Women Send Gifts 



With a goat of 100 packages to 
make and send to the Camp Whit- 
side Hospital, members of Panhel- 
lenic and Amicossembly donated a 
total of 120 gifts, 20 over the orig- 
inal amount set. 

This response to the drive by the 
it i ley County Camp and Hospital Com- 
mittee has been announced by the 
committee members, Mrs. 
Knittle Bchmltt and 
Derby. 

The gift packages were valued at 
approximately $1 and contained writ- 
ing supplies, toilet articles, ciga- 
rettes, candy, gum, handkerchiefs 
books and games of aU kinds 
Through the plan, whereby four girls 
filled each package, about 480 indl 
viduals participated In the drive. 



With The Red Cross 

When Kansas State alumna In 
Italy enjoy cookies and buns from 
tbe Red Croas. .there's a possibility 
that Mlae LeVelle Wood, a former 
Van Zlle Hall food director, la re- 
sponsible. 

With the Ued Cross at one of the 
larger centers "somewhere in Italy," 
Miss Wood la in charge of bakery 
goods as part of her duties. The ex- 
tent of the work is Indicated by the 
100,000 pounds of flour she requisi- 
tioned from the Quartermaster's In 
September for buna and cookies 
alone. For Thanksgiving plea, ahe 
ordered 1,200 cana of pumpkin. 

Since she went overseas more than 
a year ago, ahe has been in both Afri- 
ca and Italy. She writes humorously 
of her dally problems In making the 
O. I.'s feel more at home. Her Chriat- 
mas letters to friends on the campus 
relate problems of personnel and of 
transportation. In one Instance the 
used weapon carriers for deliveries 
after the regular trucks were out of 
commission. Another time, all elec- 
tricity was turned off for aeveral days. 
She directed the bakers by light of 
lanterns In their using one wood- 
heated oven. 

A recent trip MIbs Wood wrote she 
found "Interesting" was one from 
Italy to Capri over rough waters In 
a crash boat. 



Ballet In Topeka 

8. Hurok's Ballet Theatre will 
present Russian Ballet at the Munici- 
pal Auditorium in Topeka Wednes- 
day under the sponsorship of the To- 
peka Business and Professional Wo- 
men's club. 

The company of 126 members, 
with symphony orchestra, will give 
three numbers; "Swan Lake"; "Prin- 
cess Aurora," a ballet built around 
the story of the Sleeping Beauty; and 
a new American number, "Fancy 
Free." The first two are accompanied 
with music by Tschalkowsky, and- the 
last Is a jive and boogie-woogie by 
Leonard Bernstein. 

The performance begins at 8:30 
p. m. Tickets may be ordered from 
Jenkins Music Company in Topeka. 



Army Cook Thanks 
KSC For Turkey 

An Army cook, somewhere in Ger- 
many, thankful for his Thanksgiving 
turkey dinner, has written to Kansas 
State College of his appreciation. 

The soldier, Cp). Wally Van Dusen 
wrote, "I have been one of the lucky 
boys to have a very happy Thanks- 
giving through your College. We were 
very fortunate to receive 14 of your 
very finest turkeys, I am sending the 
tag from the largest one. We appre- 
ciate the fine work you have done in 
getting us the best and thank you 
for it." 

Prof. L. F. Payne, bead of the De- 
partment of Poultry Husbandry at 
the College, said the leg band which 
Corporal Van Dusen had returned 
with hia letter was from a turkey hen 
which weighed 19 pounds and had a 
breast area of 11.6 square Inches. The 
College sold approximately 186 tur 
keys weighing 3,629 pounds early 
In the season for shipment to our 
armed forces overseas. The turkeys 
were handled locally through the 
Perry Packing Plant. 



Give Scholarship 



Repairs Needed 

If campus buildings at Kansas 
State College are to be adequately 
and efficiently heated during the next 
few years, the College heating and 
power plant must have repairs and 
Borne new equipment, President Mil- 
ton S. Elsenhower has reported to 
the State Board of Begents. 

Heating and service tunnels from 
the central plant to the various cam- 
pus buildings must be reinforced and 
new ones constructed. Condensing 
equipment, which will produce a sav- 
ing In fuel coats, and water softening 
equipment are needed. A 16 -year-old 
boiler must be reaet and a 
er and auxiliaries added. 



A freshman scholarship award 
fund for students In the Department 
of Architecture has been established 
by Lorente Schmidt, a Wichita artist. 
Mr. Schmidt gave the Kansas State 
College Endowment Association four 
$26 Series F War Bonds for this fund. 

The bonds are to be used one each 
year beginning with the first full year 
after the war. 

Mr. Schmidt designated that these 
bonda are to be awarded to the fresh- 
man architectural student who, In 
the judgment of tbe head of the de- 
partment and his Inatructora for tbe 
year, has made the most progress that 
year. 

Mr. Schmidt believes that by mak- 
ing the award on the basis of progress 
It will give every student an oppor- 
tunity regardless of previous office 
experience or drawing ability. 



Gifts To College 

Two local firms, the Manhattan 
Creamery Company, and the Perry 
Packing Company have contributed 
to the Kansas State College Endow 
ment Association fund President 
Milton S. Eisenhower announced Sat 
urday. 

Manhattan Creamery, operated by 
J. E. Jacobson and sons, presented a 
check for $600 to the fund for Bucb 
use as tbe trustees should determine. 

The Perry Packing Company gift 
of $1,600 was also presented with no 
definite stipulation as to Us use. 



First Woman Editor 
Issues K, S» Engines, 

Kansas State Journalism history 
waa made when 'the November Issue 
of tbe Kansas State Engineer came 
out with the first woman editor In 
the magazine's history. Jeue Wise, 
an architect from Wichita, edited this 
first issue of the year. Miss Wise is 
also president of the American Insti- 
tute of Architects. 

The Engineer inaugurates a new 
policy this year. The articles are not 
as technical as they have been in tbe 
past, but are written by students in 
the school of engineering for the av- 
erage high school reader. 

The staff la lacking the experience 
usually gained by publishing the May 
Issue because a decision was made last 
year not to issue the* Engineer for 
the duration and six months. How- 
ever, this fall there was a large en- 
rollment In the architecture depart- 
ment, including several women, bo 
this decision was changed and the 
Engineer, "voice of the Engine 
house," is again being published. 

The Kansas State Engineer has al- 
ways ranked high in competition with 
other college magazines of this type. 

Robert Jackson is assistant editor 
and Wilbur Ramey Is copy editor. 
Other departmental editors include 
Dorothy Wilson, "Englnalltlefl," Ed- 
die Herrea, engineering news; Robert 
Jackson, "exhauBt;" and Bob Ober- 
helman, staff photographer; Marshall 
Walker is staff artist and Charles 
Schwab the feature editor. 

The frontispiece for the November 
issue depictB a typical AmeriSan fac- 
tory in wartime production 24 hours 
a day. The cartoon on tbe cover is 
by Marshall Walker. Bob Oberhel- 
man is given credit for designing this 
Issue's title. 
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H-College Calendar- 

Thursday, Jan. 4 

m. 

Arts A Science Medical Technician 
Meeting. Anderson 911, 7: SO to 

8:80 p. m. 
Chemistry Club Party, Calvin lOT, 
7:80 to 11 p. m. 



Curry Wounded 

The War Department has an- 
nounced that Pfc. Robert L. Curry has 
been wounded in action in the Asiatic 
area. 

Curry is the son of Mr. and Mrs. 
Amos L. Curry of ArkanaaB City. He 
was a chemical engineering student 
at Kansas State College from the first 
term of 1941 until tbe end of the 
spring semester of 1943. He waa a 
member of Sigma Alpha EpBllon fra- 
ternity. 



7 to 11 p. m. 

Nat unlay, Jan. 6 

Phi Delta Thet* Dlnne 

Chapter House, 7 to 12 p. m. 

Monday, Jan. 8 

Student Council Meeting, 
son 20fl, 8 to 10 p. m. 

YWCA Cabinet Meeting, 
107, 7: 15 to S: 15 p. m. 

Orcbesls, Nichols 1, 7 to 0:80 p. m. 

Music Department Ensemble, Au- 
ditorium, 7:80 to 0:80 p. m. 

Tuesday, Jan. » 

Orchestra, Auditorium, 7:15 to 10 
p. m. 

YW Meeting, Recreation Center, 4 

to ft p. m. 
Choral Rehearsal, 

ft to 6 p. in . 
Meeting for Wives 

Recreation Center, 7 to 10:80 

p. m. 

Jr. AVMA Meetln 

Hall 13, 7:30 to O p. m. 



of 
J 



After Christmas 
CLEARANCE 

FALL AND WINTER 
DRESSES 

One Back 913.98 
Bedneed to $6.50 

STYLE RITE 



Buy War Bonds and help assure 
tbe future of the colleges. 



- 



CLEARANCE 
SALE 

• Fall and Winter Dresses 
• SUcks 
• Skirts 

• Sweaters 
• Hats 
Big Reductions 
We Stm Hare Tonr 

SMART SHOP 

AggicTlUe 



Holiday Committee 
The names of tbe committee In 
charge *i student holidays have been 
announced by Margaret McNamee, 
corresponding secretary of the Stu- 
dent Council. This committee waa 
chosen at a meeting of the council. 
The members are Kathryn Asbbaugh, 
head cheerleader; Jim Barley, Eunice 
Stoltenberg, Jean Kays, Pauline 
Plook. and Elinor Allison. 



Collegian Advertising Pays. Try it. 



SEE US FOR 
THAT 

Exclusive Ring 

We have a large assortment of 
men's and ladles' smartly 
styled costume rings in 
Diamonds 
RUbiee 
Jets 
Tiger Eyes 
Onyx 

REED'S 

TIME SHOP 

North of the Sonne 



CLEARANCE SALE 

WINTER 
HATS 

One Group $2.00 

One Group $3.00 

Hats Formerly Priced 
$2.08 to 97.95 
Real Values 

Selection of Fitted 
BUTTON SWEATERS 
Now $3.49 

Wareham Hat Shop 

Warvham Theater Bldg. 



BEGIN 
A 

PROSPEROUS 
1946 
BY 
BUYING 
BIG BUS 

RIDE BOOKS 

NOW 

60 RIBES 94.80 
B-WISE ANB SAVE 



Co I lege City Bus 



— 



HAPPY NEW YEAR 

and with it wc offer 

RUBBER BANDS 
SCOTCH TAPE 

CO-OP BOOK STORE 




. , . queen of the 
"sportsters" ... In 
White Elk 
with Army 
Kip saddle. 



All 
LEATHER 



Ward Keller Store Shoe Dept. 



FOR EVERY OCCASION 



FLOWERS 

for parties, birthdays, or just a remembrance 
there is no more fitting gift than a selection 
from our fine array of 
Cut Flowers, Corsages and Plants 

OUR SERVICE WILL PLEASE YOU 

Manhattan Floral Company 



112 South Fifth 



Dial 
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81 Students 
Offer Blood 
To Mobile Unit 



Eighty-one College students 
and several faculty members of- 
fered their blood to the Red 
Cross Blood Bank here Thurs- 
day and Friday. Some who vol- 
unteered were not accepted for 
various reasons. The instructors 
who were recorded at the local 
Red Cross office as contributors 
were Mlas Cornelia Crittenden, 
Earl Hoover, and Martha Culli- 
pher of the library staff. 

The students who volunteered were 
Virginia Larson, Jeannette Putman, 
Doris Danlelson, Helen Bird, Vernelle 
Bier ins, Dorothy Cochran, Ann Alli- 
son, Margaret Morris. Donald Larsen, 
Ruth Wilson, Rowena Pippin, Betty 
Carr, Ethel Wilson, Helen Rein, Faye 
Gleaaon, Norma Lumpkin nd Harold 
Shankland. 



Apply 

for the position* 
business mi 
at The Collegian for the spring 
semester must be died In R. K. 
LMhbrook's 
by 




^he* *ta * 
nallsm department. 

The blanks are tUU available 
1m the Royal Purple business of- 
fice, K-IOSD. The positions will 
be Ailed by tbe Board of Student 



Barbara Blaine, Evelyn Manaon, 
lantha Terrill, Margaret Richardson, 
Roberta Vogt. James Loyd, Merna 
Miller, Alice Meade, Stephen Shan- 
non, Arthur Goodrich, Marian Asher, 
Prances Allison, Soterea Maduros, 
Ruth Penton, Alma Rlchey, Jane 
Massey, William Lightle. Vaudine 
Burkhead, Beth Jarvls, Maxlne 
Tlander, and Mary Byera. 

Myrtle Toothacher, Helen Carlson, 
Betty Purcell. Mary Alice Durr, Iaa- 
helle Neal, Joan Peterson, Patricia 
Peterson, Mary Weeks, Carol Camp- 
bell, David Underwood, Joan Dyke- 
man, Velma Miller, Margaret Latham. 
L. A. Latham, Jean Scott, Doris Dyal, 
Carol Colson, Ruby Wilson, Margaret 
Butler, and Eunice Plcken. 

More Volunteers 
t Merlyne Nutter, Delores Wright, 
Natalie Wright, Irene Gehrke, Roy 
Drown, R. L. Cornell, Gabriel Nossov, 
Faye Best, Alma VanMeter, Arllne 
Watkfns, Gladys TJaden, Mary Br ties, 
Marnyn Larson. Ruth Jacobs, Carol 
Halbower, Barbara Rogers, Gwen- 
neth Praeger, Harry Berrler, Jona- 
than Friend, Nina Fair, Darlene 
Knauer, and Harriett Donley. 



future. 



Persian Priftce Now 
Private, U. S. Army 

Assad Bakhtiari, the Persian prince 
who was a student here last year, re- 
cently received the new title of 
"Butch," private of the United States 
army. He was inducted at Ft. Dlx, 
N. J., last November, and is now sta- 
tioned at Fort Bragg, N. C. 

Grandson of His Excellency Sir 
Hagi All Ghall Khan Sarder Assad 
Bakhtiary, the Prince arrived in the 
United States last February to study 
commerce and finance here at Kansas 
State. A well-known figure on the 
campus, Assad Bakhtiari declared 
that he enjoyed attending Kansas 
State College and Is planning on re- 
turning after the war. 

Prior to coming to the United 
States, "Butch" served in the highly- 
rated Persian Cavalry, where the 
"discipline is tough." He left Just be- 
fore he would have been eligible tor 
a commission. He also attended the 
American College in PerBia for two 
years, and was an interpreter to Colo- 
nel Johnson of Topeka. It was from 
him that he received the inspiration 
to attend Kansas State. 

Early in December, "Butch" signed 
his final citizenship papers and ia now 
an American citizen. Although he la 
proud of being a citizen, he is finding 
It a little difficult to orient himself 
to such tasks as bed making, K. P. 
and saying "Yes Sir" to his supe- 
riors. 

After this war he hopes to return 
to finish bis education and then to 
remain In this country as an exporter 
of goods to his native land. 



Omicron Nu will entertain fresh- 
men in home economics with a tea 
in Calvin Lounge today at four 
o'clock. This tea Is held annually to 
explain Omicron Nu, and to give stu- 
dents a goal toward which to work. 

Dean Margaret Justin will 
at tbe tea today. 



Amplifying System 



Any 



may contact 
railing 4015. 




KSC Continues 
On Year-Round 
Program Basis 

"Kansas State College plans 
to continue its year-around edu- 
cational programs as long as 
war veterans need such a pro- 
gram," President Milton S. 
Eisenhower has announced. 

"We believe we are obligated to 
make it possible for the men and wo- 
men who have returned and who will 
return from the armed forces, to com- 
plete their educational programs in 
the shortest possible time," President 
Eisenhower commented. "This Is 
particularly important because the 
time In which such programs must 
be completed is strictly limited by the 
federal laws which authorize pay- 
ment to veterans completing their 
schooling." 



I* *« 



Others Drop 

Mr. Elsenhower's statement of 
policy was occasioned by the fact that 
several colleges and universities have 
announced their intention of abandon- 
ing accelerated and year-aroand pro- 
grams during the coming year. 

Under the College's war program, 
a student may now take as much col- 
lege work in a calendar year as the 
average student formerly took In one 
and a half years. Aside from a short- 
ened Christmas holiday period and a 
week after spring commencement, 
tbe College plant Is continuously In 
use by classes throughout the year. 
A 16-week fall session and 16-week 
spring session are followed by a sum- 
mer school in which a 16-week term 
runs concurrently with two consecu- 
tive 8-week terms, some courses be- 
ing offered on a 16-week basis but 
most of them on an 8-week 



Seven Groups 
Enter Annual 
Y-Orpheum 

Seven organizations have ex- 
pressed their intentions to en- 
ter the 21st annual Y-Orpheum 
which will be held the first or 
second week-end of March. 

Since there Is still time to enter 
the event the YMCA, sponsor of the 
competitive show, expects other or- 
ganisations to submit entries. 

Individual acts are needed to "fill 
in" between the longer group acts. 
Anyone with a single act should con- 
tact Embert Coles, chairman of the 
show, through the college post office. 

Prof. Earl G. Hoover will direct 
the production. Organizations work- 
ing on acts are urged to contact him 
for technical and production advice. 

Organizations which have notified 
Coles that they Intend to participate 
are Alpha Delta Pi, Alpha XI Delta. 
Chi Omega^ClovIa, Delta Delta Delta, 
Kappa Delta and Sigma Alpha Epsi- 
lon. 




Pictures 



• ■ • • 



All student* who haven't had 
their pic tares taken for the class 
or fraternity sections of the 
Royal Purple must have them 
taken at tbe Studio Royal Moat- 
day or Tuesday, If they wish to 
I In the 1MB 

book, i 
clall, 

Appointments should be made 
at the studio In advance by tele- 
phone. Receipts for the pictures 
ran still be obtained In the pub* 
Hcations business office (Kedale 
105-D) today and i 




■ will be for 
enrolled In col leg 

Organisations not having 
made arrangements for croup 
pictures should do no by 



Staffer Speaks 
At 



January 27 

Dr. Bryan S. Stoffer, president 
of Washburn Municipal Univer- 
sity, will speak on "The Task 
Ahead" at the second annual 
winter commencement in the 
College Auditorium at 10 a. m. 
January 27. President Staffer's 
talk will be based on liia foreign 
experiences. 

There are 34 candidates for degrees 
at this second annual mid-term com- 
mencement, according to Miss Mary 



137 Fields 
Offered Vets 

One hundred thirty-seven fields be- 
ginning alphabetically with account- 
ing and ending with zoology have 
been listed by the College as fields In 
which both men and women veterans 
can obtain training here. This is only 
a partial listing. 

Kansas State is preparing to meet 
the needs of veterans in three general 
types of education, normal degree- 
curriculums. one or two-year curricu- 
lums not leading to a degree and In- 
tensive refresher 



With Student 
President Eisenhower pointed out 
that the fact the College offers a year 
around program does not, of course, 
mean that students will be expected 
to follow such a program unless their 
particular needs call for it. 

"The average high school graduate 
in the postwar period probably will 
want to attend college on the old basis 
of two semesters a year, with tbe 
summer available to earn money for 
expenses, and for recreation. Or be 
can take two regular sessions and an 
eight-week summer period. Such a 
program undoubtedly will be more de- 
sirable for the average younger stu- 
dent than one of continuous atten- 
dance In classes. 

"But for the mature student who 
is attending college under one of tbe 
federal programs for those who have 
been in the armed services, the chief 
objective frequently Is to complete 
tbe educational requirements for a 
chosen profession as quickly as pos- 
sible. For thiB type of student the 
need tor a year around program Is 
clear." 



Assembly 
Wednesday 



Philip Lin, a leading Chinese 
youth, will speak at assembly 
Wednesday morning at 10 a. m. His 
subject will be "Youth Shapes a New 
China." A speaker of unusual popu- 
larity. Mr. Lin has devoted much 
time to student activities in wartime 
China. 

Mr. Lin ia brought here under tbe 
of the East and West As- 



Many Veterans 

With assistance under Public Law 
16 and Public Law 34 6 veterans of 
this war have already enrolled at 
Kansas State. President Milton S. 
Eisenhower believes it Is likely that 
such enrollment will grow until a 
peak of 2,600 or 3,000 at one* time 
Is reached. 

Plans have been formulated, re- 
ports the President, to offer a two- 
year curriculum in agriculture for 
students who have completed high 
school, who wish practical training In 
agriculture, but who do not wish to 
remain In College long enough to ob- 
tain a degree. An existing two-year 
curriculum of tbe School of Engineer- 
ing and Architecture in Industrial 
technology may fit training needs of 
many returning veterans. In addi- 
tion, the School of Engineering and 
Architecture is planning a compre- 
hensive group of courses of the tech- 
nical Institute type, such courses in- 
volving every department of the 
School except chemical engineering. 

Offer Refresher Courses 

The Veterans Administration has 
asked the School of Home Economics 
to offer short curriculums that will 
fit men and women to manage cafes 
and similar food establishments, and 
to prepare women for homemaklng, 
home nursing and food preparation, 

"Every area of specialisation In tbe 
College will have available such re- 
fresher courses as are desired by vet- 
erans," President Elsenhower as- 
sures. "Surveys indicate this will 
constitute a major need." 

It work at leas than the College 
level Is to be given by Kansas State, 
it must be organized In a special vo- 
cational school which will require spe- 
cial state and federal financial sup- 
port. 



Senior Classes 
Held Today 
At Country Club 

Is there something missing? Do 
your class rooms seem strangely 
empty? Have you missed the Jostling 
and pushing you usually suffer when 
struggling through Anderson Hall 
between classes? 

It's all because today Is Senior 
Sneak Day and the seniors have 
"suuek." This morning since 10, If 
there were any who got up that 
early, the men and women, stag or 
drag, have been dancing at tbe 
Country Club. At noon a buffet lunch- 
eon will give these upper upper-class- 
men a chance to recuperate for the 
afternoon's festivities. 

Movies are the feature of the af- 
ternoon. Seniors will be attending one 
of the downtown theaters. That Is, 
they are entitled to if they purchased 
a ticket which covers all the doingB 
for the day. 

As a finishing touch (It is hoped 
too many aren't completely finished.) 
It's back to the Country Club from 
seven to nine this ovoatng for more 
dancing 'n stuff. Music for the oc- 
casion is being furnished by Dick 
Dodderidge and his band. 

Underclassmen are already laying 
bets as to how many seniors will be 
able to sneak back to school tomor- 
row with as much vim, vigor and vi- 
tality as they had when sneaking out 
today. 




The Wampus Cats will meet Fri- 
day in Nichols Gymnasium at 5 p. m. 
Officers elected at the last meeting 
are: Elwood Wedmond, president; 
Morley Cook, vice-president; Ken- 
neth Kendall, secretary; Dave Under- 
wood. 



Night School 

Two courses for which college 
credit may be obtained by students 
regularly enrolled in tbe College now 
are being offered at the Adult Eve- 
ning School being taught at tbe Man- 
hattan High School. The School 
opened Tuesday, but students may 
enrol] tonight or even next week. 

Typing and Spanish credits may be 
earned In tbls way through arrange- 
ment* made In the Office of Admis- 
sions under Dr. 8. A. Nock. Spanish 
will be taught by Etbellnda Parrtsh 
and typing by W. J. Clark. 

Sessions of the evening school will 
be held on Tuesdays and Thursdays 
from 7:30 to 9:30 p. m. and will con 
tlnue for 20 lessons. Any student* in- 
terested should contact Dr. Nock In 
the Office of 
rolling. 



Schedule Farm. 
Home Week Feb. 6-9 



Plans are well underway on the 
campus for the 77th annual Farm 
and Home Week scheduled for Febru- 
ary 6 to 9. The annual Farm and 
Home Week which brings to the cam- 
pus several hundred farmers and 
farm women is an offspring of the 
Farmers' Institute, originated first In 
tbe United Slates at Kansas State in 
186R. 

Characterizing Farm and Home 
Week as "an essential war activity." 
President Milton S. Elsenhower has 
extended his official Invitation to all 
Kansans. 

"Farm and Home Week," says the 
President, "has proved to be so help- 
ful In connection with wartime prob- 
lems on the farm and In the home 
that we now think of this annual 
event as an essential war activity. I 
Invite all who can profit by the use- 
ful and inspirational discussions to 
be with us thesis four days." 

This year emphasis will be placed 
on war food production problems and 
time and tabor-saving devices, ac- 
cording to L. C. Williams, assistant 
director of the College Extension Ser- 
vice, who is in charge of Farm and 
Home Week activities. 

Programs have been planned for 
homemakers, farmers, stockmen, 
dairymen, poultrjmen, beekeepers, 
gardeners, rural pastors and country 
correspondents. 



Kimball, College registrar. They rep- 
resent the Schools of Agriculture, 
AHb and Science*, Engineering and 
Architecture, Home Economics and 
Graduate. 

Students and faculty members in 
academic attire will assemble In 
Anderson Hall and from there will 
march to the Collet* Auditorium. Mu- 
sic will be furnished by the Depart- 
ment of Music. • 

The Rev. Charles T. Brewster, 
pastor of the Congregational Church, 
will give the invocation and benedic- 
tion. 

The speaker has been president of 
Washburn since 1942. He formerly 
headed Doane College in Crete, Neb. 
He holds an A. R. degree from Ober- 
lln College and has M. A., B. D., and 
Ph. D. degrees from the University 
of Chicago, 

From 1923-35 nr. Stoffer wns an 
educational missionary in Madura, 
India. He wan president of the Union 
Theological Seminary at Pasumalal. 
As superintendent of schools and 
council chairman in Madura In 1927- 
2H he had charge of 100 elementary 
schools, of which 60 were among the 
Kullar or Robber castes. Nine years 
prior to his return to the slates as 
president of Doane College he was 
president of the American College In 
Madura. 



Students To Train 

Appointments for a fifth year of 
training In Dietetics and. Institutional 
Management have been made. Three 
students will go Into hospitals for 
further work. Virginia Larson will 
go to the Massachusette* General 
Hospital In Boston. Elaine Soelter 
trains at Cook County General Hos- 
pital In Chicago, and Helen Adams 
will go to the Colorado State Hos- 
pital in Pueblo. 

Ruth Henderson will take admin- 
istrative work in Seattle at the Uni- 
versity of Washington. 



Social Club Gives 
To Residence Fund 

The College Social Club has added 
|225 to its contribution toward tbe 
construction of residence balls for 
women at Kansas State College. Thla 
amount was paid recently to tbe Kan- 
sas State College Endowment Associ- 
ation by Mrs. h. H. Ltmper, treasurer 
of the club. The recent contribution 
was made possible by the addition of 
$1 to the sum paid as dues by each 
of those members of the club who 
wished to do so. 

This Is not the first donation of 
the College Social Club to tbe fund 
which Is being accumulated so that 
residence halls for women can be con- 
structed as soon as conditions per- 
mit. This club was one of the first 
organisations to respond to the ap- 
peal for funds. However, the recent 
payment Is tbe first that has come 
directly from the membership. The 
earlier donation was made from sur- 
plus funds In the treasury of the 
organisation. 

In addition to these contributions 
directly from the Social Club, many 
members have made Individual con- 
tributions and many other* are assist- 
ing in other ways to raise the needed 
fund*. Mrs. M. S. Elsenhower is ex- 
offlclo president of the College Social 
Club. 



A well 124 feet deep, dug on the 
old site of Kansas State Collage in 
the mid-1 800 's, •till yield* a gener- 
ous supply of water white wella on 
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Stamp 



• • • 



Student purchases of War Stamps 
from the weekly booth In Anderson 
Hall from the beginning of the cur- 
Tent semester until the end of 1944 
did not exceed f 160. This amount was 
often told In one day last year, ac- 
cording to Phyllis Johansen, Student 
Council War Stamp Chairman. 

HUU«* 



their monetary responsibility*© 
their country's war effort seri- 
ously enonjrh. Evident ly, for the 
majority of the student body, the 
of several 'coke*' or 
bars, or a package of rig- 
or a movie once a week 
Is too groat a sacrifice for as 
nnsU a «oai as ending a world 
war m quickly as possible. 
Simple division tells us that by 
taking the present enrollment figure 
at 1600. the student body contributed 
an average of two cents each week 
the booth was open to the campus 
War SUmp sale. While the booth 
was only open five limes during the 
last three months of 1944, a ten-cent 
purchase by each of us would have 
swelled the total to $760. 

But there's no use talking now 
about "what might have been." The 
cold cruel facte are that we didn't, 
and our present record is not one of 
which we can be proud. 

It's not too late In 1945 to 
make another resolution, how- 
ever — a resolution that tills 
1044 record will he forgotten in 
the Improvement, we Hhall make 
in 1045. It can easily be made 
If everyone would boy a mini- 
mum of one 10-ceiit stamp each 
time the booth was open. 
And remember, you're not giving 
the money away, it's an Investment. 
Stamps All books, and full books buy 
bonds, and bonds mean cash for post- 
war spending. 



know you can't wait to see the cul- 
prits (a* If yon didn't know)! 

Hal (Happy Chappy) Hogn* baa 
the Ice-skating bng. He baa been ice- 
skating far several days— on and off 
the ice. The Acme furriers of K. C. 
have chipped In and bought him a fur- 
line reversible toupee, 

Thia writes a welcome finis to this 
week's gruesome chapter, so we leave 
you with this poem: 
If you're one of those modi-hated 

gnys and bugs, 
Who are always reaching to mooch 

'♦two mora fags," 
Bettor watch your step or you'll be 



KSC Employs 681 
Persons In 3 Fields 
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Ho do like the reap shooter and roll 



and Joe Neidtg. 



Dick 



i^M-E-0-W 



Craig Bracken. Pardon me, frlendB, 
1 promised Craig I'd mention his 
name In this week's column. Now on 
with the staff. 

What with final 
near we will give out with a few 
hints on how to crib In exams. Some 
of the more superstitious students 
use a Onjla board to find the answers. 
Bnt that is too. bulky and might 
arouse suspicions among the Profs 
If they saw a Oujla board sticking 
from a blouse or sport shirt. Hence, 
here are some of the more secretive 
methods. I. Put a few dehydrated 
notes Into your necktie and when 
seeming to be thinking glance down 
and enlighten yourself. But this can* 
not be used by the TKBs as they do 
not own neckties due to some re- 
ligious belief. I believe It Is because 
they are again*! new style*. The va- 
rlous and sundry methods of cheat- 
ing cannot be used by everyone but 
hero is an Idea that I'm sure all can 

use Take one question that you 

are sure you know and elaborate on 
It. Big John Winters did that back 
In 1W87 and when they graded his 
Itaper all he knew was who was go- 
itui to win the 0th race at Santa Anita. 
So much for ADVICE to Stewdents. 

Now we present part V of Colllch 
Life by Quaint old Uncle Big John- 
ulhan. 

Colllch Life 
There's a place where I am bigger 
than In Congress of this Nation. 
There'B a place where 1 have 16 Oals, 

and It ain't a filling Station. 
There's a placu where they all hold 

me In the highest of esteem. 
Is It Hollywood or New York. ... No 
. . . It's our own K-State . . . 
CANTEEN. 
Well, we Anally got the nerve to 
expose the writer or writers of this 
witty (???) ditty and the names ap- 
pear at the bottom of the column. 
Go ahead— skip this item. We 



Bagley Photographs 
Merrill's Marauders 

"I always wondered why I never 
saw a picture of a Jap in the Jungle 
shooting. But now I know," stated 
T/3 Edgar 8. Bagley. assistant pro- 
fessor of economics now on leave, who 
photographed Merrill's Marauders on 
their wild trek through Norlh Bur- 
ma. 

"One can be In battle for days in 
the thick Jangle without seeing a Jap. 
And If you can't see a Jap well enough 
to shoot' him, yon never could get a 
picture. A lot of times fighting Is by 
sound. 

"With troops strung over long, nar- 
row difficult Jungle trails white in 
motion and with the enemy carefully 
camouflaged during fighting, the 
chances of getting xood action Bhots 
are small," said Technician Bagley, 

Since photography was his hobby, 
Mr. Bagley managed to get Into a 
Signal Corps photo outfit. He has been 
In the Army for more than two years, 
one year of which has been spent In 
the India-Burma Theater. Here he 
received, the Presidential Unit Ci- 
tation awarded to the Marauders for 
their exploits behind Jap lines. 

Speaking of the heat shots in the 
Marauder campaign, he mentioned 
those he took after the Third Bat- 
talion rescued the Second Battalion 
which had been trapped. "I took pic- 
tures of them coming down the trail," 
he said, "The walking wounded, the 
stretcher cases, everybody long beard- 
ed and tired. Desolation and destruc- 
tion all around. The little graveyard. 
The moat Impressive thing, however, 
was the smell. Two weeks accumula- 
tion of dead men and animals. And 
you can't photograph that." 

Although when In action it Is hard 
to distinguish one close call as being 
more harrowing than others, Tech- 
nician Bagley mentioned the time he 
decided to alt down In a fox bole In- 
stead of standing up only to bear a 
split second later the whip-like crack 
of a bullet wbere his head had been. 



State College employed 190 
for extension work and Sll 
for resident teaching, administration 
and research during the nsca 
1941-44, President Milton S. 
hower has reported to the State 
of Regents. 

In addition to the three major ac- 
tivities of teaching, research and ex- 
tension, college faculty members pro- 
vide a wide variety of services to the 
people of the state. For example, they 
test and distribute seed, Inspect 
farms, Judge exhibits, test highway 
materials, distribute seedling trees, 
make testa and blueprints for shop 
practices fpr high schools and publish 
bulletins and material of everyday 
Interest to the home maker, business- 
man and farmer. 
Fewer on Faculty 

The total number of persona em- 
ployed was 6 7 less than during the 
previous year because of smaller war- 
time enrollment of students and be- 
cause* of intensification of duties of 
remaining staff members during the 
absence of many of the young staff 
members In the armed forces. Presi- 
dent Elsenhower, however, has pre- 
dicted the need of a much larger staff 
to care for the anticipated Increased 
enrollment after the war ends. 

In addition to 109 positions vacated 
by leaves of absence during the bten- 
nlum for faculty members entering 
the armed services or war Industries, 
many other members of the faculty 
resigned to accept better paying Jobs 
in Industry, In other educational In- 
stitutions and in governmental agen- 
cies. The salary scale at Kansas 
State, now on a 1932 level, Is con- 
siderably lower than that of similar 
Institutions of learning and is far 
below that of the federal government 
and industry. 

Average g2,U00 Each 

The faculty members, Including ad- 
ministrative officers and county club 
agents, home demonstration agents 
and agricultural agents as well as 
members of the teaching and re- 
search staff, received a total of fl.- 
716,272 in salaries during the year, 
an average of approximately $2,620 
each. 

Half of the salaries ranged from 
$2,000 to $8,000 annually. Of these, 
the larger group, 188, was In the $2,- 
000 to $2,600 salary range, and the 
remainder, 1*1, In the $2,600 to 
$3,000 range. 

Only 1» persona of those employed 
received more than $6,000. Nine of 
these were In administrative posi- 
tions-eight were professors; one, an 
associate professor; and one, an ad- 
ministrative assistant. 




Stripes ★ 

i 



Pfc. Don 8. Paddleford, f. s. now] 
in the Marines received a commis- 
sion of second lieutenant on No- 
vember 27th at Quantico. Va., where 
he has been attending Officers Can- 
didate School. 

MaJ. Robert J. Edwards, f. s. '40, 
of Jewell, was killed on Leyte Is- 
land on October 21. Major Edwards 
had previously been awarded the 
Bronse Star. 



First Lieut. Kalo Hlneman, f. a 
'48, and member of Sigma Phi Epsl- 
Ion visited on the campus last week 



a commission of second lieutenant as 
s fighter pilot at Foster Field, Texas. 



Edward C. Brann. f. s. of Wichita, 
has been promoted from second lieu- 
tenant to first. Lieutenant Brann la 
stationed at an Eighth Air Force 
bomber base In England. 



Lieut. James B. Chaplin, f. s. '41- 
'43. was reported missing in action 
on November 17. Further report tells 
that he has been killed In action. H« 
was a bombardier-navigator on a 
B-24 based in Italy. He was a mem- 
ber of Tau Kappa Epsllon. 



Maj. Warren L. Skinner on leave 
from his position as Instructor In vet- 
erinary medicine is now on duty with 
a Field Artillery Training Center 
operated In southwestern China by 
the Y-Force Operations Staff, 
ca'a largest military mission. 



Sgt. Dan A. Green, f. s. t recently 
qualified as marksman wttb the car- 
bine at the Installation of the First 
Troop Carrier Command at Pope 
Field. N. C. His home Is In Mound 
City. 

Lieut. Robert Benslng, f. s. '43, of 
Manhattan, entered the aerial of- 
fensive against Germany recently in 
a heavy bombing attack which spear- 
headed the thrust of the American 
FlrBt Army against the Nasi defensive 
concentrations in the Aachen-Cologne 
area. Lieutenant Benslng is piloting 
a B-l 7 Flying FortresB. 



Second Lt. Robert G. Benslng, f. s. 
'43, pilot of an Eighth Air Force B-17 
Flying Fortress, entered the aerial 
offensive against Germany recently 
In a heavy bombing attack which 
spearheaded the mid-November thrust 
of the American First Army against 
the Nazi defensive concentrations In 
the 



Sgt. Warren Sles, f. s. '43, has been 
missing in action over Italy since Oc- 
tober 16. Sergeant Sles was an en- 
gineer on a B-24 bomber and had 
been awarded the Air Medal and an 
Oak Leaf Cluster. 



Donald Willis, Ar. E. '48, received 
his commission and gold bars at New 
Haven, Conn.. November 30 as a grad- 
uate of the Army Air Forces training 
command school at Yale University. 



Four Kansas State men were com- 
missioned recently at Signal Corps 
Officers Candidate School graduation 
exercises at Fort Monmouth, N. J. 
They were Edward R. DIssinger, Law- 
rence M. Koppes. Harold R. Volk- 
mann and Glen J. Christopher. 



Sgt. W. W. Justus. G. S. '43, Hill 
City, was wounded in action in Ger- 
many. November 26. He was with 
the Ninth Army. Daring a heavy 
enemy barrage, a shell landed about 
nine feet from his fox-hole and shrap- 
nel hit him In the bead and In the 
back. He is now In England in a 
hospital and seems to be getting along 
nicely. 

Capt. Glen J. Thomas, f. s. '42, 
Riley air corps, has recently returned 
to the states from six months over- 
seas duty In the European theatre. 
Captain Thomas Is a pilot of a B-17 
with the Eighth Air Force and has 
completed 36 combat missions Includ- 
ing 276 hours of operational combat 
flying. 
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Water Colors Now 
On Display Here 

An exhibition of water color paint- 
ings circulated by the Midwestern 
Museums Association Is on display in 
the gallery of the Department/ of 
Architecture on the third floor of the 
engineering building. The exhibit 
Is made up of invited work or work 
selected from collections. 

Some of the best-known water 
colorlsts In this part of the country 
are included. The show ims Be vera 1 
paintings In gouache as well as trans- 
parent water color. The exhibit will 
be on display through January 26. 

The Midwestern Museums Associa- 
tion is made up of museums and col- 
leges of Kansas, Missouri, Nebraska. 
Colorado and Oklahoma and was or- 
ganised In February, 1*44, The De- 
partment of Architecture at Kansas 
State is a member of the group and 
was represented at original meetings 
by Prof. John F. Helm Jr. 

— 

'Parchment' Honors 
Six Quill Members 



Secure New Pi 

"Jullen," a pastel picture by the 
late Alice Pike Barney, has arrived 
at the College and has been hung 
In the College Library above the card 
catalogues and facing the loan desk, 
according to Prof. John F. Helm Jr., 
of the architecture department. 

The representatives of the Alice 
Barney Estate have made arrange- 
ments to lend her paintings to various 
colleges for periods of 10 years, then 
to rotate the pictures. "Laura at Six- 
teen" and "Marie Huet" have been 
returned to a representative, and the 
paintings "GlpBy" and "Lady V" will 
remain on exhibition In the Library 
for aome time. 

Collegian Advertising Pays. Try It. 



Claude A. Poland Jr., Manhattan, 
has been promoted to captain. Cap- 
tain Poland is a pilot serving with 
the China Wing of the India-China 
Division, Air Transport Command. He 
attended Kansas State College in 
1941. 

First Lieut. Sanford K. Moats, Mis- 
sion, f. s., has been decorated with 
a fifth Oak Leaf Cluster to the Air 
Medal. Lieutenant Moats also wears 
the Distinguished Flying Cross. He 
was a student In industrial Journal- 
ism in '42 and '43 and was a member 
of PI Kappa Alpha. 

Herman D. Patterson, f. s., received 
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Six Kansas State students have 
work represented In tbe December 
Issue of the Parchment, national 
magazine of the American College 
Quill Club. 

Two poems, "The Nativity of 
Thought" and "In the Library," are 
by Alice v M. Mead; and short stories 
and Bketchea include "Another 
Chance" by Marjorle Bernard; "The 
Boss's Knife" by Margaret Shapley; 
"Rain In Baguto" by Pat Williams; 
"Trials of a G. S. O. Otrl" by Marjorle 
Hawkins; and "It Ib Peaceful" by 
Dee Preusch. 

Tbe Parchment is published three 
times a year and contains selected 
material Irom the eleven aoUva 
chapters of the national association. 



Come in and 
Spend Your 
Christmas Money 
On ft - - - 



fj Watch Bracelet 
# Brooch A Earring 



Dooley 



Annual 
Clearance 
Sale 

GOOD 
DRESSES 

Just the Thtng to Finish 
Up the School Year 

EXCELLENT VALUES 




Don't Run 
Yourself Ragged 

Men who get 'clothes fa- 
tigue" can freshen up 
quickly at Don & Jerry's. 

Those little gremlins who 
haunt your old suit shudder 
when they see you head for 
our store. 

Run in today and look over 
our stocks. 

You'll find that a stroll 
through our store will be a 
tonic . . . especially when 
you put on one of our suits 
that you can wear from 
now until far in the spring. 

Single or . double breasted 
. . . solid patterns or stripes 
. . . and made to fit you like 
a glove. 

$25 to 115 

p at -j tett g 



ci or nil py 
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AVMA Electa 
Jean Smith was elected president 
of the Jr. ATMA at a meeting held 
Tuesday night. Other officers elected 
Include Don Trotter, vice-president; 
Myron Krommlnga, secretary; and 
George Woods, treasurer. 
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Cagers Conquer Hawks, 
Drop Iowa Over Weekend 

Kansas State's basketball team scored 37 points In a big first 
half enabling them to post their second win of the season over 
the Rockhurst Hawks in Kansas City Monday night. Before a 
record crowd at Mason-Halpin 
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Play Against Fliers 



field house, Coach Lew Lane's 
Hawks proved no match for the 
Purple and White, which scored 
a 44-38 triumph, leading all the 
way. 

Rockhurat was unable to check the 
Wildcats the first half : with Joe Ridg- 
way feeding Dave Weatherby and the 
sharnsbooting eye of Jay Payton, 
stellar guard, the K-State ■coring 
machine really got rolling. The Ag- 
gies left the floor at the halt with 
the score reading 37-22. 



Coach Fritz Knorr sent hie re- 
serves In the Becond halt and the 
Lane-men to red boys closed the gap 
to six points before the Purple and 
White warriors scored. Mel Pace and 
Gil Boor* led the Hawks in their 
drive. 

With Rockhurst threatening, 
Coach Knorr wasted no time getting 
hiB regulars back Into the game. The 
Wildcats hadn't scored In the second 
half till elevf/v and one-half minutes 
had passed by. then Payton sank a 
long Bhot and Ralph Stuesser a free 
throw to give K-State an eight point 
margin. Pace and Bourk each counted 
a free shot, and Bourk another field 
goal to narrow It to five points again 
and then Jack Klncheloe's free toss 
ended the game giving K-State its 
44-38 triumph. 

K-State scored only seven points 
the second half to Rockhurst's 1«. 

Weatherby and Payton paced the 
Purple and White men with six field 
goals apiece. Gil Bourk and Hel Pace 
led their teammates with 9 and 8 
points respectively. 

Low To Iowa State 

The Purple and White baaketeers 
traveled to Ames Saturday night, and 
were defeated 31-60 by the Iowa State 
Cyclones. 

K-State's Jay Payton, usually a 
consistent scorer, had a cold night 
and was held scoreless while Jim 
Myers, Cyclone forward, got hot and 
couldn't seem to miss the basket. 

Klncheloe and Weatherby led their 
teammates with 8 and 11 points, 
Myers and Bob Mott garnered 24 and 
11 polntr respectively* for fthelr team. 

Box score for the Rockhurst game 
was: 

K-State— 44 G FT F 

Weatherby, f < 2 

Rldgway, f 2 \ 1 

SohnlU, f ..,.4**1*4*1 1 V *t 

Atkins, t 2 ft 

Koopman, f 

Howard, I 10 3 

Kincheloe, c 2 4 

McClaughry, c .... 10 1 

Payton, g « ft 

Spencer, g ft 

Rftiip % 0' 

Stnesser. g 3 1 

Totals 1» 6 16 

Rockhurst— 38 G FT F 

Bourk, f 4 16 

Geha, t 

Bailey, f 3 

Bueltal, f 

Pace, c 4 * 1 4 

Palermo, c 2 10 

Quinlon, g o 1 

Basse, g 13 

Fitasimmons, g .. 1 2 3 

Robinson, f 1 

Totals 16 8 14 

Officials— Dor ney and House. 
Half score— 37-22, K-State. 



Predicts Increase 
In Fun Centers 

Family recreation rooms as well as 
community fun centers will be notice- 
ably Increased in 1946, Miss Doris 
Com p ton. College recreation special- 
ist, predicts. Recreation will continue 
to be the "emotional doctor" for 
thousands of rural folks. In all cases, 
an attempt will be made to create 
permanent recreational centers that 
will carry on after the war. 

"We want recreation to become an 
accepted part of everyday living," 
she points out. "Music and drama In- 
terests are gradually awakening. I 
plan to work with home management 
specialists this coming year in help- 
ing farm families make and rearrange 
family recreation centers, as well as 
with community groups. 

"In 1944, community groups by the 
score discovered that they can have 
fun even If they cannot go long dis- 
tances In their cars. Community fun 
centers have been styled to fit every 
member of the family. Some 678 com- 
munities were helped tn Improving 
what recreational facilities they al- 
ready bad while 663 communities re- 
ceived help in organising their group 



Aggie Quintet 
Opposes Fliers 
Here Saturday 

Kansas State's wily cagers 
engage the Herlngton Army Air 
Field five on the local hardwood 
at 7:30 Saturday night In what 
Is likely to be a thrill-packed 
battle, with the two teams about 
evenly matched. 

Neither team will take the floor as 
the favorite. The Fliers, competing 
mainly with service teams, ran up an 
18 point lead over Rockhurst in De- 
cember. This compares with Kansas 
State's leads of 30 points In Decem- 
ber and 6 Monday over the Hawks. 

Playing on the home court again 
after the Iowa State and Kansas City 
frays, the Knorrmen are In top shape 
to combat Lt, Vincent Hogan's OIb. 

Handicapped badly by lack of 
height, the airmen are sparked by 
Sam Deitchman, guard from CCNY. 
With the "Midget*" at forward slots, 
namely the 5'8" Norman Deschalne 
and the ball hawking 6'6" star from 
Duquesne. Pa.. Mike Byellck, a scor- 
ing threat Is Imminent, Dick De- 
gaetani, 5'10" tosser, at guards with 
Deitchman, and Oscar "Paddy" 
Flores at center, complete the quin- 
tet. 

Dave Weatherby, lanky 17-year- 
old who tallied 18 points per game In 
high school basketball at Neodesha, 
will start at forward along with "Lit- 
tle Joe" Ridgway. Jay Payton, Junior 
college and high school star, will be 
paired at guard position with Dick 
Spencer, who along with Ridgway 
played on last year's victorious AST 
team. The 6'3" Jack Kincheloe at 
center slot completes the five. 




Joe Ridgway (left) and Jack KlnrhHoe (light) art* memlM rs of the cur 
rent Wildcat cagem who will probably see action in the game with the Her- 



lngton Army Air Base here Saturday night. Ridgway is the only let term an 
on the Purple and White team. 



To 

Dr. G. A. Filinger, associate pro- 
fessor of pomology. •» attending a two- 
day meeting of the Missouri State 
Horticultural Society In St. Joseph. 
Leading topics of discussion at the 
meeting are cooperative horticultural 
studies for Northeast 
Northwest Missouri. 



During the past two years 664 stu- 
dents have been enrolled In the War 
Training program at Kansas State 
College. Nine special courses, all of 
college level, were offered. The coura- 
In length from 8 to 18 



and getting a program of fan 
started." 

Finding fun at home has been a 
fairly new adventure, she went on to 
say. but now Is spreading to great 
lengths. A total of 6,076 families 
have adopted a regular family fun 
program. The number of families 
assisted and encouraged in planning 
such a program was 11,040, an In- 
crease of approximately 3.500 over 
the year before. 

Ranking high in the problems of 
wartime living is the lack of recrea- 
tion for young people in rural areas. 
The answer to the rising delinquency 
problem is the youth fun center. Sev- 
eral such rising centers have been set 
tap and are now running on a regular 
basis. 

Overworked farm women have 
been taught how to relax and have 
helped not only themselves but their 
children as well. 



Fresh Vegetables and Meats 

BOTTGERS 

Aggleville 



SMART PEOPLE 
SAY 

"Conoco- 
Bronz-z-z 
Please' 



Verne Boyd's 
Conoco 
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AGRs Topple 
Vets For Crown 

Toppling the Jr. AVMA. winners of 
the Independent group, the Alpha 
Gamma Rho fraternity five emerged 
triumphant In the Intramural basket- 
ball tournament Monday night. 

Running up a score of 36 to 24, 
the two teams climaxed the season 
with this playoff between the win- 
ners of the Independent and Frater- 
nity groups. Runners-up in the In- 
dependent group were the Esquires 
who garnered a total of four wins and 
one loss. The TKEa. with the same 
total, rank as runners-up of the 
Greeks. 

The Anal standings: 

Fraternity 
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ii 
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AGR mi *. 


6 












1 





Sig Alph .... 
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Phi Dait ., . 
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Independent 



Jr. AVMA 5 

Esquires 4 

WFAC 2 

Wolves 1 

Tigers 

College Club . 
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Buy War Bonds and help 
the future of the colleges. 



BREWER 

MOTOR CO. 



EVERY SERVICE 
FOB THE MOTORIST 



k. a. o. 

Dec. I— KSC It, Fort Riley SI. 
Dec »— KBC 61, Great Bend S*. 
Dec. 11— KSC II, Washburn II. 

Dec. IS — KSC 6f>, Rockhurst II. 
Dec IS— KSC 40. Kansas U. II. 
Dec 23 — KSC 41, Nebraska U. 41. 
Dec. 19 — KSC 41, Ft. Riley 51. 
Jan. I- KBC sr.. Oklahoma U. G4. 
Jan. 6- — KSC SI, Iowa State 10. 
Jan. I — KSC 44, Rockhurst IS. 
Jan. 11 — Harlngton A. B. at K. S. C. 
Jan. 20— Nebraska at K. 9. C. 
Jan. SO — Kansas at Lawrence. 
Feb. 3 — Washburn at K. S. C. 
Feb. 5— Missouri at K. B. C. 
Feb. 10 — Oklahoma at Norman. 
Feb. II — Norman Navy at Norman. 
Feb. 16— Kansas at K. 8. C. 
Feb. IT — Herlngton A. II. at Herlnc- 
ton. 

Feb. 14— Iowa State at K. S. C. 
Feb. 18 — Nebraska at Lincoln. 
March I — Missouri at Columbia. 



Iowa State .... 

Kansas 

Kansas State 
Oklahoma 
MiMHourl 
Nebraska 



1.000 
1.000 
.BOO 
.100 



After the war, the man in the street 
may go on air-world time. The popu- 
lar medium-priced watch will have 
a 24-hour dial, as well as water-proof- 
ing and a sweep second hand. 



FOR .". . 

RINGS 



QUALITY STONES 



DISTINCTIVE MOUNTINGS 
We have a large selection 
of smartly styled costume 
Rings In — 
• Onyx 
• Jet 

• Tiger Eyes 
•^Diamonds 

REED'S 

TIME SHOP 

North of the I 




TMflTIf 

Shows: B:SO • 7:00 . t:00 

TODAY THRU WEDNESDAY 

SPENCKR TRACY 

in 

"THIRTY SECONDS 

OVER TOKYO* 

starring 
VAN JOHNSON 

with 

Phyllis Thaster 
Hak-ert Walker 
Tin MurSix-k 
Harare MrNallr 



H. J. GRIFFITH 

DOWNTOWN THEATRES 



WAREHAM 



— HOW SHOWING — 

SWEET AND 
LOW DOWN 



• Lynn Bart 



SUN. Thrm WED. 

RAINBOW 

ISLAND 



STARRING 



• Gil 

Adult Entertainment 



STATE 



NOW SHOWING — 

SHE'S A 
SWEETHEART 



WITH 



■ ■ • • ■ ■ as * 




• William Boyd 

• Andy Clyde 



YOU CAN 
HELP 

KEEP THE BUSSES 
ON TIME 
BY HAVING THE 
CORRECT PARE 
READY 



College CityBus 



DIAL 4140 



FOR EVERY OCCASION 
... spud ... 

FLOWERS 

for parties, birthdays, or just a remembrance 
there is no more fitting gift than a selection 
from our fine array of 
Cut Flowers, Corsages and Plants 
OUR SERVICE WILL PLEASE YOU 

r 

Manhattan Floral Company 



in 



Forty Thieves 

• 

— SUN. - HON. ■ TUES. — I 

ABROAD WITH 
TWO YANKS 

FEATURING 

• William 




WHEN STRANGERS 
MARRY 



WED. - THURS. — 

THEY MADE 
ME A CRIMINAL 




CARLTON 



NOW SHOWING 



IN 



MAKE YOUR 
OWN BED 



— SUN. - HON. - TUES. — 

Mr. Skeffington 



• Ki'tii- Davis 



WED. - THURS. — 

OLNKN AND JOHNSON 

Ghost Catchers 
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'Having A Wonderful Time' 



Parties an the order of thli 
a brief forecast of what's to come. 

Friday ala-lit the YMCA and Y WCA an ha 

Dance at the U. S. O. from 8: 30 to 11: 30 p. m. A 
Riley will play. 

Men of the Howe of Williams 
are entertaining dates with a 
house party Friday night. 

Van Zlle Hal I'm annual formal 

party will he held Saturday night at 
the hall. 

Saturday night will also he the 
date ot the Phi Delta Theta semi- 
formal dinner dance. The Wareham 
Hotel ie the scene of the dinner, fol- 
lowed by dancing at the chapter 



go it 



a Thanh Yoa 

nd from Fort 



Student Dance 
At USO Friday 



by 



-College Calendar- 



Thursday, Jan. 11 



Club 



Barbara Drayer. Louise Wella. Helen 
Jones, Jody Habn, and Betty Clark. 

The next meeting will be held at 
the home of Mrs. Mary 
on Tuesday at 7: 30 p. m. 



Kappa Hl K » will entertain dates at 
a house party Saturday night. 

Hunday Alpha Gumma Rho'a will 
be hosts at a house party for dates. 

Alpha XI Caroline Meyer* pafwed 
chocolates Thursday night telling of 
her engagement to LI. Jack Hodgen 
who Is now at Winter Oeneral Hos- 
pital at Topeka. 

Alpha Delta PI 
Sunday from Maria Norman announc- 
ing her engagement to Sgt. Joe Pap- 
son of Ambrldge, Pa. Sergeant Pap- 
son was formerly cadet colonel of the 
Army Air Corps students at Kansas 
Stale last spring. 

Ruth Norman panted chocolates 
to her Alpha Delt slaters the same day 
telling of her ensaKement to Gene 
Spratt, TKB. 

Adelaide Swift, Alpha XI Ih-lla. 
announced her engagement to Lt. 
Edward Sondker Thursday. Lieuten- 
ant Sondker was a member of Delta 
Tau Delta at Kansas University. 

Rom-« at the Alpha XI IWta house 
Thursday night told of the marriage 
of Alberta Hlneman and Sam Jewett 
on December 28. 

Newest pledge of ObJ Omega la 
Joyce Wedel of Wichita. 

Betty Lou Wiley, HE '48 and Lt. 
Warren B. Nelson. Agriculture '42, 
AKL were married December 24 at 
Tonganoxie. Lieutenant Nelson has 
completed his 60th mission overseas 
as a navigator on a Liberator. 



Amistad Meets Needs 
Of Unaffiliated Coeds 

By Dora Lee Dauma 

"I guess we're just the forgotten 
chicks!" sighed the sloppy-Joed coed 
as she gurgled the last drop of 'coke' 
from her glass. 

She slumped down further in the 
Canteen bootb. 

"We're not Greeks, we don't live 
in an organised independent house, 
we're new on the campus — how are 
we ever going to get acquainted with 
anyone!" 



The big "Thank You 
party, which is belni 
the YWCA and the YMCA In 
elation of the generous support in the 
Community Chest drive, will be held 
tomorrow, from 8:30 to 11:30 o'clock 
at the downtown USO. The guests at 
the party will dance to the music of 
a Port Riley dance band, made up 
from the 36th Corps, under the 
tlon of Lt. Gertseema. 

The dance will be held In 
honor of the veterana of the World 
War II and their wives or dates. All 
1 Kansas State College students and 
' their dates, as well as all servicemen, 
are invited and will be admitted free 
of charge. The students are asked to 
bring their activity books. 



Van 



To meet the nesrts of this group 
of unaffiliated women. Amlstad was 
organized on the K-State campus last 
spring. 

Amlstad — Spanish for "friendly" 
— was organized with the Idea of pro- 
moting social and political effective- 
ness, and bringing these women clos- 
er to the campus. 

A mixer started the Amlstad ball 
rolling and soon afterwards a com- 
mittee started work on a constitution 
which was adopted In May. A semi- 



KS Coeds Give 
To Russian Relief 

"The local Russian War Relief 
committee wishes to thank the Kan- 
sas State coeds who participated in 
the 'Christmas Ship" campaign." said 
Mrs. P. C. Penton, chairman of the 
committee. 

The contributions made by Kansas 
State coeds made It possible to All 
three targe Red Cross cartons with 
warm clothing for the Russian war 
orphans. The estimated value of the 
gifts was between $400 and $500. Tbe 
gifts included both new and used 
clothing — sweaters, coats, ureases, 
socks, suits, underwear, and baby 
clothing. In many cases each gift 
was tagged with the name and ad- 
dress of the donor. 

A letter of appreciation from New 



Meeting. 

7:90 to • p. an. 

Friday, Jan. 12 
YM-YW Thank You 
•, • to IS p. m. 



8 to 12 p. m. 

Saturday, Jan. II 

Van ZUe Hal 

Zlle Hall, to 12 p. m. 
Phi Delta Theta Dinner Dance, 

Chapter House, 7 to 19 p. m. 
Kappa Hlgma House Party, Chapter 

House, 7:80 to 19 p. m. 

Monday, Jan. 16 

Student Council Meeting, Thomp- 
son 206, 7:80 to 10 p. m. 

YWCA Cabinet Meeting, Calvin 
107, 7: l!l to 8: IS p. m. 

Orcheals, Nichols 1, 7 to 0:80 p. 



A .. _ i ... , „ „„ by Mrs. Fentpn. In the letter it was 



Sigma Alpha Epsilon Saturday. 

Kappa Kappa (fiuiima had choco- 
lates Thursday night from Gladys 
Richardson announcing her engage- 
ment to Wate Heter of Sterling. 

Lee Wycoff of Norcator was for- 
mally pledged by Kappa Delta 
day. 



this and other parlies will become an- 
nual affairs. 

OO Members Now - 

About 60 women are now active 
members in the organization with ap- 
proximately ICO more who are eligible 
to ioln. After attending three meet- 
ings any unaffiliated woman student 
Is eligible for active membership. 
Meetings are held every first and third 
Wednesdays of the month at 7:30 p. 
m. in Calvin Lounge. 

Cabinet members for this year In- 
clude: Maurlne Pence, president; 
Louise Darby, vice-president; Alberta 
Steuwe, secretary-treasurer; Barbara 
Rogers, program chairman; and Max- 
Ine Wilson, corresponding secretary. 
Miss Eva Mullen is 



by Mrs. Pentp 
emphasized that lt was a fine thing 
to held the Russians as well as to 
create good feeling between the two 
peoples. 

The campaign was so successful 
nationally that a second ship is being 
filled, and a fourth carton will be sent 
from Manhattan this month. Anyone 
j desiring to contribute to the Russian 
War Relief Bhould contact Mrs. F. 
C. Penton. Mrs. Arthur Peine or Mrs. 
A. A. Holts. 



Music Department Ensemble, An 
dltortum, 7:80 to 0:80 p. m. 

AAl'W Dinner Party and Bridge, 
Thompson 800, 6 to 11:80 p. m. 

YWCA Leadership Council Meet- 
ing, Calvin, 101, 8:15 p. m. 

Tuesday, Jan. 16 

Orchextru, Auditorium, 7:15 to 10 
p. m. 

YW Hour, Recreation Center, 4 to 

tp.m, * 
Choral Rehearsal, Thompson 202, 
5 to 6 p. in. 

Wednesday, Jan. 17 

Calvin 107, 7:80 to p. 



10 a. m. 



College Requests 
Equipment Funds 

To enable the College gradually to 
build up its laboratory equipment, 
funds equal to those appropriated In 
1942-43 bare been requested of the 
State Board of Regents. 

Two years ago, tn view of the un- 
availability of such 
legislature reduced the 
115.000 to 110,000 a year. 
President Milton S. 
pointed out, the needs have accumu- 
lated. In 1931-32 the annual appro- 
priation was 120,000. 

Some of the important items re- 
quested: reconditioning of the hy- 
draulics laboratory, $4,500; f reeling 
and thawing equipment for use In 
testing building and road materials, 
$7,500; distillation equipment, water 
softener and vacuum system for the 
chemical engineering laboratory, 
92,800; research television station 
for both research and instruction, 
$5,000; electric mixer for institu- 
tional management, $900; replacing 
15 microscopes, $2,260; and potenti- 
ometer for use in soils studies, $350. 

Other needed items are: irrigation 
pump for horticultural experiment 
farm, $750; centrifuge for Depart- 
ment of Bacteriology, $750; ultra- 
centrifuge for dehydration research, 
$4,000, and many others. 



Church News 



Lutheran Student Association will 
meet at 4 p. m. Sunday at the church 
for recreation and refreshment. The 
meeting will be In charge of Corp. 
Norman C. Myrvlk who will tell the 
story of a Lutheran hymn and will 
then lead singing. 



"With Our Boys In the South Pa- 
cific" wlll ( be the theme of the Chris- 
tian Endeavor meeting ted by Clara 
Louise Dubbs at 5 p. Be. Sunday in 
Kohler Hall. 

Kappa Beta will meet at 7:30 p. m. 
Tuesday at 1529 Humboldt. The 
alumni have charge of the meeting 



With games led by Irene Gehrke, 
the Baptist Youth Fellowship will 
begin its Sunday youth program at 
6:15 p. m. At 6:30 Bill Moore will 
present a topic on "Personal Evan- 
gelism" and will hold a short prayer 
service. 



YW Cabinet Meets 

The YWCA cabinet group and their 
advisory board held a Joint meeting 
and dinner at the College Tearoom 
Monday night. Vernelle Blevlns. Lois 
Johnson, Dorothy Cochran, Roberta 
Townley, and Aylo Albertson. were 
the students who gave reports on the 
Inter-collegiate conference , which 
they attended at Estes Park last 
June. 

Miss Iva Mullen and Miss Helen 
Moore, who attended the faculty sem- 
inar alBO gave reports. Group singing 
was led by Lois Johnson, and accom- 
panied by Margaret Parker. Mrs. 
Arthur Peine and Roberta Townley 
pr> 



Service Club . 



Award Scholarship 

Dora Lee Dauma, dual senior In In- 
dustrial Journalism and General 
Home Economics has been awarded 
a $100 scholarship by the national 
organization of Delta Delta Delta, 
social sorority. 

The scholarships were awarded 
January 1 to women students in 
colleges where there are chapters of 
Delta Delta Delta. 



YW Elects Blevins 

Vernelle Blevlns was elected presi- 
dent of the YWCA at a meeting Tues- 
day. The election was held to fill the 
vacancy created when Roberta Town- 
ley is graduated. The post which Ro- 
berta Townley held as District Coun- 
cil Representative for Kansas State 
College will be filled by Frances 
Ewart. * 

These new officers will hold these 
responsibilities until the March elec- 
tion when tbe new officers will be 
elected for the next term. 



To Integrate human life 
central focusing ideals, and to sup- 
ply the motive power as well as the 
technique for attaining these Ideals — 
that is the highest effort of education. 

—Abba Hlllel Silver. 



The 
Club will 
for the Royal Purple Tuesday at 
5 p. m. in the III un( rations Build- 
ing. 

Lucille Graper, treasurer of 
lee Club, announced 
only 




is both the geographic 
center of tbe United States and the 
geodetic center of the North American 
continent. — K. I. D. C. 



Phi Chi Delta will meet Tuesday 
at 7:30 p. m. at Westminster House. 
"Joy In Our Hearts" will be given 
by Jean Wlchers and Ruth Kathertne 
King. 



Wise Club will have Corporate 
Communion followed by t 
at 8 a. m. 



CLEAN FRESH 
FOOD 



WELL 



Kill) tHI 



Manning's Cafe 



All Wool 
SLIP-OVER SWEATERS 
Reg. $5,95 — WOW $5.00 

10% OFF 
on 

SKIRTS and SLACKS 



SMART SHOP 



Noontide Prayer, sponsored by 
Wesley Foundation, will be held Fri- 
day at 12:40 p. m. In the waiting 
room of Illustrations. Students of all 
faiths are Invited to attend. 

"Patty Party" Is the theme of the 
weekly Saturday Niter which starts 
at 8 p. m. in Wesley Hall, 1831 Fair- 
view. Patty Smith and Patty Coon 
are In charge. 

Activities at Wesley Hall on Sun- 
day begin with recreation at 5 p. m., 
and lunch at 6:50, followed by the 
league program at 6:30. Miss Calk- 
ins, returned missionary 
Orient will speak. 



QUICK REPAIRING 
SERVICE 

Free Estimates 
Satisfaction Assured 
Crystals 

Bands 



BRADSTREET 

WATCHMAKER 



Ten members of Sigma Eta Chl 
became active following Initiation 
ceremonies- held before Christmas. 
Those Initiated were: Caroline Per- 
kins, Blaine Larson, Marlon Terrlll, 
Miriam Wllke, Virginia Orandfleld. 



VALENTINES! 

Come in early and pick yours for 
overseas mailing. 



The College Book Store 

The Friendly Book Store Nearest The Campus 



Last Chance! 



to get 



Your Picture 



in the 



Royal Purple 



If you want your picture in the 
class or fraternity section of the 
year book you must get a receipt 
at the Royal Purple office in Ked- 
zie Hall not later than January 
13 and make an appointment at 
Studio Royal on January 15 or 16. 

Students who have purchased 
receipts but have not had pic- 
tures taken call the Studio Royal, 
3434, for an appointment on 
January 15 or 16. 



Royal Purple 



105-D Kedzie 



Dial 3272 



The Kansas State 



LI- 
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YW To Study 
In Workshop 
Next Semester 



Tentative plans for at least 
seven workshop groups for 
study and action have been 
made and were presented to an 
audience of TWCA members 
Tuesday. These groups, which 
will have their first meetings 
February 6, will replace the 
YWCA interest groups during 
the second semester, and will 
convene once a week at a time 
and date decided upon by the 
members of the Individual 
groups. 

Membere of the TWCA will be con- 
tacted in the near future and aBked 
to sign a card statins their prefer- 
ences U to the group which they wish 
to participate in. 

World' Groups 

The World Organization group, 
under the leadership of Jean Kays, 
will study and discuss postwar peace 
plans as their main topic. Dorothy 
Cochran, who will be In charge of the 
Political Effectiveness group, has 
made plans to present public debates 
on some of the vital political ques- 
tions confronting us, both on the cam- 
pus and in the nation. One subject 
which they plan to discuss In detail 
Will be military conscription for wo- 
men. 

An attempt to help free this cam- 
pus from all segregations because of 
racial differences in the student body 
will be made by the Racial Equality 
group, which will be under the di- 
rection of Prances Ewart. Women 
who are members of any of the mi- 
nority groups on the campus are be- 
ing given a special invitation to Join 
this group. 



urn 



Royal Purples . . . . SGA S 

M. 

Stamp Dance 
Friday Night 



aenlont or any 
other stodenU not planning on 
being In school next arm eater 
may bay a 1645 Royal Purple 
by partag the remainder of their 
activity fee at the bnslneas of 
K-105. The 



tJ^boofl 




Is VS.04 If It la to be 
called for here at the College. 
If the book is to be mailed the 
price is 92.50 to 
and postage costs. 



Faith" 

A group called "Our Christian 
Faith" will be divided into three flec- 
tions, all working towards the same 
goal, hut In somewhat JWei-dnt wajsV 
Ruth Fenton and Aylo Albertson will 
lead a group which will make In- 
quiries into the background of Chris- 
tianity. Anne Gardner's group will 
visit churches to study their creeds 
and certain symbols of the churches. 
Kay Hosmer and Jean Selby, with 
their group, will discuss the every- 
day problems which are met on the 
campus, and the methods of meeting 
these problems the Christian way. 

Geraldine Irving will be in charge 
of the group called Full Employment. 
Some topics for discussion will in- 
clude employment for women after 
the war, equal pay for equal work, 
and the aspect of students as em- 
ployers and employees. 

A Program Group 

The Program Group will be led 
by Marjorle Stewart, and they will 
study program techniques, as well as 
plan programs which they will direct 
and present for the large YWCA meet- 



Elect Johansen 
New Editor 



Phyllis Johansen, senior in Indus- 
trial Journalism, has been elected 
editor of The Kansas State Collegian 
for tbe spring semester of 1946, ac- 
cording to C. J. Medlin, graduate 
manager of student 
publications. The 
selection was made 
Monday by the 
Board of Publica- 
tions. 

Miss Johansen 
has served as asso- 
ciate editor of The 
Collegian during 
the past semester 
and will replace 
Mary Jane JoneB 
who is graduating at the end of this 
semester. Ahda Somers McCoy's suc- 
cessor as business manager of the 
paper has not yet been named by the 
Board. 

Miss Johansen is prominent In 
campus affairs, being president of 
Chi Omega, a member of the-Student 
Council, and active In the YWCA. 
She will choose her staff soon. The 
flrsk edition of The Collegian under 
the new management will be Febru- 
ary 1. 

The Board of Publications consists 
of three faculty members and three 
students. Faculty members of the 
Board are R. R, Lashbrook, E. T. 
K>l*h aM.H w. Da^s/ jf iidant rep- 
resentatives are Arthur Roseberg, 
Mary Louise Pirkley and Gene Spratt. 




The Student Governing As- 
sociation will sponsor a War 
Stamp varsity tomorrow night 
at the Avalon ballroom from 9 
until 12 p. m. Admission per 
couple or for men stags will be 
the purchase of at least $1 In 
War Stamps In place of paying 
the regular admission. 

Music for dancing will be furnished 
by Dick Dodderldge and his orchestra. 

"War Stamp sales have not been up 
to last year's level and I hope that 
the students will cooperate to make 
up the loss by coming to the varsity 
and buying War Stamps," said 
Phyllis Johansen, War Stamp chair- 
man. "The varsity is really free," 
she added, "when the dance is over 
you'll still have the stnmps, so it real- 
ly costs you nothing." 

Expenses for tbe varsity will be 
paid by the Student Governing 
elation. 



KSC 

To Topeka Capital 



Mary Shuss and Margaret Parker 
will direct the work of the Commu- 
nity Service group. This workshop 
will be active in helping care for 
children of army parents or working 
at the Red Cross. 



Robertsons Start 
New Home Ec Fund 

Mr. and Mrs. Joseph E. Robertson 
have established the Laura Falken- 
rlch Baxter loan fund tor use by jun- 
ior and senior students In the School 
of Home Economies who are prepar- 
ing to teach. Alumni Secretary Ken- 
ney L. Ford announced. 

The Robertsons started the fund 
with a check for f 100 and Indicated 
they plan to add to the fund from 
time to time. Mrs. Robertson Is the 
former Virginia Baxter, who was 
graduated from the College In 1939 
with a degree in home economics. 
Joseph E. Robertson was graduated 
from Kansas State College In 1940 
with a degree In milling Industry- 
Lieutenant Robertson la photographic 
officer at an air base in Tucson. Ariz. 
Their home Is at 2610 East Seneca, 
in Tucson. 

Mrs. Robertson's mother. Laura F. 
Baxter, is an associate professor of 
home economics education at 



Students and faculty members of 
the Department of Journalism will 
make their annual trip, to Topeka 
January 29 to assist on the Kansas 
Day edition of the Topeka Daily Capi- 
tal. 

This year no staff has been ap- 
pointed, and Kansas State students 
will do special assignments on Kansas 
Day activities In the state capital 
working with regular members of 
the Dally Capital staff. 

The following faculty members 
will accompany the group: Fred Par- 
ris; E. M. Amos, associate professor; 
C. J. Medlin, assistant professor and 
graduate manager of student publi- 
cations; and Jane Rockwell Koefod, 
assistant professor. R. R. Lashbrook, 
head of the Journalism department, 
may be able to stop there for the day 
upon his return from Chicago. 

A tentative list of students making 
the trip has been released, though, 
according to Fred Parris, there are 
likely to be additions and subtrac- 
tions. The list includes: i Mary Jane 
Jones, Jean Walnscott, Dorothy 
Cochran, Maxlne Crawford, porralne 
Dorf, Joan Harjung, Norma Jean 
Mauk 



Students Perform 
At Music Recital 

Advanced music students will give 
a recital tonight in the College Audi- 
torium at eight o'clock. They are the 
students of Richard .lesson. Hilda 
Grossmann, Clarice Painter, and 
Charles Stratton. 

Jacqueline Tlmmons will play an 
organ solo, "Toccata (Suite Goth- 
*ique)," by Roellmniin. "Lullaby 
(Jocelyn)" by Godard will be sung 
by Dorothy Wilson. Mendelssohn's 
"Spinning Song," Op. 67, No. 4 is a 
piano solo to be played by Ruth Saw- 
yer. Phyllis Frasler will sing "Dost 
Thou Know That Fair Land" (Ml- 
gnon) by Amhrolse-Thomas, and 
"Come Love with Me" by Carnevall. 

Rachmaninoff's "Humoreske" Is a 
piano solo to be played by Eula Mae 
Taylor, Lois Johnson will sing "My 
Harp of Many Strings" by Lucke. 
Grieg's "Adagio" (Concerto In A 
minor) will be played on the piano 
by Margaret Parker and Richard 
Jesson will play the orchestral part 
on the organ. "Into the Night" by Ed- 
wards and "In Italy" by Boyd will be 
sung by Lucile Graper. 

Maxlne Elllng will play a piano 
solo, "Arabesque No. 2" by Debussy. 
Campbell-Tipton's "A Spirit Flower" 
will be a vocal solo by Marion Terrill. 
"Danses Fantastiques," Op. 1 by Shos- 
takovich is a piano solo to be played 
by Jacqueline Tlmmons. Doris Paus- 
tlan will play a piano solo, "Polichl- 
nelle," Op. 3, No. 4, by Rachmaninoff. 



KS Faculty Attend 
Journalism Meet 

R. it. Lashbrook, head of the De- 
partment of Industrial Journalism, 
and Dean R. I. Thackrey will attend 
the annual meeting of tbe American 
Association of Schools and Depart- 
ments of Journalism in Chicago Fri- 
day and Saturday of next week. The 
meeting will be in the press gallery 
of the La Salle Hotel. 

Mr. Lashbrook is on the nominat- 
ing committee this year for officers of 
the association. Dean Thackrey Is a 
member of the Council on Education 
for Journalism, 



The program includes such talks 
Dick Dodderldge, Tess Mont- i and discussions as "Studies in News 



gomery, Joan Nelbarger, Wilma Lish- 
er, Alice Marie Mead, Phyllis Johan- 
sen. Lucy Wells, Athol Furman, Ln- 
cllle Shoemaker and Dale Sorenson. 



The Collegiate 4-H Clob will hold 
their regular meeting in Recreation 
Center in Anderson Hall, Thursday, 
at 7:30 p. m. There will 
of officers at that time. 



Give $2,000 To Fund 

President Milton S. Elsenhower has 
acknowledged receipt of a gift of $2,- 
000 to the College from an unidenti- 
fied donor. The gilt was made through 
the Kansas State College Endowment 
Association "for educational pur- 



In accepting the gift President 
Elsenhower said he was pleased to 
know that Kansas and other midwest 
industrial men are finding it desir- 
able to cooperate with Kansas State 
College by providing gifts and en- 
dowments to be used by the College 
for Industrial research and scholar- 
ships. 

Such gifts, the President pointed 
out, are of mutual advantage to both 
the College and 



Collegian Advertising Pays. Try It. 



paper Behavior," "Science Writing," 
and numerous research reports on va- 
rious phases of Journalism and edu- 
cation for journalism. 

Colleges must have accredited 
schools or departments of Journalism 
in order to be members ot tbe asso- 
ciation. Kansas State College is one 
of 35 such colleges in United States, 



36 Candidates For Degrees 
At Winter Comi mencemeht 



to Kaaaae City 
Hlnes, Elaine Larson, 
Ruth Pettlcord and Gladys Goff went 
on an advertising trip to Kansas City, 
Mo., for the Collegiate 4-H Club's 
"Who's Whoot" Friday. They were ac- 
companied by their state leader, J. 



YW Sisters 

Any girts who are interested 
in becoming active YW 
for the girl 



Thirty-six seniors and graduate students are candidates for 
degrees to be conferred by President Milton a Eisenhower next 
Saturday, January 27. The second annual winter commencement 
will be held in the College Auditorium at 10 a. m. 

Dr. Bryan S. Stoffer, president 
of Washburn Municipal Univer- 
sity, Topeka, will speak on "The 
Task Ahead." The Rev. Charles 
T. Brewster, pastor of the Con- 
gregational Church, will give 
the invocation and benediction. 

No Vet Candidate* 

All schools of the College with the 
exception of the School of Veterinary 
Medicine are presenting candidates 
for degrees. * 

Graduating seniors and faculty 
members in academic attire will as- 
semble In Anderson Hall and from 
there will march to the College Audi- 
torium. Music will ho furnished by 
the Department of Music. 

The list ot candidates by schools 
and degrees are: 

School Of Agriculture 

Bachelor of Science In Agriculture: 
Harold Leroy Hackerott. Alton. 

Bachelor of Science lit Milling In- 
dustry: Raymond Winzenried Olson, 
Wichita. 

Of Arts 



Y-Orpheiim 
Date Set 

March 17 is the date chosen by the 
YMCA for Its 194S Y-Orpheum. En- 
trants thus far are Amlcossembly, 
Sigma Alpha Epsllon fraternity and 
all eight sororities on the campus. 

"We would like to have more In- 
dependent organisations entered and 
we also need single acts," said Em- 
bert Coles, chairman of the annual 
event. 

Scripts of the acta to be presented 
muBt be turned In to Prof. Earl O. 
Hoover or Coles by February 9. These 
scripts should bp approximately 
eleven minutes long. 

Trophies will be given to the win- 
ners of first and second places. 



Alumni Compliment 
Seniors At Dinner 

A dinner given by the Kansas State 
College Alumni Association compli- 
menting all graduating Benlora will 
be January 26 at 6 p. m. In Thompson 
Hall, according to Kenney L. Ford, 
alumni secretary. Seniors, who will 
be graduated January 27, may obtain 
their complimentary tickets at the 
alumni office in Anderson Hall, 

The principal address of the eve- 
ning will be given by Dr. Margaret M. 
JuBtin, dean of the School ot Home 




Mrs. Donna Duckwall Bratnard, 
Arch. '30, Abilene, .secretary of the 
Board of Directors of the Alumni As- 
sociation, will br. tb^toastmisttess. 

Roberta Townley, Abilene, a senior 
In home economics, will give the re- 
sponse for the seniors. Shirley Mar- 
low, Manhattan, a senior In musk 
education, will sing a solo. 

Former K-Stater Flies 
On Raid Over Japan 

A former Kansas State student, 
Tech. Sgt. Ernest Hllyard, was with 
the first group of B-29'a to raid the 
Jap mainland at Yawata on June 16, 
1944. Sergeant Hllyard told of some 
of his experiences recently while visit- 
ing his parents on furlough in Man- 
hattan. 

Sergeant Hllyard explained that on 
the first mission itiey were over enemy 
territory for 13 hours. The sergeant, 
who has been overseas since March, 
has been on 10 missions over Formo- 
sa, Manchuria and Japan. He reported 
that they met opposition, In several 
Instances strong, on some missions 
while on others there was no opposi- 
tion at all. 

The former K -Slater Is a tall gun- 
ner In the 11-man crew. He believes 
"that position is safest because there 
Is the most protection connected with 
It." His ship, "flone with the Wind" 
received Its only flak hole on the first 
daylight raid over Yawata on August 
20. 

He says his biggest thrill Is when 
all the men arc assembled in a room 
and an officer unveils a map of the 
target. Not until then do tbe men 
know what their mission will be. 



Select Next Play 

"Incognito," a mystery comedy In 
three acts, has been chosen as the 
Kansas State Player's second produc- 
tion of the year, according to Prof, 
Earl G. Hoover, director. The play 
will be presented In March. 

First try-outs were held last night. 
AH students, Kansas state Players or 
others interested, may try-out again 
Friday evening from 7 to 9 in the 
College Auditorium. If a student 
wishes to try-out but Is unable to at- 
tend on these nights, he should con- 
tact Prof. Hoover or Craig Bracken 
this week. Final try-outs will be Mon- 
day and Tuesday evening In 
tloo, Room 206. 



Bachelor of Science: Elizabeth Ann 
Allison, McPherson; Mary Gallaher 
Cadis, Graham, Texas. 

Bachelor of Science In Business Ad- 
ministration: There*! Ann Bell, Man- 
hattan; and Rath Evelyn Schmeds- 
mann, Fort Smith, Ark. 

Bachelor of Science in Industrial 
Chemistry: Spencer Joseph Adams, 
Manhattan; Eugene Donald Grim, 
Ooffeyville; and Kirl Robert Haury, 
Newton. 

Bachelor of Science In Industrial 
Journalism: Mary Jsne Jones, Her- 
ington; Ahda Muy Somers McCoy, 
Galva; and Patricia Margaret Wil- 
liams, Fort Hlley. 

- BsmUx,**.- D^til* U Music Edu- 
cation; 
but tan. 

Hcliool Of 
ArrhRorturo 

Bachelor of Science in Architectur- 
al Engineering: Harold Clyde Cook, 
Kansas City. 

Bachelor of Science In Civil Engi- 
neering: Gall Vern Mesklmen, Onaga, 

Bachelor of Science in Electrical 
Engineering: Everett Griffith May, 
Sallna. 

Mrhool Of Home Kronomlcs 

Bachelor of Science in Home Eco- 
nomics: Heteue Kumbaugh Adams, 
Pittsburg; Patricia Ann Brainard, 
Carlyle; Marian Alice Cherry, Vesta, 
Minn.; Helen Jane Macredle Crews, 
Clearwater; Mildred Elizabeth Davis, 
Topeka; Virginia Ruth Flook, Can- 
ton; Phyllis Eileen Frailer, Caldwell; 
Beth Adelaide Fronlng, Geneseo; 
Ruth Irene Henderson, Almena; Alyce 
Lowe Klema. Topeka; Virginia Elisa- 
beth Larson and Ruth Elaine Soelter, 
both of Wamego; Jeanne Kathleen 
McClunahan, Lewis; Helen Keller 
Ram Hour, .In tin ion City; Louise 
Krummel 8 won hod, Rice; Roberta 
Muy Townloy, Abilene; and Roberta 
Arietta Vogt, Tribune. 

Graduate Seliool 

Master of Science: Frledricb Ed- 
ward Meenen, Manhattan; Aldeno 
NuHsbuumer noherts, Lebanon; and 
Marie Clara Wllmeth, Ebony, Texas. 



In a Down Beat poll readers voted 
Duke Ellington toe leading swing 
band of 1944, Charlie Splvak the top 
iand, Dinah. Shore the best 
singer, and Spike Jones the 
of Corn." 



Talks On China 

"Youth Remakes China" was the 
topic which Philip Lin, a leading 
Chinese student, discussed at as- 
sembly Wednesday morning. He was 
introduced to the student body by Dr. 
8. A. Nock. 

Mr, Lin spoke of the work Chinese 
students are doing to educate the 
inaBses In their own country at the 
present time, and how they hope, 
with America's help, to build a mod- 
ern industrial China after tbe war. 

Jacqueline Tlmmons, a sophomore 
In music at the College, played "Toc- 
cata" by Roellmann as an organ pre- 
lude. 

Mr. Lin has been on the campus 
several times before daring the two 
years he spent at Hays and six months 
at Lawrence. He appeared yesterday 
under the auspices of the Bast and 
West Association, 
sponsored by Pearl 8. 



1 



the future of ths 



and helo assure 

7 r — — 



PAGE TWO 



Exit . 



Thlfl Issue marks our exit as Col- 
legian editor as surely as next Sat- 
urday marks our exit from Kansas 
State College. Both are momentous 
events, events over which we could 
"wax sentimental" to the nth de- 
gree, but, as usual, are prevented 
from doing so by our two arch en- 
emies, Time and Space. 

Keedlem to- say. botli the wlltor 
have ha<l their up* and 
>lr off mid on moment*, 
to nay, there have been time* 
rcre wlllin K to ehuck the 
whole thin* In the Kiiw, and ncrtllc**. 
to nay, from the look* or wveral a> 
HUm wt> might iu« well have. Hot, 
nradleaa to way. we enjoyed every 
minute of It, even the "offc*t" ones. 

This semester we Inaugurated the 
new tabloid slse Collegian, doing our 
best to cram complete campus cover- 
age into Its 20 columns*. Special thanks 
for the Job go to the members of the 
staff, Phyllis John n sen, Athol Pur- 
man, Dorothy Cochran, Joy Talbot 
and Lucy Wells. Their Jobs were well 



llcemaa who bad already 




More bouquets to reporters Max- 
Ine Crawford, Dorralne Dorf, Dora 
Lee Dauma, Jean Walnscott. Wilma 
Llsher and many others who helped 
on the Job. 

Our best wishes for a succcwtMrut 
to our KUi^ewtor, Phyllis 
Wo have no oualnut about 
the reins into her capable. 
May lier term be a* much fan 
and worry' and hanplnrsa and heart- 
break um ours ha* been. 

To you, the students at Kansas 
State who have borne the brunt of 
our cursing and congratulating, our 
faflures, mistakes and occasional suc- 
cesses, we offer the hope that your 
stay here may be as pleasant and prof- 
itable as ours has been. Yours Is not 
an easy Job, the studying and plan- 
ning and preparing for a better post- 
war world In the midst of a restless, 
suffering war-torn one. But remember 
that it Is "essential," even "critical," 
stick to It, do It welt, and good luck! 

Mary Jane Jones. 

- ». 



lt^iM-E-0-W 



With tongue In cheek and opium In 
pipe wo bring you this week's "Cha 
otic Column" or "debris a la dirt.' 
Do not give thin column to the scrap, 
paper drive but save It to Show to 
your grandchildren that the age of 
innocence <fcas long passed. (Ed 
note) 

Farewell blithe spirit. (We've got 
to get some class into this column.) 
It is with a feeling of mixed spirits, 
a little seltxer water, and Just a dash 
of bitters that we, D. Dodderldge and 
J. Neldlg, take fond leave of this 
newspaper (and we use the term 
loosely). \ 

As you know this Is the last ar- 
ticle that wo will write for the Col- 
legian, (hold the applause) so it you 
are not included merely look in the 
student dim-to ry and read your own 
name two or throe hundred times 

The nodal weekend started a bit 
early this time with the Senior Sneak 
being held Thursday. The Sneak was 
sort of an nil-senior mixer. They 
poured all the mixer Into nil the se- 
niors. The country club Is now a 
mecca for the eighth semester fiends. 
Anyway I hcaid ihem say. "You bet- 
ter inecca 'Bother drink, my glass is 
empty." Now, every time the bell in 
Anderson rings seniors, wherever 
they are, turn toward the country 
club and bow three times. 

Dave (1/3 of the K-State Sigma Nu 
chapter) Underwood led a group of 
"Glad Orads" Into the Sosna during 
the afternoon. Sam, his usual Jolly 
self, came forward and grasped Dave's 
hand warmly. Then he swung him 
over his head and into the third row. 
He used a bit of jn jitsu. The seniors 
all enjoyed the picture except a po- 
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I SO Friday 

approval by the wtudente. I 
wouldn't say the girls outnum- 
bered the boys but when "Dag* 
wood" Wedman with his broken 
leg was forced to dance I thought 
too for. I've never 
girls since I 
drooped a cigarette In front of 
Van ZUe Hall. 

We now come to the crowning 
event of the weak-end. The Phi Delt 
dinner dance. The banquet itself was 
lovely, liver and onions superb and 
the Chef's" special, "Ooze a la Fly- 
spray" was delicious. But the dance 
held at the chapter house was even 
better. Believe me. it was a HONEY. 
The actives are still looking for a 
STOOL pigeon who pulled a dirty 
trick. I won't say what It was, but 
with waffles it goes good. 

The Van ZUe house party was real- 
ly a Jam session. Dodderidge and his 
nervous nine were on hand to pro- 
vide plenty of noise to cover up the 
screams of the stag line. In fact they 
ralBed the roof 4 3/4 inches (This Is 
an official report from Building and 
Repair. Ed. note). Phil (Rural Fred 
Astaire) Klser spent the evening near 
the punch bowl, and everyttme any- 
one came near it he would punch 
them. (It was fruit punch. Ed. note). 

We will now take time out to thank 
the various people we have ribbed 
from time to time. We're certainly 
glad no one has gotten mad. The doc- 
tor says we can remove the cast by 
next week. We especially want to 
thank "Big John" Winters for being 
such a good sport. Now since we have 
Winters in such a good mood here is 
Colltch Life, part VI, by quaint old 
Uncle Big Johnathan. 

Collich Life, Part VI 
Fourteen sent eaters of knowledge 
Has Just about quenched my thirst, 
Ho let tne toll all college freshmen 
The first 
My college 
My work la 
While I've stood seven winters 
K-Staie'f. stood only one. 
Bo, let me leave yon with this thought. 
As I have said before, 
I may be leaving now, my friends, 
But, I'll be back for more. 

Well, the "Oat" has meowed for 
the last time, frauds, and the body 
Is being carted off to the zoology de- 
partment. It's really been swell writ- 
ing to you, for you and about you, but 
both of us are hibernating for the 
duration. You can look us up at 
gopher botes at and *9 at Memorial 
Stadium. 

Joe (If my feet are as flat as 
my Jokes. I'll be back the second 
semester) Nefdig and Dick (Kay 
Kyser is also a Sigma Nu) 



Three K-Staters 
Missing In Europe 



Three former Kansas State stu- 
dents have been reported as missing 
in action during December In the 
German offensive. They are Lt. R. S. 
Parker, Lt. Jack Kilkenny Jr., and 
Lt. Robert Anderson. 

Lieutenant Parker attended Kan- 
sas State and was president of Delta 
Tau Delta fraternity. His wife, the 
former .Jeanne Jaccard. recelved_the 
telegram from the War Department 
while in San Antonio, Texas, where 
she has been living with his parents. 
Lieutenant Parker was in Belgium 
when reported lost on December 6. 
He entered the Army in June, 1943, 
and received bis commission at Ft. 
Benning, Ga., in June, 1944. He went 
overseas in October. 

Lieutenant Kilkenny is reported 
missing in Germany as of December 
17. He attended Kansas State where 
he took extensive ROTC training, 
was a member of Scabbard and Blade 
and Beta Theta Pi fraternity. He left 
here with a group of ROTC men in 
June, 1942, and went to Camp Cal- 
lan, Calif., for basic training. Lieu- 
tenant Kilkenny returned to the Col- 
lege in the fall and in January, 1944, 
he went to Officers Candidate School 
at Ft. Benning. Ga. lie received his 
commission on June 20. 1944. After 
being stationed at Camp Atterbury 
for a time he went overseas In Oc- 
tober. Lieutenant Kilkenny's parents, 
Mr. and Mrs. J. P. Kilkenny live at 
513 North Sixteenth. 

The word of Lieutenant Anderson 
was received by his wife, the former 
Virginia Gemmell. He was reported 
missing in action in the infantry on 
December 21. Lieutenant Anderson 
was graduated from Kansas State in 
1944 in Business Administration. He 
was president of Alpha Kappa Lamb- 
da fraternity. He received his com- 
mission at Ft. Benning, Ga., and left 
for overseas duty in October. His 
home is at Partridge. Mrs. Anderson 
la now at the University of Southern 
California taking an occupational 
therapy course but expects to return 
to Manhattan soon. 




Second Lt. Robert G. Benslng, f. i Lt. Col. Richard J. Seiti. f. s. 1»S7- 
s., has recently been awarded the Air; '39, has been cited for gallantry in 
Medal for meritorious achievement action in Les Arcs, France. Colonel 
over enemy territory. Lieutenant Seiti was enrolled at Kansai 
Benslng is a pilot on a B,17 Flying ln the School of Agrlcultnre. 
Fortress, now in the infantry. 



Russell D. Osterhout, f. s., recent- 
ly received his second lieutenant's 
commission as a bombardier at the 
Carlsbad Army Air Field. 



Lt. Bruce Robertson, f. a., is now 
at Kennedy General Hospital^ Mem- 
phis, Tenn.. recovering from infan- 
tile paralysis. 



Capt. Charles P. Sehafer, t. s. and 
member of Kappa Sigma, has com- 
pleted his four weeks training ln 
Chemical Warfare School. And will 
now return to his station where he 
will serve as a unit gas officer 
chemical warfare instructor. 



Ens. Luman O. Miller, former edi- 
tor of the Belleville Telescope, and 
editor of the Royal Purple In 1938, 
has completed eight weeks' training 
al Hollywood Beach, Florida, and has 



M/Sgt. Charles H. Roy, f. a. in 
| animal husbandry, has heen awarded 
the Bronze Star "for meritorious 
achievement in support of operations 
against the < 



Lt. Col. Edwin S. Wiseman, former 



been assigned to a five month's course instructor in veterinary medicine. Is 
at Harvard University, in the com 
munlcatioiis branch of the Navy. 



now on duty with a Field Artillery 
Training Center operated In south- 



Seamen 1/c Don Messenhetmer, 
Sigma Phi Epsllon; Dick Collins, Beta 
Theta PI: Charles Beard mo re, Sigma 
Nu; Earl Couchman, Sigma Nu, and 
Guy Shelley, Sigma Nu; are now at- 
tending radio school at Gulfport, 
Miss. All of these men were on the 
campus last year. 



western China by the Y-Force Oper- 
ations Staff. 



Wendell Araos, S 2/c, C. E. "44, 
visited the campus recently. Amos 
has been in the Navy since his grad- 
uation and is now stationed at Fort 
Lauderdale. Fla., in radar school. 



More than 400,000 copies of Col- 
lege publications were distributed In 
response to requests from farmers 
and homemakers ln 1942-44. 
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Student Lamps 

Come in and make your choice from 
our "hew shipment. 



College Book Store 

The Friendly Book Store Nearest The 
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Published by students of Kansas State 
College at Agriculture and Applied 
Science Thursday of each week. 



Edit. Office, Kedilo Hall 
Bus. Office, Kedzle Hal) 



3372 



. J as second -class matter at the 
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You Can Bank 
On Don & Jerry's 



Step right up to our win- 
dow and judge for yourself 
if we don't 'pay-off' on the 
beBt valueB In town. 

Especially in January 
when the old overcoat or 
the every-day suit seems a 
bit weather-beaten, you'll 
rind an investment here 
will really pay dividends. 

We don't have a time lock 
on our door, bo come in 
anytime. 
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CABS 

Efficient - Courteous - Dependable 
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Tbaw^W 



If | a "31" order-important in- 
• bain soon to arrive and for which 

at alga. The station agent sets the 

pbore. lbs rod light Baabas its warning. The 
and rumbles to a stop. 

Bds la test o n e oi many safety 




TUslateet on* of many safer/ measures established Tk* ~~*-~M"T"'~~*" u '" 
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AGGIES DROP HERINGTON FIVE 51-46 



Lead Changes Ten Times; 
Spencer Scores 11 Points 

^ By Mle Sorcnnrfi 

Kansas State College high tossere came thru with a 61-46 vic- 
tory over Herlngton Air Base Saturday night at Nichols Gym. 
It was a thrilling contest all the way with the lead changing 
hands ten times. Coach Fritz Knorr's Purple and White warriors 
drew away to a comfortable five point lead with seven minutes 
remaining of the game and were never seriously threatened af- 
ter that. 

Dana Atkins, former Junction 
City star, Impressed the crowd 
as the most accurate shooter of 
the evening. Atkins sank five 
push shots, without hitting the 
rim after replacing Dave Weath- 
erby early in the second Btanza, 
who left the game on fouls. He 
was a threat every time he had 
the ball In shooting range. 



Dick Spencer, guard, who fa one of 
Fritz Knorr's ablest defensive play- 
ers, gave a brilliant performance both 
offensively -and defensively, leading 
his teammates with eleven points, 
Dick was a superb floor man, play- 
maker and sparkplug of the team, 
playing the entire second half with 
the handicap of four fouls. 

The game was rough and exciting 
all the way with both teams taBt i 
breaking and doing a lot of long pass- 1 
Ing characterizing a razzle-dazzle type 
of play which appeals to 'the crowd. 
Pitted against a titan outfit which 
has lost only two out of thirteen con- 
tests this year, the Wildcats never 
lagged. They Jled the Air Base court- 
sters twelve times In this see-saw con- 
test and finally forged ahead to win. 



Locals Battle 
Cornhuskers 
On Home Court 

Fritz Knorr's baBketeers, still 
in the battle for Big Six cham- 
pionship, meet a once-defeated 
but nevertheless dangerous Ne- 
braska quintet on the local hard- 
wood at 7:30 Saturday night. 

Nebraska and Kansas State have 
met once this season in a non-confer- 
ence go at Kansas City, Mo. In that 
conteBt, the Wildcats came from be- 
hind to defeat the favored Cornhusk- 
ers 49 to 46 after trailing 31 to 27 at 
the half. 

Nebraska At Bottom 

Since their Kansas City meeting, 
both the Huskers and Wildcats have 
entered Big Six play. In league compe- 
tition, Kansas State has fared better, 
holding a 6G to 54 win over Oklahoma 
a «0 to 31 loss to Iowa State. 



Nebraska has yet to win a Big Six 
game after two ttlta with Oklahoma 
and one each with Iowa State and 
Kansas. Last week, the Cornhuskers 
engaged in three conference games 
losing to Iowa State 60 to 38, Kansas 
48 to 33, and Oklahoma 48 to 46. 
The Sooner-Nebraska game went two 
overtimes. Sunday, the Lincoln team 
played the Norman (Okla.) Navy Sky- 
jackets at Norman and lost 67 to 34. 

Nebraska Is the biggest team In tbe 
conference this year, having the ad- 
vantage both in height and weight. 
Moving with medium speed, their 
main dependence la on rebound play. 

"The team Is In better shape than 
It has been for a long time," Knorr 
reports. The boys have all recovered 
from injuries sustained early In the 
seaao'D, Joe Rldgway, speedy letter- 
man. Is tfiVonly player who is not 
at present in first el ass^ condition. He 
is suffering from an elffcw la Jury and 
a bad ankle which, although improv- 
ing, still has to be taped. 

Koopman Leaves 

Ed Koopman, of Emporia, left the 
Wildcats last Thursday to join the 
Merchant Marine. Koopman, 6*3" 
guard, was the heaviest man on the 
team. 

Now narrowed down to 16 ball 
handlers, the Aggies will lose Bob 
Robson, of Abilene, to the navy aoon. 

Listed as dangerous for the Wild- 
cats are two Husker forwards Hahn 



LOST— Small brown alligator over- 
night bag. Call 2626R. Reward. Dor- 
othy Rinker. 



With seven minutes remaining In 
the secoifd stanza the Wildcats surged 
ahead. Atkins tied the count at 32 
all with his famous one hand push 
shot. Payton added a free toss, and 
then Atkins sank another push shot 
to increase their lead to three points. 
Spencer sank a push shot, Larry Mc- 

C laugh ry tipped In a rebound and i 

added a free throw to put the locals F0R RENT Furnished 
out in front 40-36, Bijelick of the apartment for boys, f 18 a month for 
Alrbase having made three points two, 121 a month tor three, 124 a 



and Strahan, Buzz Holllns, at. guard 
position, and Peterson, center, will 
also help make th-> battle a difficult 
one for the locals. 

After the weekend fray the K- 
Staters will remain out of action for 
ten days during finals. On January 
30 the team will journey down the 
Kuw for a clash with the Jayhawkers. 

The probable starting lineup In- 
cludes Rldgway and Dave Weatherby 
as forwards, Jack Kincheloe at cen- 
ter, and in guard position Jay Payton 
and Dick Spencer, 
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BREWER 

MOTOR CO. 

0th and 1'oynu 

PHONE 4444 

EVERY SERVICE 
FOR THE MOTORIST 



# Errol Plynn 

• Paul Lukas 
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Sensations 
of 1945 



# Dennis O'Kfwfe 

• Eleanor Powell 
A dolt Km 



WANT TO BUY— portable typewriter, 
Joy Talbot, 1623 Fairchtld, Phone 
4917. 



during the Wildcat drive. Atkins and 



•Spencer continued to lead 
as Herlngton made a last minute 
tempt to knot tbe score. 

Piores and Bijelick of the Air Base 
led their teammates with ten points i LOST— White Waterman's fountain 
each. Kennedy of the opponents, six P en sometime In December. Reward 



month for tour. Private entrance and 



VALENTINE SUGGESTIONS 

Heart Shaped 

RINGS LOCKETS 
BRACELETS NECKLACES 
PEARLS 

PAUL DOOLEY, Jeweler 

Aggieville 



the a*i*%'i.bathtDom»wlth shower. 1^19 Kearney, 

ninute at- Phone 3-7157. Call between six and 
eight In the 



foot four center showed some fancy 
ball handling and got most of their 



Box Score: 

K-Stftte— 61 
Weatherby, f 
Atkins, f .. 
Rids: way, f 
fiults, f 




FT 

1 


1 
1 



Payton, g 1 4 

Spencer, g 4 

Stuefiser. g 



Totals 



Herlngton A. A. F. — (6 O 

Deltchman, f 2 

Kipling, f 

Glenn, I „ ., 1 

.Deschalne, f 2 

McQuade, f 1 

Kennedy, o 

Rag-is, c , 

Piores, K 

McCltntock, g 

Bijelick, g .. 
Johnson, K 
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for return. Donna McVay Phone 4826. 
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Today - Friday . Saturday 

WALL AC HI BEERY 

in 

"Solute to the Marines" 

with 
FAY BAINTER 

KEYB LUrtB 

MARILYN MAXWELL 
RAY COM. IN* 

Sunday - Monday - Tuesday 
"Tfa ousauda "cheer" 

with 

TIIIHIV STARS 

GREAT BAN 111 



BASKETBALL 

K-State 



vs. 



Nebraska 

SATURDAY, JANUARY 20 

7:30 p. m. 

Nichols Gymnasium 

PUBLIC INVITED 
Come out and see the Fighting Wildcats 

Admission 65c Tax Included 




U. S. warships go into action, telephone equipment 
orders instantly, clearly. For the huge battleship 
"Wisconsin," Western Electric supplied two systems using 
equipment designed by Bell Telephone Laboratories. 

1. Sound powered telephone system— with 2200 instruments 
connecting all battle stations. These battle phones operate on 
current generated by the speaker's voice, so damage to the ship's 
electrical power supply ■ 

2. Battle announcing system— with 20 
300] 



Helping to supply "battle talk" equipment for use at sea, on 
land and in the air is providing important work for many col- 
lege graduates— both men and women— at Western Electric. 



During the 6th War Loan Driv* buy man Boiuh than 
AMNiVCft-f. 



<W Western Electric 
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STATE 



NOW SHOWING 

Sargent 
Mike 



WITH 



# Jeanne Bates 
COMPANION FEATURE — 

Bordertown 
Tjrail 



9 Smiley Burnettc 
Carson 



— SUN* - MON. - TUBS. — 



That's My 
Baby 



ALSO 



Bridge of 
San Luis Rey 

STARRING 

t) 1.. vim Barl 

9 Franc I m Lederer 



- WED. • THUBS. 

• Kay VI I llii nd 
*1>aul.-1(e UutldMttl 



Crystal Ball 



CARLTON 



NOW SHOWING 

Mr. Winkle 
Goes to War 



WITH 



. G. 



SUN. - WON. - TUE8. — 

ABBOTT ami OOflTELLO 

a 

In Society 



— 



Nine Girls 



WITH 



ALSO 



Seven Days 
Ashore 
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PAGE FOUR 



"Having A Wonderful Time' 



With this our hist column we want to 
porters for their cooperation, and wish to our 
of luck and lots and lots of social events. 

Kappa Delta had chocolates 
Wednesday from Maxine El ling 
when she announced her en- 
gagement to Bud Colgrove, Phi 
Gamma Delta from Ohio Wes- 
leyan. Sunday Helen Elling told 
of her engagement to Val 
Comb* VM '44. 

Miriam Golfer, ClorU, panned 
chocolates Sunday announcing her 
engagement to James Stone, f. a. 

More chocolate*. This time at Van 
Zile Hall. January 7 Ida Fredericks 
told of her engagement to Otis Cross. 
Thursday Georgia] ean Scolllck an- 
nounced her engagement to Terry 
Clark, Phi Gamma Delta from Mis- 
souri University. Sunday's chocolates 
were from Betty Larson and Wayne 
Good, AOR. 

Another engagement la that of 
Ellwbeth Cadwell, HE '44 of Mar- 
quette to A/8 Howard M. Harris of 
Kemp, Texas. Mlas Cadwell Is teach- 
ing Home Economics at LaCroase. 
A/8 Harris was formerly in the avia 
tion training program at K 
State. 

Delta Delta Delta will have 

annual party at the Avalon Saturday 
followed by a spread at the chapter 
house. The ballroom will be deco- 
rated by the pledges who have not 
disclosed the theme. 

Alpha Delta Pi's province presi- 
dent, Mrs. H. L. Shlpraan of Wichita, 
was a guest of the chapter over the 
week end. 



the society re- 

the best 
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-College Calendar- 

^Thursday, Jan. IB 

Collegiate 4-H Club meeting, Rec- 
', 7:SO to 0:80 p. 



Formal Dances 
Take Spotlight 

Van Zlle Hall entertained Satur- 
day night with their annual formal 
dance. Bouquets of white chrysan- 
themums decorated the hall. The re- 
ceiving line consisted of Dean Helen 
Moore, Dean Emeritus Mary P. Van 
Zlle, Miss Catherine Marsh, Miss 
Dorothy Harner, Betty Engle, presi- 
dent, and Marvin Poland. 

Dick Dodderldge's band played for 
the dance. 

Phi Delta Theta members enter- 
tained dates Saturday night with din- 
ner at the Gold Room of the Ware- 
ham Hotel followed by dancing at 
the chapter houae. The Phi Delt 
flowers, blue and white carnations, 
decorated the dining tafcles and the 
chapter house. . Quanta received gold 
loving cups as favors. 



Deans Honor Holton 



Church News 



"The Christian Path on the Cam- 
pus" Is the topic to be prpsented by 
Beverly Olbaon at Qhrlstlnn Endeav- 
or this Sunday. The meeting begins 
at 5 p. m. at the Christian Church. 



"Semester's Review" is the Satur- 
day Niter which bepina at 8 p. m. 
in Wesley Hall. Margaret Mustard 
and Mary Alice Streator are In 
charge. 

Sunday activities begin at E p. m. 
with fellowship followed by cafeteria. 
Wesley League, which convenes at 
«: 30, is in charge of Elizabeth Knost- 
man. Annie Gardiner will have med- 
itations and Christine Teagarden will 
play a piano solo. 

At 4 p. m. Sunday, members of the 
Baptist Youth Fellowship will present 
a service at the city jail. Following 
this, at 6:16, the fellowBhlp hour at 
the church will be In charge of Jean 
Peabody, Jean Holmgren, Donna 
Roblson, and Jane Masaey. 

A round-table discussion on "Evan- 
gelism" led by Rev, Gerald Grotey, 
will start at 6:30. Anyone who has 
questions on this topic should turn 
them over to one of the Evangelism 
committee so that they can be dis- 
cussed. 



The College Council of 
expressed its appreciation and the ap- 
preciation of the College and friends 
throughout the state to Dr. Edwin L. 
Holton, who has retired from the 
| Council after nearly 27 years of ser- 
vice. 

Dr. Holton left the council when 
he was relieved of his duties as dean 
of the summer school, In accordance 
with a Board or Regents age policy. 
In a resolution expressing their ap- 
preciation members of the council 
pointed out that Dr. Holton "by his 
enthusiasm, sincerity and educational 
leadership has been an outstandingly 
valuable member In the deliberations 
of the Council of Deans throughout 
more than a quarter-century." 

The resolution thanked Dr. Holton 
for his valuable, generous and un- 
selfish service which he had given to 
the council and to the College. 



Panhel Cancels 
Proposed Workshop 

Because of the recent government f 
order cancelling all conventions of 
over 60 members, Kansas State Col- 
lege Women's Panhellenlc 
dropped plana for their 
workshop. 

This workshop was to be held at 
the Kansas State- campus March 3, 
and was to include representatives 
of all sororities at Kansas State Col- 
lege, Kansas University, Baker Uni- 
versity, and Washburn University. 
The workshop was planned to pro- 
mote better understanding and co- 
operation among sorority groups in 

lems, and exchange ideas. 

Kansas State Women's Panhellenlc 
had almost completed tbelr plans for 
the meeting which was to Include 
registration, a luncheon, chapta* 
training group forums, and * ban- 
quet in the evening. The general 
planning commit tea was Mrs. Kath- 
leen Sen mitt, family sponsor, Eleanor 
A 1 1 i ho u, president of Panhellenlc ; 
Jeanette Putnam, Lucy Wells, and 
Jean Wise. 

Special guests were to have been 
national officers of the various so- 
rority groups. The workshop would 
have Included over 200 sorority mem- 
bers from the four Kansas schools. 
At first the committee thought they 
might continue the workshop with 
only 60 members, but decided that a 
great deal of the value of the meet- 
ing would be lost with so small a 
group. 



to 9 .1 



Friday, Jan. 19 > 

Sigma XI Meeting, WUlard lift, • 

to © p. m. 
BGA Varsity (War 

Avalon, 9 to 18 p. m. 
Sigma XI Banquet, 
4:80 to T:BO p. m. 

Saturday, Jan, 80 

YM-YW Dime Dance, BeossVUo* 

Center, 8:80 to 11:S» p. m. 
Delta Delta. Dei*. WJnter Formal, 
Avalon, 8 to 19 p. m. 

Monday, Jan. 82 

Oreheais, Nichols 1, 7 to 0:80 p. 
m. 

Ensemble, Auditorium, 7:80 to 
0:80 p. m. 

Tuesday, Jan. S3 

Orchestra, Auditorium, 7:18 to 10 
p. m. 

Choral Rehearsal, Thompson 802, 
5 to p. m. 

Wednesday, Jan. 24 

children's Recital, Nichols 801, 7 
to 0:8O p. m. 



Boone Gives $1,000 
To Endowment Fund 

President Milton S. Elsenhower has 
acknowledged the receipt of gifts 
totaling $1,000 in cash from Fred L 
Boone of the Boone Hotel Company, 
Manhattan. The gift was presented to 
the College through the Kansas State 
College Endowment Association and . 
ts to be used "for educations! pur^ 
pose." ss directed by the trustees of 
the Endowment Association. 

In accepting the gift, President 
Milton S. Elsenhower expressed "grat- 
itude over the generous gift," and 
pointed ont that a gift made for dis- 
position by the endowment associa- 
tion enables the College to ass pri- 
vate funds where they are 
cally 



Pvt. Charlotte Clement f. B. 1840- 1 
'43, has been transferred to Camp 
Caraon, Colo., where she has been 
assigned to the Army Service Force 
Convalescent Hospital where overseas 
soldiers are rehabilitated. 



No Collegian 



• ■ • • 



Eta Chi, Congregational 
has started work on gar- 
mentB for war victims. 



Talks On KSAC 

A aeries of "Good English" talks 
will be given by faculty members of 
the Department of English during 
the second semester of 1944-1945. 
These talks have been arranged for 
the College of the Air broadcast and 
will be given at 6:15 p. m. over 
KSAC. 

The scheduled speakers and their 
topics for February are Nellie Aberle, 
"Misplaced and Omitted Words," 
February 14; K. H. Peterson, "Pro- 
nunciation of Some Karnes in Litera- 
ture." February 21 and Anna M. 
Sturmer, "Some Interesting Facts 
about English Pronouns," February 
28. 



Thank You Dance 

Approximately 800 students at- 
tended the YW Thank-You Dance 
which was held at the downtown USO 
last Friday night. A band from Ft. 
Riley supplied the music for dancing, 
and the game room afforded enter- 
tainment for those who did not care 
to dance. 



of final 
there will be no Collegian 
week. The next 
February 1. Tills Is the last 
of the current semester. 



The monthly meeting of Quill Club 
will be held tonight at the apartment 
of Prof. Luclle Rust. Each member 
has been asked to write a sketch or 
story using "Tomorrow" as the theme. 
The meeting Is at 7:30 In apartment 
1 of the Tatarrax Apartments on Lar- 
amie. 




SAVE THE PIECES! 

Quick Repairing 
Service 




DR. E. L. ASKREN, 0. D. 

Cytometric Bye Specialist 



WEDDING 
RINGS - - - 

We have a variety of dis- 
tinctive plain and diamond 
set rings In both Platinum 
and Gold. y~ 
Prices ranging from 
96.50 • 9100 
federal tax included 

REED'S 

TIME SHOP 

North of the Sosna 



Anna Bines, authority on meat 
cookery, will lecture at a meeting of 
the Foods II classes In Calvin Hall 
Saturday at 1 p. m. Anna Bines Is a 
home economist and lecturer of the 
National Live Stock and Meat Board. 



YOU CAN 
HELP 



ON SCHEDULE 
RY HAVING THE 
CORRECT FARE 
READY 



CollegeCityBus 



DIAL 4140 



A new type of cork substitute, 
made of pith and fibers or farm 
wastes, has been devsloped, accord- 
ing to the Agricultural Research 



FOR EVERY OCCASION 

a a a ftf 1 tH I * « * 

FLOWERS 

for parties, birthdays, or Just a remembrance 
there is no more fitting gift than a selection 
from our fine array of 
Cut Flowers, Corsages and Plants 
OUR SERVICE WILL PLEASE YOU 

Manhattan Floral Company 



US Sooth Fifth 



Dial 8833 



QUICK REPAIRING 
SERVICE 

Free Estimates 

on Assured 



Rands 



Crystals 



BRADSTREET 



War Stamp Varsity 

FRIDAY, JAN. 19 
Sponsored by S.G. A. 

MUSIC BY DICK DODDERIDGE'S BAND 

Admission by purchase of 
at least $1.00 War Stamps at door 

Men Bring Your Dates or Come Stag 

AVALON BALLROOM 

9-12 




YOUR 



1945 




Purple 



Any student who is graduating 
or who will for some other rea- 
son not be in school next semes- 
ter and who wishes to have a 
1945 Royal Purple must come 
to the Royal Purple office and 
pay the balance of the fee before 
the close of the semester. 

$2.50 will put you students 
leaving school on the list for the 
Royal Purple when it comes out 
next spring. This includes the 
balance of the Activity Fee, sales 
tax, wrapping and postage. 




Purple 



K-105D 



Call 3-2727 
i 
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KSC Adopts 
Changes In 
Curricnlum 

Faculty adoption of a new college- 
wide program designed to assure 
sound training (or citizenship and life 
In general while keeping to a high 
standard of scientific and professional 
training, haa - been announced by 
President Milton S. Eisenhower. 

More than a year of hard study and 
spirited debate in committee and 
school faculty meetings preceded 
adoption of the new program by the 
general faculty of the College. 

Although the changes affected 
every curriculum in every school In 
the College and were more sweeping 
than any In its modern history, they 
do not Involve entry into new fields 
of study, faculty representatives said. 

To Make I letter Citizens 

"As I see it the new program Is a 
continuance of what we have always 
done but with the hope of doing It 
commented Prof. Harold 
of the Department of Econom- 
ics and Sociology, who was chairman 
of one of the faculty committees mak- 
ing the studies leading to the changes 
adopted. "The primary purpose of 
the changes Is to broaden the educa- 
tion of each student and to make bet- 
ter citizens." 

Basic to the hew program are four 
new eight-hour comprehensive or In- 
tegrating courses In each of the four 
great areas of knowledge: the physi- 
cal sciences, biological sciences, social 
sciences and the humanities. They 
will be first offered starting next Sep- 
tember. 

"Demands of the specialised profes- 
sions are so great today that students 
have very limited time for study out- 
side their fields of concentration," 
said Prof. C. H. Scholer, head of the 
Department of Applied Mechanics 
and chairman of another committee 
which helped frame the recommends- 

a year's 



Lost Articles . . , 

The col lege post office reqeeat* 
that students who have loet any- 
thc last 

ceil for K at 





"If the student must use that 
precious time dipping Into little com- 
partments of knowledge taught pri- 
marily for specialists in other fields, 
he has little chance of getting the 
broad view needed as a man and as a 
citizen of a democracy. The new com- 
prehensive courses are designed to 
give this broad view," Professor 
Scholer added. 

Under the program generally 
adopted, students would take compre- 
hensive courses In the areas of knowl- 
edge outside their field of specialisa- 
tion; while In their special itlee they 
would continue to take courses or- 
ganized as before. 

Each of tbe schools of the College 
has adopted two or more of the four 
comprehensive courses. Some depart- 
ments, Including Industrial Journal- 
ism and Printing, have Included all 
four of the comprehenslvea. 



Study of the work of the College 
by its faculty started on an Intensive 
basis in December, 1943, when Presi- 
dent Eisenhower named nearly 100 
faculty members to committees and 
subcommittees to work on various 
phases of the program. All changes 
were first approved by the faculties 
of the five undergraduate schools, be- 
fore being brought before the general 
faculty. 

The objectives of the College edu- 
cational program have been summa- 
rized as follows by President Eisen- 



Journaliflts Cancel 
Kansas Day Trip 

News stories and feature articles, 
the work of 49 students who are 
enrolled in writing courses In the 
Department of Industrial Journal- 
ism and Printing, have been sub- 
mitted to the Topeka Daily Capital 
for use In the January 30 edition 
of the .newspaper, R. R. Lasbbrook, 
professor and head of the department 
has announced. 

For 23 consecutive years journal- 
ism students have made an tfnnual 
trip to Topeka to help write the Kan- 
sas Day news for the Capital. How- 
ever, this year Kansas Day meetings 
have been cancelled and since the 
O. D, T. Is asking that nonessential 
travel be cut to a minimum the Jour- 

I naliam trip also has been cancelled. 

| In the past the students have served 
as city editor, telegraph editor,, so- 
ciety editor, state editor, photogra- 
phers and reporters combing the state 
capital for news. Numerous Btudents 
who have not gone to Topeka for the 
day have supplied Btories from their 
home towns. 

Stories written by these people 
have, been sent to the Capital for pos- 
sible use: Dick Dodderidge,' Council 
Grove; Louise Alexander, Hiawatha; 
Dean Hoppas, Menlo; Elaine Earhart, 
Hutchinson; Bonnie Woods, Salina: 
Betty Barton, Zella S. Barber, Lois 
Jean Waist mm, Dorralne Dorf and 
Marjorie Ann Tennant, all of Man- 
hattan; Florence Smith, Summer- 
field; Jo Ann Neibarger, Tonganoxie; 
Elizabeth Crandall, he Roy ; Alicemah- 
ree Meade, Hays; Elisabeth Schllch- 
ter. Clay Center; Norma Jean Mauk, 
Eureka; Betty Russell, Coffeyvtlle; 
Teas Montgomery and. ^Mary Louise 
Carl, both of Saliha; Betty Carr, 
Lindsborg; Nina Mae Cloud, Win- 
field; Margaret Haggman, Court- 
land; Wilms Usher and Martha Jane 
Adams, both of Belleville; Ruth Wil- 
son, Quenemo; PhylllB Werner. Yates 
Center. 

Barbara Blaine and Dorothy Alns- 
worth, both Wichita; Joellen Taylor, 
Kinsley; Gene Spratt, Ottawa; David 
Neher, Glrard; Edwin E. Gordon, Hill 
City; Harold Stout, Klncaid; Jean 
Wainscot i, Hazel ton; Dorothy Coch- 
ran and Joy Talbot, both of Topeka; 
Dora Lee Dauma, Scott City; Athol 
Furman, Clearwater; Eunice Nlblo, 
Muscotah; Lucille Shoemaker and 
Wllma Vance, both of Kansas City, 
Mo.; Betty Swan, Argonla; Pat Wil- 
liams, Fort Riley; Phyllis Wells, 
Hutchinson; Mary Louise Mark ley, 
Wellington; Verona McKlnley, Ness 
City; Mary Elizabeth Weeks, Fort 
Scott; and Evelyn Wood, Denlson. 
Harold ahankland, Manhattan, a 
graduate student In the department, 
also contributed some stories for the 
Issue. 



Enrollment 
Reaches 1375 

Total enrollment figure late Tues- 
day at the end of the two day registra- 
tion period reached 13TG, 460 men 
and 925 women, according to Miss 
Mary Kimball, registrar. It is expected 
that late comers will boost the total 
to a possible 1400. This figure com- 
pares favorably with the 1366 regu- 
larly enrolled students of the Bprlng 
semester of 1943-1944. 

The School of Home Economics 
Still maintains the lead in number of 
students enrolled, with a 496 total; 
the School of Arts and Sciences Is 
running a close second, however, with 
482 enrollees. The veterinary stu- 
dents with 186 rank third, and the 
j engineers fourth with 124, both 
I schools showing but a small decrease 
I in enrollment over last semester. 
Fifty graduate students hold fifth 
place and the School of Agriculture 
is low with only 39. 

The Incomplete figures for the six 
schools are as follows: School of 
Home Economics, 496 women; School 
of Arts and Sciences, 94 men, 386 
women; School of Veterinary Medi- 
cine, 180 men, 6 women; School of 
Engineering and Architecture, 114 
men, 10 women; Graduate School, 27 
men, 23 women; and School of Agri- 
culture, 36 men, 3 women. 

The number represented as the 
total for graduate students is but a 
portion of the students tnklng cours- 
es in that school, since many seniors 
are taking graduate courses in con- 
nection with undergraduate work. 



Artist Series Presents 
The Cossacks Wednesday 



1. Provide sound technical or pro- 
fessional education. 

2. Help each student obtain a 
working understanding of each of 
the great fields of human knowl- 
edge. 

3. Help develop sound judgments 
in all fields with which democracy 
has to work and give students prac- 

" tree In arriving at those sound Judg- 
ments. 

4. Give the student an understand- 
ing, deep and abiding faith In de- 
mocracy and a willingness to work 
for democracy. 



Lt. Bruce P. Johnson, f. s., pilot of 
a B-17, died November 7 in Germany 
as a result of wounds received in ac- 
tion. 

He had flown sixteen missions since 
overseas in August and had 
awarded the Air Medal with 
three Oak Leaf Clusters. 

Lieutenant Johnson's parents live 

at 



Editor Chooses 
Collegian Staff 

Phyllis Johansen, newly-elected 
Collegian editor, has chosen Jean 
Walnscott as her associate editor. 
Athol Furman will act as copy desk 
editor and be assisted by Helen Clegg. 

Dale Sorenson will be sports editor 
and Lucy Wells will be society editor. 
Martha Jane Adams will assist with 
society. 



Assembly Tuesday 

"Square Pegs in Round Holes" is 
the topic of an address by George S. 
Beery, of the Whitewater State Teach- 
ers College, Whitewater, Wis., at 
the all-student assembly at ft p. m. 
Tuesday. 

Dr. Beery Is the Registrar and Di- 
rector of Personnel at that college. 
He haa bis Ph. D. from the Univer- 
sity of Wisconsin. He Is lieutenant 
governor of the southern division of 
the Klwanls Clubs In tha Wisconsin 
and apper Michigan district He also 
is vice president of the Wisconsin 
Education Association. 



will be a 

Manhattan High School and 
Chapman High School at the College 
Lomorrow night. The B 
will play at 6:46 p. m. and the 
V teams will play at 8:11 p. m. 



Hoover Chooses 
"Incognito" Cast 

Suspense, mystery, and comedy 
highlight Richard Nusbaum's dra- 
matic production of "Incognito" 
which will be given by the Kansas 
State Players early In March. 

The cast, as chosen by Prof. Earl 
G. Hoover, director, are: Dale Knight, 
Erich Jagendorf; Oratg Bracken, 
Capt. Mitchell; Bob Eschenburg, 
Fred Collins; Roy Drown, Hur Von 
Strumm; Georganna Baron, Miss 
Hfldich; Rosemary Ensign, Trudy 
Blitt. 

Kay Guhl will play the part of 
Mrs. Bascomb; Ruby Wilson, Chic 
Johnson; Betty Carr, Gertrude 
Shields; Roberta Ince. Thumbull; 
Carol Halbower. Shulman; Shirley 
Pray, Helen Clark; Lou Jean Fletch- 
er, Seedy Stoan. Head Stewardess Is 
played by Mary Brass; first steward- 
ess, Carol Jean Heter, and second 
stewardess, Elizabeth Stark. 



37 Students Get 
Diplomas Saturday 

Thirty-seven students received di- 
plomas at the second mid-term com- 
mencement last Saturday at the Col- 
lege Auditorium. They represent the 
Schools of Home Economics, Agri- 
culture, Arts and Sciences, Engineer- 
ing and Architecture and Graduate. 

Dr. Bryan S. Stoffer, president of 
Washburn Municipal University, gave 
the commencement address. Hla top- 
ic was "The Task Ahead" and was 
based on bis foreign experiences. 

The students and faculty members 
marched from Anderson Hall to the 
Auditorium In their academic robes. 
The Rev. Charles T. Brewster, pastor 
of the Congregational Church, gave 
the Invocation and benediction. 

"A genuine service to the future 
can be rendered by America by In- 
sisting that the rights and privileges 
which we demand for ourselves be 
extended to all peoples and races," 
Dr. Stoffer told the 87 members of 
the graduating class. 

"We are not without fault In our 
own land," he warned. "Our hope 
lies with the yonth who are* not 
shackled by the prejudice of the past. 
To us the Idea of freedom must be 
extended to all people who are ca- 
pable of assuming the necessary re- 
sponsibility. The United States can 
and should take the lead in the for- 
ward movement, for her own culture 
represents the growing synthesis of 
the best In the culture and organiza- 
tion of many peoples both In Europe 



Sigma T»u Electa 
Officers elected at the last meeting 
of Sigma Tan are: Robert L. Beta rag, 
president; James H. Glenn, vice-pres- 
ident; Roy Bayslnger, recording sec- 
retary; Leonard Luehrlng. corre- 




Songs the Red Army may be singing in its sweep across Poland 
will climax the musical program of the General I'laioff Don Cos- 
sack Chorus Wednesday at the College Auditorium at 8:15 p. m. 

The Chorus is the first of three events of the Manhattan Artist 
Series to be presented by the Residence Hall Committee for the 

— dual purpose of bringing fine 
music to the community and of 
raising money to build resi- 
dence halls for women at the 
College. The Committee has al- 



Cancel 1945 Farm 
And Home Week 



The 1946 Farm and Home Week, 
scheduled for February I to i has 
been called off, according to Presi- 
dent Milton S. Eisenhower. 

"Because transportation Is becom- 
ing one of the real bottlenecks in the 
war effort and In keeping with the 
O. D. T, effort to restrict travel, the 
College haa decided to call off Farm 
and Home Week for the aecond time 
in 77 years," President Elsenhower 
declared. 

The first Farm and Home Week In 
America, then called Farmer's Insti- 
tute, was held at Kansas State Col- 
lege in 1868. Since that time nearly 
every state in the anion has conducted 
a Farm and Home Week. 

The only other year Farm and 
Home Week was not held in Kansas 
was in 1920 when President William 
Jardine called the event off because 
of the prevalence of Influenza In the 
state. 

In the place of Farm and Home 
Week the College will present a Farm 
and Home Week of the Air over Radio 
Station KSAC February 6 to 9, Mr. 
Eisenhower announced. Many of tbe 
speakers and program features will 
be Included in the Farm and Home 
Week of the Air which will be pre- 
sented from 9:30 to 10:30 a. m., 
12:30 to 2 p. m. and 4:30 to G:30 p. 
m., dally, the regular times during 
which the station Is on the air. 

Although final plans for Iho week's 
schedule of radio programs have not 
been completed the radio station has 
already arranged some programs. 
Most of the programs will be pre- 
sented by College staff members. The 
Homemakers Hour In the mornings 
will carry programs of 
rural women and will have several 
other features Included in the orig- 
inally scheduled Farm and Home 
Week. On the Farm Hour Trout 12:30 
to 2 p. m. several programs have been 
scheduled for the week: Tuesday, 
poultry; Wednesday, dairy; Thurs- 
day, agriculture; and Friday, live- 
stock. The time usually allotted to 
the College of the Air In tbe late af- 
ternoon period of broadcast will be 
taken up by such programs as those 
for the country correspondents, rural 
pastors and the postwar planning 
conference. President Eisenhower 
will appear on one of the programs 
during the four-day 



ready sponsored several money 
raising events for this project. 

The Cossacks. 27 former White 
Russian cavalry officers exiled after 
thetrlast stand for tbe Czar In 1917, 
have forgotten their bitternessea In 
their admiration for*" the success of 
the Red Army- In tribute, they sing 
the new songs of the Soviet as well 
as the beautiful liturgical music of 
the Russian Orthodox Church, exqui- 
site, haunting folk melodies, and the 
wild Cossack songs with their excit- 
ing shouts and whistles. 

In addition are the famous Cossack 
dances including the one In which 
the dancer Juggles 12 knives from 
his, forehead , should«rs and teeth. Is 
the final Kozatchok, a docen man 
join In the dance with spectacular 
leaps and whirls. 

Mall orders for single admission 
tickets may be sent to Miss Emma 
Hyde of the Department of Mathe- 
matics at the College, according to 
Dean Helen Moore who Is in charge 
of ticket sales. The box office at the 
Auditorium will be open three days 
before tbe performance from noon 
to fi p. m. 

The other two events of tbe series 
will be Metropolitan Opera artists. 
Mario Wllklna, soprano, Is scheduled 
for March 7 and Charles Kullman, 
tenor, for April 24, 



Eisenhower Writes 
Kansans Overseas 



YWCA Works! 



Many Kansas men and women In 
tbe Armed Forces overseas will be 
interest to ! ™ a ding of their home state In an ar- 
ticle written by President Eisenhower 
In the overseas edition of the Country 
Ueiilleman. The article which was 
written In the form of a letter con- 
tained approximately 2, GOO words. 

The life of Kansas as a whole was 
portrayed under such topics as cam- 
pus life, "jelly joints," fraternity life, 
sororities, and enrolment. Also in- 
cluded In the letter were campus 
customs, military training, new deans 
and department heads, clothes on the 
campus, and signs of returning to 
normalcy. 

The men and women will also be 
reading of the prospects of fishing 
and hunting in Kansas, how the col- 
leges are liberalizing rules for ad- 
mitting veterans, the meaning of the 
O. I. Bill of Rights and research 
work carried on at the colleges. 



Tbe first meeting of the YWCA 
Workshop Croups will be held Tues- 
day at 4 p. m. The new Workshop 
Groups are replacing the Interest 
Groups of last semester. 

of the different groups 
Mary Shuss and Margaret Par- 
ker, Community Service; Frances 
Ewart, Racial Equality; Dorothy 
Cochran, Political Effectiveness; Mar- 
jorie Stewart, Program Group; Ruth 
Fenton, Annie Gardner, Kay Hosmer, 
Jean Shelby, and Aylo Albertaon, 
Our Christian Faith; Oeraldine Ir- 
ving, Full Employment; Jean Kays, 
World Organization. 

"Interesting projects will be started 
in each group and every Y. W. mem- 
ber Is Invited to attend," said Mrs. 
Dorothy Downey. YW secretary. 



Advertising 



Try 1L 



4-H Club Elects 

Delbert Clark was elected presi- 
dent of the Collegiate 4-H Club at a 
meeting January 18. Other officers 
elected are Emagene Martin, vice- 
president; Betty Jo McCaustland, 
secretary-treasurer; Joyce Whiting 
and Virginia Grandfleld, correspond- 
ing secretaries; Carol Jean Heter, re- 
porter; Georgia nna Bacon, song lead- 
er; Elaine Larson, pianist and Ber- 
nard Jacobson, marshal. 

The Collegiate 4-H ts entertaining 
all members and prospective members 
at a party tomorrow 
Center at 7:30 p. m. 



Farm and Home Week 
tracted 1,186 people to 



In Recreation 
ek In 1944 at- 
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New Kansas Spirit 
Is At Kansas State 

Although the wore in the"KS- 
KU game ended with KU on top, 
we certainly 'say that as far as 
spirit goes K-State was far 
ahead! 

That little group of K-Stat- 
ers tucked away In the corner 
of the KU auditorium really had 
the old Wildcat spirit. That goes 
for the team, too. For those of 
you who weren't fortunate 
enough to be there we might 
add that you could almost see 
the spirit in Knorr's men. 

Perhaps the University Daily Kan- 
tian described the K-State spirit belt 



Letters . . . 

TO THE EDITOR 



To show them* who made the 
fit- Baby" pomlble what it meant, to 
Kansas Sta<<* men and women In the 
Armed Force* we are printing the 
following letter which !» typical of 
thoae mrHved In appreciation of that 
of The Collegian. 

January 7. 1945 



■the 



1. 1»4S 



"Sandy" Moats 
Adds Cluster 
To Other Medals 

For slashing Into 90 enemy air- 
craft, of which he destroyed one and 
damaged another, and then blasting 
seven German locomotives In the face 
of Intense ground Are, First Lt. San- 
ford K. "Sandy" Moats, f. i. '43, has 
been decorated with the Oak Leaf 
Cluater to the Distinguished Flying 
Cross. He was recently awarded the 
slxtb Oak Leaf Cluster to the Air 
Medal, A cluster signifies an addl- 

tfonal award of the same decoration, 
hill again and I can say it brought Tne c , utlon &ccompanylng tn6 c)o „. 

back memories of those four years 



Dear Editor, 

It was a pleasure to hear from 



* Bars and Stripes * 



Flrat Lt. Harry H. Convene, f. a. 
'42. is somewhere overseas, A. p. O., 
San Francisco, Calif. 



that I'd like to live over again. 

We heard all about the KS-KU 
when they said, "Coach 'Phog* Allan | game eyen 0T#r Bere gnd now tne Blg 

said that there la a new spirit In 



Kansas, and that new spirit is Kan- 
sas State. The K -State team Is com- 
ing to Lawrence not with the feeling 
of being the under a ok, but with the 
feeling that It li now "the" school of 
Kanaas. 

"Kansas State U going to have a 
new field house soon," Coach Allen 
•aid, "and tbla will belp to build up 
their team In athletics for no longer 
will the team have to play their op- 
ponent! on a semi-foreign court as 
the KU team does. They will have 
the advantage of practicing and also 
playing on a familiar court. 

"Tbeae K -State people are also 



Six missed tbelr guess on the game. 
I'll bet there waa Just as much cele- 
bration as there was in 1940 when I 
waa there. 

Sorry to read about the condition 
of most of the fraternity bouses but 
guess with members so far away and 
the fact that the Army has most of 
us has something to do with It. 

Was very Interested In the post-war 
campus Improvement plans and cer- 
tainly hope to tome day get back 
there and see the new buildings put 
up since I left. The Field House 
sounds beat of all and Is one thing the 
campus has needed for a long, long 
time. The Student Union fund was 



scientific," tbe coach said, "for not 8tar t e d while I was there and is an- 



other building sorely needed, 

Of course, way over here In Burma 



only do they give their cows ultra 
violet rays to produce more milk, but 
they are now turning these rays on 
their basketball team to produce 
more basket b." 

Well, let's show "Phog" Allen that 
he's not far from right, Let's see that 
entire Btudent body grouped together 
on the north bleachers-— and let's yell 

3222 Z m 8h ?rml ir lU 8 b o Ur Let <: s of fr ° nt * ctlon * nd ha ™ 
whatever team It might bo. Lets KmJ „, mM _ _ t u 



ter to the DFC read 

"Tbe formation in which Lieuten- 
ant Moats was flying encountered 
three gaggles of approximately 30 
enemy aircraft each. Lieutenant 
Moats attacked immediately. In the 
engagement which followed, he ex- 
pertly destroyed an MB 109 and dam- 
aged another. The enemy forces then 
•lipped Into the overcast and further 
contact was impossible. 

"Although he was alone except for 
his wing man, Lieutenant Moats be- 
gan to search for targets to strafe. 
He flew down a railroad line and fired 
bursts at four locomotives, causing 
each to blow up. As be attacked the 
fifth locomotive, the wing man noti- 
fied him that be was in the midst of 
Intense ground lire. 

"'Lieutenant Moats began to take 
evasive action, but be concentrated 
his fire on the locomotive and de- 
stroyed It. He destroyed a sixth loco 



any sort of building in the States mot f Te> adroitly changing hie coarse 
would be good. Burma is one country | HO that a w0oded area protected him. 
that has not been In the news very 
much, yet I can assure you that there 
Is a war on here and that bulletB and 
shells kill you Just as dead here as 
in the European War. 1 have seen 



MaJ. Morris B. Willis. E. E. '40, Is 
stationed at Fort Bliss, Texas, on A. 
A. Board. His wife Is an Army nurse. 
They have one son. Glen Darryl. 
Their home address Is 3604 Hamil- 
ton, HI Paso, Texas. 



at which time be reverted to an 
active status. He was retired 
of a physical disability which 
due to residuals of infantile paraly- 
sis. He and his wife have a son, Wil- 
liam Bruce Jr., born October If, 
1944. His address Is Lanlus Hereford 
Ranch, Route 2, Godley, 1 



Lt. Warren W. Willis, f. s. '43, la 
now a pilot lu the Marines. He has 
been shipped out from tbe West 



A/C David A. Lupfer, Cb. E. '43, la 
stationed at Corpus Christ!, Texas. 
His address is A/C -David A. Lupfer, 
Class 10 D-44C (C). Aviation Cadet 

Regiment, U. S. N. T. B-, Corpus 
Chrlstl, Texas. 



Pvt. Thomas W. Doeppner, E. E. 
'44, la stationed at Camp Crowder, 
Mo. Marjorle Ann (Sloan) Doeppner. 
H. B. '44. la working as assistant in 
the Kansaa University Nursery 
School. Her address la 1336 Oread, 
Lawrence. 



Capt. Kenneth Edward Johnson, 
Ag. '39, Is still at Lincoln, and Is 
now assistant air corps supply of- 
ficer as well as signal supply officer. 



really prove to them that there 1b a 
new spirit in Kansas— and it's here 
at Kansas State! 



had close calls at times. However, 
right now I am back with headquar- 
ters trying to throw off some of the 
many Burma diseases. Malaria la the 
worst and really knocked me for a 
loop, 

1 played In the college band and 

orchestra ail four years so was more 
Most students believe with a change s 

n semestera there wni be a change found J mflke 

In the Collegian. But just a word of 



No Changes Made 



warning — the Collegian will look the 
same — four pages, black and white, 
Just like always. 

There may be changes — but only 
those that the old editor will notice. 
So expect the same paper In your box 
each Thursday afternoon and we'll 
try to have It filled with what yon 
want to read. 

(P. S. Speaking of "what you want 
to read," we're sorry there la no Cat's 
Meow this week — but turn to this 
page In the next Iflsue and we guar- 
antee you won't be dlaappolnted.) 



than a couple of lines telling about 
glrla now being band members. 

I thought I would Just drop you a 
Hue and let you know my correct ad- 
dress Just In case there are any more 
letters, newspapers, magazines, etc., 
coming this way. 

Thanks very much again. 

Sincerely, 
• 1st Lt. Walter R. W4cb.se r 



Lieutenant Moats effected passes at 
another locomotive, but it waa con- 
cealed In a ravine. He circled again, 
came In from above and scored bits, 
causing it to explode. On this occasion. 
Lieutenant Moats destroyed one HE 
109 and destroyed seven locomotives. 
The courage, coolness and skill dis- 
played by this officer reflect the high- 
est credit upon himself and the armed 
forces of the United States." 

Lieutenant Moats, who flies the 
P61 Mustang "K," haB destroyed four 
planes by himself and shared a fifth 
with a fellow pilot, all In the air. He 
Is a member or the high-scoring 362nd 
Fighter Group, which haa destroyed 
close to 600 enemy aircraft, both In 
the air and on the ground. 
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Navy League 

Organized In 
Manhattan 

The Manhattan Council of the Navy 
League of the United States baa been 
organised among Manhattan business 
men and members of tbe College staff 
by Kenney L, Ford, alumni secretary, 
at the suggestion of Harry Darby of 
Kansas City, state director for the 
Navy League. 

Members will attend a dinner In 
Topeka January 30, given by Mr. 
Darby, honoring Rear Admiral A. S. 
Carpender, commander of the Ninth 
Naval District, Chicago. Charter 
members of the Manhattan council 
Include President Milton S. Elsen- 
hower, Dean Russell I. Thackrey, 
Prof. R. I. Throckmorton and Kenney 
L. Ford, all of Kansas State College; 
Evan Griffith, state war finance com- 
mittee head; W. A. Qlllman, president 
of the local Chamber of Commerce; 
Kenneth R. Chappell, former presl- 
dent of the Chamber of Commerce; 
Arthur Peine. C. C. Brewer and H. 
L. Wylle, Manhattan business men; 
Dr. J. D. Colt Jr., local pbyaiclan; and 



Roger Bacon, "the father of scien- 
tific research," was an English monk, 
born in 1214. He served many Jail 
terms tor sorcery because be preached 
of mtraclea, among them the airplane, 
automobile, steamship and the elec- 
tric lamp;" he .called it. Bacon la 
said to have invented the air-pump 
and gunpowder. 



A letter written by Ens. Royae P. 
Murphy, Ag. '86, stales as follows: 

"I received a commiaslon of en- 
sign, deck officer, April 20, and then 
went to the Indoctrination School, 
University of Arizona, Tucson. There 
I took a acreenlng test for training In 
tactical (not technical) radar. Ten 
from the class were selected and sent 
to the tactical radar school at Holly- 
wood Beach, Fla. From there I was 
assigned to an auxiliary attack car- 
go ship, used in amphibious divisions. 
I spent about two months at New- 
port, R. I., In a pre-commlsaloning 
detail for this ship. I have a very 
interesting Job and have a good ship." 



A/C Donald Leavltt, P 
stattohed at B-N Pool. 
Valdosta. Oa. 



'41. Is 
Field. 



S/Sgt. Calvin A. Doile, Ag. '42, Is 
somewhere "in China. He saya in a 
letter that "Life In China is jnst 
about the same old routine, except a 
little excitement now and then to 
break the 



Lt. Frank A. Hettke. Ch. B. '42, Is 
stationed at Oklahoma City, Okla. He 
and his wife live at 2306 N. E. 
Twenty-Sixth Street. Oklahoma City, 
Okla. 



Lt. Elgle O. Jones, Ag. '40, Is with 
the Sixth Armored Division some- 
where in France. Allis (Terrill) 
Jones, H. E. '41, and their son, Terry 
Lee, live at Sunflower. Mrs. Jones la 
employed as laboratory technician at 
the Sunflower Ordnance Plant. 



Capt. Arthur L. Plncomb, f. s. '40, 
la a navigator of his squadron. He was 
In Africa, Italy. France and Is now 
somewhere over Germany. 



Flrat Lt. Joseph Bonfleld, M. I. '39, 
Is in the air corps stationed at Hobbs. 
N. M. 



One hundred four scholarships, 
fellowship* and graduate and re- 
search sssistantshlps totaling approx- 
imately 113,300 annually are avail- 
able at Kansas State College. 



R. M. Seaton, Manhattan newspaper- 
man. 

President Eisenhower Indicated In 
his biennial report submitted several 
weeks ago to the State Board of Re- 
gents that the College would welcome 
a Navy R. O. T. C. unit. 



Lt. Oaylord Green, Ag. '40, \m 
somewhere overseas. A. P. O. San 
Franclaco, Calif. Lieutenant Green 
returned from the Aleutians In De- 
cember, 1943. During the spring of 
1944 he spent three months In En- 
gland and then returned" to Anacoatla, 
D. C, Barly in September he* went to 
the Pacific, Shortly after arriving 
there he was notified of his promo- 
tion to full lieutenant. 



Lt. Garland B. Childers, C. B. '41, 
is assistant dry docking officer at the 
Boston Navy Yard and he finds the 
Job considerably cooler than the 
South Pacific and environs. His ad- 
dress is 441 Marlborough Street, Bos- 
ton. Maas. 

First Lt. William Bruce Robert- 
son, Ag. '43, was on terminal leave 
from Kennedy General Hospital, 
Memphis, Tenn., where he was re- 
leased December 15, 1944. His ter- 
minal leave expired January 14, 1946, 



Leo Yeo, Former 
KSC Star, Wounded 

Lt. Leo Yeo, former Kansas State 
student and captain of the swimming 
team, has been wounded in the bat- 
tle of the Philippines according to 
word received by his parents, Mr. and 
Mrs. Leo Grant Yeo of Manhattan. 
Now recuperating In the United 
States General Hospital at Honolulu, 
Lt, Yeo hopes to return soon to Kan- 
sas State to finish his education. 

While in school. Yeo majored in 
physical education. In 1941 and 1942 
be won the 60-yard and 100-yard 
free style Swimming titles in the Big 
Six conference. Wltb graduation Just 
two months off, Yeo enlisted. Follow- 
ing his baalc training at Camp Rob- 
erts. Calif., he was sent to Ft 
ning, Ga., for Officers' Ca. 
School, , , 

Buy War Bonds and help 
the future of the 
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Wildcats Lose Thriller 
To Kansas Jayhawkers 



Playing before a packed field house 
of blood-thirsty fans tbe Kansas Jay- 
hawkers managed to eke out a 39-36 
win over the Kansas State Wildcats 
In the closing minutes of tbe game 
Tuesday night at Lawrence. Tbe game 
proved to be a typical Kansas U.-K- 
State contest, with both teams fight- 
ing desperately until the last few 
seconds when Kansas U. pulled Into 



The scqre was tied three times In 
the last eleven minutes of the game, 
each time the Aggies rising to great 
heights and forging ahead again. Llt- 
t It- Joe Rldgway and tall Dave Weath- 
erby, Coach Fritz Knorr's ace for- 
wards, led the attack. 

Phog Allen's Jayhawkers capital- 
ised on their free throws and Bank 
thirteen, seven more than the Aggies. 
But the Aggies proved their court 
ability by caging 15 field goals, two 
more than their opponents from down 
the river. 

Dave Weatherby, forward, tallied 
18 points to place the Aggies in the 
scoring honors. Joe Ridgway, for- 
ward, took second honors by netting 
9 points. 

The Jayhawkers had the high point 
man of the evening in Charley Mof- 
fett who tallied 3 field goals and 8 
free throws for a total of 14 points. 
Reynolds, the opposite forward, 
pushed 11 points through the net to 
place third on the list. 

Kansas U. got off to an early lead, 
holding an 8-2 edge before the Stat- 
ers got used to the floor. The Aggies 
drew up to within Ave points of the 
Jayhawkers but couldn't get any 
closer. The boys left the hardwood 
with the score 21-16, K. U. leading. 

When the boys took to the court 
again the Wildcats lost no time in 
scoring, Dave Weatherby getting one 
from the side. However, they rapidly 
cooled off and K. U. increased their 
lead to eight points before the Aggies 
found themselves again. Joe Ridgway 
swished a long one through the net 
and added a free throw to close the 
gap to Ave points. Dave Weatherby 
nearly tied the game up with two 
beautiful push shots from the side 
and Joe Ridgway brought the loyal 
fans to their feet when he sank a 
long to put the purple and white war- 
riors out in front 27-26. 

Charley Moffett. got a free gift and 
knotted t lie score again at 27 all. 
Dave Weatherby came through again 
with those precious two baskets to 
send the Staters out In the lead 31-27. 
Reynolds was a life saver to Phog 
Allen's hopes when he tipped in two 
baskets to tie up the game again. The 
game didn't remain tied for long be- 
cause Jay Payton came to life with 
a long that bounced around the rim 
for a white and finally went in. Bill 
Schulta added a free toss to increase 
the Wildcats precious lead to 3 points 
making the score 34-31. Moffett caged 
a field goal and Reynolds a free throw 
to put the Jayhawkers back on even 
terms with the KansaB State Aggies. 
It was now that Dick Spencer showed 
his ability to come through in the 
clutch by flipping the ball through the 
hoop from way out sending the Wild- 
cats out in front 36-34. K-States hopes 
fell when Moffett added a free throw, 



Scott sank a 
followed with a lay In for the final 
basket. 

Box score: 
K-State — 38 Q FT F TP 

Weatherby, f 6 1 2 IS 

Ridgway. f 3 3 S 9 

Atkins, f * * ■■ I 1 m m 

Kincheloe, c 10 4 2 

McClaughry, c 10 12 

Payton, g 2 2 4 

Spencer, ,r 10 12 

Schulti, g~... 10 

Stuesser, g 12 1 

Bell, g 10 

Totals IB « 19 36 

Kansas — 39 FT F TP 

Moffett, f 3 8 14 

Reynolds, f 6 1 2 11 

Corder, c 12 3 4 

Peck, f 10 1 

Scott, g 10 3 2 

Helm, g 8 117 

Daum, g 2 

Totals 13 IS 12 39 



IX>ST — Gold and Silver Class ring, 
Minneapolis High School. Initials, R. 
L. T. Call 4373. 

DOST — Natural colored shell-rimmed 
glasses in a brown leather case. Call 
3639. June Lowrey. 



LOST — White Parker or Waterman's 
pen. Reward. Call Donna McVey, 
4826. 



Tigers, Ichabods 
Invade K-State 

The Washburn Ichabods Invade 
the local hardwood floor Saturday 
evening seeking revenge for the 33-29 
defeat they suffered at the hands of 

the Aggies earlier this season. 

The Ichabods have had a success- 
ful season thUB rar. They hold a vic- 
tory over Kansas U. earlier this sea- 
boii and have a record of 8 wins and 
6 losses. Herington Air Base has 
beaten them so If comparing scores is 
any indication of who will win Sat- 
urday night, the Wildcats should hold 
an edge. 

Monday night the Wildcats play 
host to the Missouri Tigers from Co- 
lumbia. This is the first time this year 
that these two teams have met. 

Tbe Tigers will be playing without 
the services of their regular guard, 
Paul Collins, who graduated at the 
end of the semester. Coach George 
Edwards will probably start Gene 
Kurash and John Helmburger at for- 
wards, Ed Mlchelson, center, and Earl 
Stlegemeier and Bob Freeman, 
guards. 

Missouri has been defeated by K. U. 
45-28 this season and by Oklahoma 
43-27, but pulled a surprise 38-32 
victory over the Iowa State Cyclones. 
Anything can happen Monday night 
when these two teams clash. 



Fresh Vegetables a od Meats 

BOTTGERS 
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SATE THE PIECES! 

Quick Repairing 
Service 



Mounting 

Duplicating Broken 



E. L. ASKBEN, 0. D. 




BASKETBALL 

Manhattan 

vs. 

Chapman 

FRIDAY, FEBRUARY 2 

B team 6:45, A team 8:15 

College Gymnasium 

PUBLIC INVITED 
Admission 35c Tax Included 



Wildcats Set 
Big Six Record 

Kansas State College set a 
new Big Six record by scoring 
70 points in making their bid 
for the Big Six basketball cham- 
pionship, romping over the Ne- 
braska Cornhuskers from Lin- 
coln 70-48. 

Nebraska drew first blood in the 
fray when Costello sank a free throw 
but the Staters' own Dave Weatherby 
put tbe Wildcats out In from 2-1 by 
a push shot from the free throw 
circle. Strahan of the Huskers tied 
the score at 2-2 by another free toss. 
It was then that the Wildcat scoring 
machine got rolling and had forged 
ahead holding a 28-20 lead at the end 
of the first half. 

Coming onto the floor hi the sec- 
ond period the Huskers showed an 
inspired spirit. The Wildcats were 
cold In the first four minutes of the 
second half while the CornhUBkers, 
led by Peterson, closed up the gap 
in the score. The Aggie lead was cut to 
30-26 and then 30-28. The K-Staters 
began to find the range and the 
Huskers never threatened again. 

Dana Atkins, Jay Payton. Jack 
Kincheloe spirited the last quarter 
drive, scoring 8, 8 and 6 points re- 
spectively. The game ended with the 
K-State team rolling up 70 points 
for the new Big Six scoring record. 

Jay Payton, stellar guard, col- 
lected the high honors for the Staters, 
scoring IS points, followed by Jack 
Kincheloe with 12, Dave Weatherby 
with 11 and Dana Atkins with 10. 
The entire team entered Into the scor- 
ing column, even Ralph Stuesser from 
the Northland scoring a Held goal 
which ended the game. 

Peterson was a big headache tor 



SEE US FOR 
THAT 

Exclusive Ring 
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men's and ladles' smartly styled 
costume rings in 

DIAMONDS 
RUBIES 

am 

TIGER EYES 



REED'S 

TIME SHOP 



North of the 



SWEATERS 

Cardigan-Slipover 

Lone and Short 
Sleeve, Fitted 

All New Spring Colors 

$3.98 -$7.95 

WAREHAM 
HAT SHOP 



the Wildcats bitting tbe hoop for the 
high honors of the evening with a 
total of II points 

It in Rlx Standing*! 

W L Pet. 

Oklahoma U 4 1 .800. 

Kansas V 4 1 ■ ,800 

Kansas State 2 % .600 

Iowa State 2 2 .600 

Missouri U 1 2 .82S 

Nebraska U, 6 .000 

Collegian Advertising Pays, Try it. 
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How to be 
A Weather 
Prophet 

That little fellow is here 
again. 

But you can fool him. 
Whether Mr. Groundhog 
sees his Bhadow or not, be 
prepared for any kind of 
weather with a topcoat 
that keeps you comfortably 
warm. 

Our lightweights can stand 
up against heavyweight 
weather. 

The tailoring is superb, 
the quality Is tops — and 
their price right. 

927.&0 to 945.00 

Pgr? fo ttt y 

t\30SM cni -WW 
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MANHATTAN ARTISTS SERIES PRESENTS 

GEN. PLAT0FF - DON COSSACK CHORUS 

COLLEGE AUDITORIUM, FEBRUARY 7 





Adults 92.60t 91.7& 
Students 11.26 (tax Included) 
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A new seiMtter, a new col- 
umn, and new social events 
about Kansas Staters. 

Alpha XPs reeelTed roses Jan- 
uary 18 from Jacqueline Eld son, 
•43 and Lt. Vance Darland f. s. 
announcing their marriage of 
January 9. Lieutenant Darland re- 
cently returned to the United States 
kfter completing 57 mission i with 
tbe Thirteenth Air Force In the Sonth 
Pacific. He was a member of Alpha 
Gamma Rho fraternity. 

January 17 wan the wedding dale 
of Dorothy Nell Meyer. do via. to 
Lt. Kenneth Barrett of Denver. Colo. 
The wedding took place at Itlley. 

PI Phi pledge Jcannf Fenbody 
passed chocolates January 17 an- 
nouncing her engagement to Plight 
Officer Sidney Hartrls of Highland 
new atatloned at Avon Park, Fla, 

Joanne Linn, Kappa Delta atom, 
passed chocolates January 18 telling 
of her engagement to Cpl. Wyman M, 
White. Corporal White la atatloned 
In the Philippines. 

ChocoJatoH from Gloria I^aVonne 
Humphrey 'H announced her engage- 
ment to Lt. Glenn Barn e rover '44. 

Chocolate* at the Alpha XI house 
January 26 announced the engage- 
ments of Georgene Baird, '39, to 
S/Sgt. Edward Wade of the Army Air 
Corps, and Elizabeth Burchlnal. '39, 
to Lt. Harold McMillan of the Navy 
Air Corps. 

A recent engagement is that of Ar- 
vls Nlemeier and Eugene Stelmel, Phi 
Kajfta. 

Betty Whitney, Chi Omega alum, 
became the bride of S/8gt. James C. 
Spellman January 27 at Fort Riley. 
Sergeant Spellman Is from Oshkoeh, 
Wis. 

Kut dry ii Bralnard I* I tie newest 
pledge of Kappa Kappa Gamma. 



YW Entertains 
Little Sisters 

YWCA "little sisters" will be 
guests at a 1-hour get ac- 
quainted party at 7:30 p. m. t o- 
night in Calvin lounge, Mrs. 
Dorothy Downey, YW secretary, 
announced today. 

The evening's activities will 
Include a brief program, group 
Blnging and special "meet your 
siBter" program followed by re- 
freshments. Ver nolle Blevlns, YW 
president, will emphasize the fact 
that women lead at Kansas State by 
Introducing the following campus 
bigwigs: Phyllis Jobanaen, Ethelfnda 
Parrish, Elisabeth Crandall, Arlene 
Shields, and Margaret McNamee. 

The program will Include group 
singing led by Jean Greenawalt; a 
reading by Carol Jean Deter and a 
vocal trio composed of Joyce Crippen, 
Ruth Penton, and Patt Fairman. 

The committee In charge of Lois 
Johnson Includes Lois MHsner, Sote- 
rea Maduros, Patt Fairman, Margaret 
Parker and Wllma Ward. 

MrB. Downey urged new women 
students who were not assigned a 
hlg sister to attend. The party Is ar- 
ranged to promote early friendship 



seniors with a formal dinner on Jan- 
uary 17. 

Eunice Stolteitberg pledged Alpha 
XI Delta January 17, 

Graduating seniors of Kappa Kap- 
pa Gamma, Ruth Elaine Soelter, Pat 
Williams, and Mary Qallaher Cadis, 
were honored with a dinner Janu- 
ary 26. 

i Bent ley 1» Kappa Delta's 



January 21 from Phyllis Weill an- 
nouncing her engagement to Harvey 
Haas, Phi Delta TheU. 



YWCA . . . 

The entire YWCA will meet In 

p. ni. and from there the differ- 
ent groups will go to their 



Tri Delt Party 

Delta Delta Delta entertained Jan- 
uary 20 with their annual formal 
party. "Club Crescent" was th.elr 
theme. A silver crescent and silver 
stars against a blue background dec- 
orated tbe Avalon ballroom. 

Tbe receiving line was made up of 
president, Virginia Stoecker and 
Ernest Jackson; Dean Helen Moore, 
Dean Emeritus Mary P. Van Zile, 
Colonel and Mrs. Ullestad, and Mrs. 
Tom Branatetter. 

Following the dance dates were 
guests at a spread at the chapter 



The cold floors and strong draughts 
endangering health and comfort Is 
many homes during the winter sea- 
son soon may be eliminated — by elec- 
tronics. Electronic controls so sensi- 
tive that they react even to the heat 
of a person's hand will do the trick, 
and the system will be lest compli- 
cated In operation than the modern 
radio. 



BREWER 

MOTOR CO. 

8th and Poynta 

PHONE 4444 

EVERY SERVICE 
FOB THE MOTORIST 



-College Calendar- 

Tbaradaj, Vtib. 1 

Collegia!* 4-H Club wmMthtj, Rec- 
reation Center, 7:80 to 9:SO p. m, 
YWCA College Slater party, Ckdvte 
Ti«W to 8:SO».m. 
I Players rehearsal. An- 
7:80 to 11 p. m. 
<d meeting. Calvin 101, 
to O : SO p. an. 

Friday, Feb. 2 



",7:80 to» p.m. 
Kansas State Players rehearsal. Au- 
ditorium, 7:80 to 11 p. m. 

Saturday, Feb. 3 

VM-YW Dime Dance, Recreation 
Center, 8:80 to 11:80 p. m. 

fltate-Waehbnrn Banket. 

7:80 p. 



Monday, Feb. 5 
Student t 'ou in j i 

son 200, 8 to 10 p. m. 
YWCA Cabinet 

lounge, 7: in to 8:18 p. m. 
OrchoMfo, Nichols 1. 7 to 0:80 p. 

IT] , 

MuhIc Department ennemble, An- 
dltorlnm, 7:80 to 0:110 p. m. 

YWCA leadership Connc-il, Calvin 
101, 8:15 to 8:80 p. m. 

Kanm* State I'laycrs Rehearsal, 
Edutalion 200, 7:80 to 11 p. m. 

Tuesday, Feb. 6 

Student Assembly, Auditorium, 8 
p. m. 

Orchestra, Auditorium, 7: IS to 10 
p. m. 

Choral Rehearsal, Thompson 302, 
• 5 to 8 p. m. 



I. ltd! 



State Players 

titHl 900, 



7:80 p. m. 

Wednesday, Feb. 7 

Amlstad Meeting, Calvin 107, 7:80 
to 9 p. m. 



8: IB p. m. 



KS 



ers . • . 



Kansas State Players will 
meet Tuesday nt 7: SO p. m. In 



New Spring 
Merchandise 

Arriving 
Daily 



• Skirts 



SMART SHOP 




War II Veterans 
Sponsor Movie 

Kansas State College Veterans of 
World War II will sponsor the morte, 
"Meet Me In St. Louis," which will 
be shown at tbe Sosna Theater Feb- 
ruary 9 through IS, Victor Overholt, 
commander, announced today. Mr. 
Sam Sosna. owner of tbe theater, has 
given the men this movie to 
in order that they might ear 
necessary to get their organization 
actively established on the campus. 

Tickets are now on sale at several 
down town business establishments 
and tbe men plan to set up a sales 
booth In Anderson Hall next week. 
The movie, which centers around tbe 
life of a 8t. Louis family when that 
city was host to the Louisiana Pur- 
chase Exposition, stars Judy Garland 
and Margaret O'Brien. Such popular 
tunes aa "Meet Me In St. Louis, Louis" 
and the Hit Parade topnotcher, "The 
Trolley Song," are Included In the 
show. 

There are 24 charter members of 
this organization which was recently 
established on the campus. It Is open 
to all veterans of thiB war. Any vet- 
eran of World War II, who has been 
honorably discharged since the decla- 
ration of war, December 8, 1941, ia 
eligible for membership. The Army, 
Navy and Marines are all represented 
In this new organization. Although 
there are no former WACs, SPARS 
or WAVES enrolled at Kansas State, 
these women will be welcomed Into 
the association when they arrive. 

Manhattan business men and civic 
clubs are backing this new campus 
organization 100 percent, Overholt 
reports. One of the local civic clubs 
Is entertaining a charter member each 
week at ItB club meeting. 

Officers of the association Include: 
Stanley Stuart, vice-commander; H. 
O. Crlss, adjutant; Delbert Longfel- 
low, finance officer; V. C. Webb, ser- 
geant-at-arms; and Howard M. Jonea, 
historian. Dean R. I. Thackrey, who 
until recently served as a lieutenant 
In the Navy, Is service officer for the 
organization. Dr. A. A. Holts, a vet- 
eran of World War I, Is faculty ad- 
viser for the group. 



KKG Fellowship 
Offered KSC Women 

Three I BOO fellowships are again 
the offer ot Kappa Kappa Gamma, to 
women graduates of Canadian and 
American colleges and universities 
where a Kappa chapter Is located. 

Available to fraternity and non- 
fraternity women alike, these fellow- 
ships are usually divided into tbe 
fields of science, art, and human rela- 
tions. 

Application blanks are now avail- 
able at the office of the Dean of Wo- 
men, as well as the local chapter. 
They should be obtained, at once, 
filled out and returned by March 1. 

Reva King, Harjorle Spurler, and 
Juliet Leong, all of Kansas State Col- 
lege, have received Kappa fellowships 
in previous years. 



Buy War Bonds and 

the future of the > 



Ushers . . . 



College women who want to 
for the Don Cossack 



of Wo 
than 8 p. m 



LARGE SELECTION 
of 

Cardigan 
Sweaters 

In New Spring Colors 
Large and Small Knits 
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FOB EVERY OCCASION 
• • > send • • ■ 

FLOWERS 

for parties, birthdays, or just a remembrance 
there Is no more fitting gift than a selection 
from our fine array of 
Cat Flowers, Corsages and Plants 

OUR SERVICE WILL PLEASE YOU 



Manhattan Floral Company 



TEXT BOOKS-- 

New and Second Hand 

a 

Supplies for All Laboratories 






LLEGE BOOK STORE 
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"The Friendly Book Store Nearest the Campus" 
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17 Characters 
In College Play 
Here March 2-3 

March 2 and 3 are the dates 
chosen by Prof. E. G. Hoover 
for "Incognito," second 3-act 
stage production of the Kansas 
State Players this year. 

The play by N. Richard Nusbaura 
li a mystery comedy whose plot 
promises to hold suspense. 

The 17 characters of the play do 
much to create and hold the air of 
suspicion and uncertainty. Erich 
Yagendorf. an espionage agent of the 
Third Reich will be played by Dale 
Knight while Georganna Bacon will 
play Miss Hlldlck, a predestined old 
maid. Trudy BHtt, a little on the 
smart-aleck side will be played by 
Rosemary Ensign; and Mrs. Thum- 
bul, slightly on the drunk side will 
be Roberta Ince. 

Betty Carr is a nervous high- 
strung young girl called Gertrude 
Shields. Carol Halbower portrays 
Mrs. Shulnian, a sad-eyed, low-spoken 
non-Aryan refugee from Germany. A 
snobbish and aloof character is Kay 
Guhl as Mrs. Ba scorn and Herr von 
Stumni. a relentless and shrewd Nail 
is played by Roy Drown. 

Craig Bracken as Captain Mitchell 
of the U. S. S. Imperial is a tactful 
and good humored man. Helen Clark, 
a birdlike and Buttery young person 
and her "echo" Seedy Sloan are 
played by Shirley Prague and Lou 
Jean Fletcher. Ruby Wilson plays 
the part of Chic Johnson, seaBick 
and from Claremore, Okla. Turner 
and Peterson, stewardesses of the 
V . S. 8. Imperial, are Mary Brass and 
Carol Jean Heter. Sailors from the 
German U-Boat are Herbert 
and Donald Larson. 



In Missouri Game 




Wildcats In Third Place 
After Defeating MU Tigers 

By Fred Part-in 

Kansas State, now in sole possession of third place in the Big 
Six basketball race, has won two games and lost one since Betting 
a new conference scoring mark of 70 points against Nebraska 
January 20. The victories were over Missouri and Washburn, the 
loss to Kansas. 

Coach Knorr's Wildcats, def- 

Select Cochran ln,te,y cl " mp,onrt,I ' - » tafc4 - 
R. P. Assistant 



Dick Spencer, right, and Bill Schultx, left, are two members of 
FrtU Knorr'H hustling basketball club which Is staging a brilliant fight to 
win the Big Six conference championship. Spencer, a guard, Is a smooth 
floor worker particularly effective on defense, grhulti, a forward, found 
his shooting eye against Washburn and scored IB points. He tallied 18 



World War II 
Vets Organize 

Veterans of World War II who 
have enrolled at the College have 
organized into a group which prom- 
ises to be one of the outstanding, 
growing organizations on the campus 
during the next few years. Twenty- 
four men of the more than 100 eli- 
gible students are charter members of 
the organization. 

The organization, known as the 
Association of Kansas State College 



$225 Gift To 
Memorial Fund 
In 



Dr. Beery Speaks 
Of Post-War Jobs 

'Today Is good only today. We can 
so live today so what we do we will 
be prepared for tomorrow." Dr. 
George 9. Beery of th? Whitewater 
State Teachers College. Whitewater. 
Wis., told the atudenl body In an 
assembly Tuesday afternoon. His 
speech was entitled "Square Pegs In 
Round Holes." 

Doctor Beery emphasized two main 
points concerning people and their 
Jobs. First, train today for Jobs of 
tomorrow. That Is today's problem 



Elisabeth Crandall. editor of the 
1945 Royal Purple, has chosen Doro- 
thy Cochran as the new assistant edi- 
tor and feature editor. 

Other new staff members are Patty 
Piffer, class editor; Dorraine Dorf, 
fraternity and sorority editor, assisted 
by Doris Dickey; Betty Swan, Inde- 
pendent editor, assisted by Verona 
McKlnley; Barbara West, organisa- 
tions editor; Jean Walnscott, fine 
arts editor; Evelyn Maxine Crawford, 
religious section; Joy Talbot, ath- 
letics; Marshall Walker, student 
artist. Dora Lee Dautna, Jean Waln- 
scott and Barbara West nre working 
on the administration section. 

The advertising manager is Mary 
Ann Luhnow with Elizabeth Stark In 
charge of copy and layouts. The 
advertising salesmen are Barbara 
Bross, Charles Thayer, Elisabeth 
Schlfchter. Arleta Royer, Marlyn 
Kurd, Joann Yapp, JoAuit Neibarger. 



won their right to temporary 
third spot by easily taking Mis- 
souri's Tigers 60 to 29 Monday, 
February 6, in Nichols Gymna- 
Bium. 

While Dave Weatherby and Bill 
Schulti. forward!, were leading a 
50-polnt barrage on the Tiger basket, 
cold Missouri shooting, coupled with 
a tight Kansas State defense which 
held the Tigers at long range, kept 
the Columbia, Mo., team pretty much 
out of the -ball game. Missouri held 
the lead only once, 8 to 7, after six 
and one-half minutes had been played. 
Kansas State led at the half, 26 to IT. 



Veterans of World War II, Is open to a j t hough we ma y not recognize It 
any veteran of World War II who has untll later s eC ond, consider the per- 



been honorably discharged since the 
declaration of war, December 8, 1941. 
Although there are no women vet- 
erans on the campus now, they too 
will he eligible for membership when 
arrive. 



As a moans of raising funds to get own choice. 



son. He added that great progress 
has been made' to match individual 
qualities and abilities to individual 
Jobs. There will be 10.000.000 peo- 
ple after the war looking for new lobs 
and they should start qn one of their 



K-State Receives 
Films From OWI 

M. C. Moggie of the education de- 
partment has received a group ot 
Alms from the Office of War Infor- 
mation to be used on the campus. The 
visual education committee In the 
School of Home Economics baa re- Missouri— IS 



In the second period, four minutes 
elapsed before either team could 
score from the Held. Finally, Dick 
Spencer, guard, laid in one for the 
Wildcats. Nine minutes of the half 
were gone before Missouri scored 
from the field. The second and last 
basket of the half for the Tigers came 
seven minutes later. 

Weatherby led the gnme scoring 
with. 16 points. Schullz had 13. 

The box score of Missouri game: 

Kantian State — SO 
Weatherby, t 



The Journalism Memorial Fund 
committee today announced the re- 
ceipt of a gift of 1200 in cash from 
the Kansas Magazine Publishing Assn. 
This gift, plus a ?25 series F War 
Bond from Ens. Mary Margaret Ar- 
nold, brings the total of the Journal 
ism Memorial Fund to $1,916. 

The fund will be used to perpetuate 
the memory of graduates and former 
students who lose their lives In the 
service of their country in World War 
II. Other gifts of cash or bonds are 
planned by various groups and in- 
dividuals. 

Many of the gifts, including the 
$200 from the Kansas Magazine are 
general in nature, while others are 
in memory of some individual. Miss 
Arnold's gift was in memory of 
Kendall W. Evans who was one of her 
associates on student publications at 
the College. Evans was graduated 
in 19*2, Miss Arnold In 1943. 

Journalism graduates and former 
students who are known to be casual- 
ties of this war Include MaJ. George 
T. Hart, Ens. John M. Williams, Lt. 
Stanley Dwyer, Pvt. Jack Eckhart, 
Capt. Alfred M. Maklns. Lt. Ed Pot- 
ter and Lt. Kendall Evans. 



Eisenhower, Quiz 
Kids Match Wits 
February 18 

President Milton S. Elsenhower has 
been asked to appear as a guest of 
the Qui* Kids on Sunday, February 
18. when their program will broadcast 
from the Municipal Auditorium In To- 
peka at 6:30 p. n>. CWT over the 
Bine Network. 

The manager of the Quiz Kids pro- 
gram has asked that President Eisen- 
hower be interviewed on the program, 
the proceeds from the entertainment 
going to the Shawnee Co. War Me- 
morial Fund. 

The Quiz Kids are the five grade 
school wizards who have been answer- 
ing almost anything about everything 
at canteens, hospitals, and U. S. O. 
Centers all over the United States. 



their organization established, the 
men are sponsoring a movie, "Meet 
Me in St. Louis," which is being shown 
at the Soana Theater February 9 
through 16. They later plan to have 
a reception for the veterans who have 
enrolled in school for the first time 
this semester. 

Officers for the semester are Victor 
Overholt. Elllnwood, commander; 
Stanley Stuart, Manhattan, vice-com- 
mander; H. O. Crisa, Eureka, ad- 
jutant; Delbert Longfellow, Chlnox, 
finance officer; V. C. Webb, Manhat- 
tan, sergeant-at-arms; Howard M. 
Jones, Aurora, Mo., historian; and 
R. I. Thackrey. dean of administra- 
tion, service officer. Dr. A. A. Holtz 
is the faculty adviser. 

Charter members of the organiza- 
tion in addition to the officers* are: 
Dale R. Morss, Manhattan; Cecil Max- 
well, Labette: J. R. Steiner and 
Thomas Langford. Wichita; John L. 
Chitwood Jr., Pratt; Phli E. De- 
Brucque, Tulsa, Okla.; John V. 
Stude. Manhattan; V. H. Barrett, 
Halstead; Rex L. Eberllne, Topeka; 
Howard Wells. Marysville; Howard 
Lietz, Paxico; R. C. Hommon, Smith 
Center; D. D. Longfellow. Chlnox; 
A. B. Tarrant, Bucklln; Del C. 
Delgado. Minneola; Roy W. Tilson, 
Arkansas City; James J. Hesler. Phtl- 
lipaburg; and Elmer Akers, Burling- 



Dr. Beery stated that a man must 
have wisdom, conscience and purpose. 
He must get wisdom for knowledge 
and understanding must be his goal. 
Without conscience a man Is as use- 
less as a B-29 without controls and 

the harder the conflict the dearer the 
v 

outcome. 

The speaker added that the Job of 
jobs is the right employment of each 
Individual. Dr. Beery concluded by 
saying, "Instead of having square 
pegs in round boles we mUBt lit square 
pegs In square holes." 
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corporatlng 

nomics seminar. There are about 45 
films which Include Information con- 
cerning the war and its effects, Some 
of the titles are "Bomber," "Build- 
ing a Tank," "Food For Fighters," 
"The Price of Victory," and "Para- 
troopers." 

K-State is one of four depositing 
and distributing centers for the films. 
H. O. Shankland, assistant editor of 
the extension division, la In charge 
of the distribution to various teachers, 
agricultural agents, cooperatives, 
local service and campus groups hav- 
ing a 16 mm. sound projector. 



Plan Christian 
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Adding another promotion for a 
Kansas State graduate, Capt. Em lie 
F. Klentz (promoted from the rank 
of lieutenant) has landed In New 
York and will be sent some place in 



"Be My Valentine" 
With Wartime Slant 

Valentine, those wisps of lace 
and Juicy sentiment, are going round 
the world this year. 

From Bombay, Paris and belatedly, 
Manila come the familiar "Be My 
| Valentine" greetings. Everything 
from Hawaiian Varga V-mails to 
beribboned air malls find their way 
across the waters. 

The new trend In the hearts and 
flowers observance Is another ot the 
too frequent evidences of long dis- 
tance love. But it is a chin lifter 
as the world waits for the Valentines 
day when Joe will dash over with a 
last minute box of drug store choc- 
olates. And St Is a Yankee deed. Who 
bat a Yank would send a "pop-out" 
hula dancer 3,000 miles by air? 



Cossacks No Longer 
Destined Bachelors 

Cupid Is no longer barred Trom the 
stage door of the General Platoff Don 
Cossack Chorus. By a recent ruling, 
the members of this famous Russian 
chorus now may marry and sttll con- 
tinue as members of the organization. 

Just why the ban existed In the 
first place is a bit or a mystery. One 
explanation offered was thai It was 
bad for the morale of the 'men to pine 
for home and children when they went 
on their world tours — and lt was 
Impossible to take the women folk 
along. 

But now the bars are down, and 
cupld is mowing down the single Cos- 
sacks like nlne-plns. Eight ot the men 

already have married American girls, i Hayes, panel discussion; Elizabeth 
and have taken out their American ' Raymond, publicity; Doris Gallaway 
naturalization papers, intending to 
make this country Ihelr home. 

The Don Cossack Chorus appeared 
last night at the College Auditorium. 
They were the first presentation by 
the Artist Series. The Chorus will 
be followed by Marie Wilkins, so- 
prano, on March 16 and Charles Kull- 
man, tenor on April 24. 



Y-Orpheum Scripts 
Due Friday 

Plans for the 21st annual Y-Or- 
pheum which Is to be held March 17 
are well under way. The event Is a 
competitive program among the cam- 
pus organizations sponsored by 
YMCA. 

An eleven in in script from each 

organization Is due Friday. They 
should he sent lo Embert Coles, Y- 
Orpheum chairman, through the Col- 
lege post office, "If the scripts are not 



The 26th annual Christian world 
forum sponsored by the YWCA and 
YMCA assisted by the religious fed- 
eration will be held February 23 to I j n ny then I doubt very much if those 
26. organizations will be able to enter,' 

Leslie Hoy Marslon, bishop of the Coles said. 



Free Methodist Church will be fea 
tured speaker at the meetings. Bishop 
Marston, a recognized leader in the 
Held of psychology. Ib a graduate of 
Greenville College, Illinois and Iowa 
Universities. 

Margie Rasure and Art Roseberg 
me co-chairmen in charge of the fo- 
rum. Assistant committee chairmen 
are Dean Tlemann, program; Jean 



Business Students 
YW-YM Give Dance 



arrangements and Merle Eyestone, 
finance. 



Lt. Col. Fitxpatrlck of Fort Riley 
will talk at a party sponsored by the I j a ney Hackney is also a 



Appoint Stark 
Business Manager 

Elizabeth Stark, junior in Indus- 
trial Journalism, has b.een appointed 
business manager of The Collegian by 
the Board of Student Publications. 
She succeeds Ahda Somers McCoy 
who was graduated, 

Dorraine Dorf has been appointed 
assistant manager by Miss Stark. 

of 



' Male quartettes, girls trios or 
single instrumental or vocal acta are 
badly needed," Coles added, Anyone 
wishing to enter this non-competltlve 
part of the program should notify 
Coles. 

Trophies for first and second places 
will he put on display In the Canteen 
window as soon as they are received. 
The group ads will be Judged by 
Judges opinion and audience applause. 

Campus organizations registered to 
enter are Amk'ossombly, Collegiate 
4-H Club, Sigma Alpha Epsllon, 
Alpha Delta PI. Cht Omega, Clovla, 
Delta Delta Delia, Kappa Delta. Kap- 
pa Kappa Gam ma, and PI Beta Phi. 



To 

Mary Anne McNatnee, I. J. '43. has 
Joined the staff of the Emporia Ca- 



thie area for hospitalization. KienU zette as a reporter. Until recently, 
las wounded In action December 16 Mis. McNamee iw« In the public rela- 
l„ lhe Tr„r n « M n theater. 1 tions office of Boeing in Wichita 



YMC* YWCA and college business 
student! in Rec Center at 7:80 this 
evening. A record dance will be held 
during the evening. 

Colonel Fltzpatrick is in charge of 
D. S. Army Security and Intelligence 
at the Fort and army Intelligence will 
be the theme of bis talk. 

The party is a Joint meeting of the 
three organizations but Is open to the 
public. 



Collegian Advertising Pays. Try it. 



the business staff 

Miss Stark who la from Scotia, N. 
Y., la active In a variety of organiza- 
tions. She Is a member of K-State 
Players, Phi Alpha Mu, Quill club 
and YWCA. 



tUmumt at Van Zile 
Margaret McNamee was appointed 
to fill Mary Lou Dunkerley's position 
of assistant director of food service 
at Van Zile Hal! for the spring se- 
mester. 



Movie Tickets . . . 



Btft fits s««niifnft« 

W. U Pta. 

Oklahoma U. 4 1 MS 

Kbdhm U J » ill 



Op. Pet. 
101 .800 
ITS .800 



BK=1 fill 



Tlrketa for lhe movie, "Meet 
Me In St. IjoiiIn," are now being 
sold by the Association of Kaunas 
Htate College Veteran* of World 
War IX Ticket* are also on sale 
at several downtown 



owner of »o« nn Theater, ha* giv- 
en the men this movie to i 
In order that they might 
money niH-rssnry to jet their or* 
actively 
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When College 
Women Marry 

<rrom Mill* Collet Wsekly) 

(ACP) — Becauuof of the numer- 
ous girls who wmi back from vaca- 
tion either engaged or married, wo 
of the WEEKLY, a bunch of old 
matda, view with bewilderment the 
galaiy of diamond studded fingers. 
It's a good thing. Girls should and 
will get married. We are proud also 
of the high percentage of alumnae 
with a Mrs. degree. 

Our only hope for the new brides 
and fiancees Is that they do not make 
their marriages an escape Into medi- 
ocrity. So often a housewife becomes 
so embroiled in Uttla things. Their 
worlds can become bounded by four 
walls. Their conversation can de- 
generate to Johnny's ailments, their 
newest recipe, an effective diet, or 
the latest bit of scandal. It Is easy 
to make tempests in teapots. It is 
easy to become narrow minded by 
living a quiet life. 

Married life haa unbounded oppor- 
tunities for the enrichment of one's 
life. It should be every girl's ambl- 
tl«n to make a lovely home for her 
husband and family. But beyond 
that it is her duty to stay alive to 
the world as It progresses. Just as 
when she Is in collage, a girl becomes 
more perceptive, so all through life 
she should keep alive her Interest In 
the world in order to enrich her own 
lite and life of her family. 

Furthermore, if It Is her goal to 
make life truly beautiful for her hus- 
band and family, she must Incorpo- 
rate her love of beauty, and by this 
we mean music, art, and literature, 
Into her own life. A woman has time 
for the esthetic aide of life. While 
men must busy themselves with en- 
gineering, science and medicine, a 
woman la excused for her Interest In 
music, art and poetry. A true wife 
can give a lot to her husband in his 
leisure time by helping him under- 
stand some of the beautlea of life 
that he does not have time for in the 
busineaa world. 

Perhapa this Is idealism, but wo- 
men can afford to be a little starry- 
eyed. If we college women fall to 
lift our gaze beyond the routine of 
housewifely cares, we will become 
narrow minded as our world narrows. 



said he believed in the old 
"variety Is the spice of life"— but 
wbat a life! 

Phyl (I finally got one) Wells and 
Harvey (I over-estimated her rtng- 
nlae) Haas are seen on the campus 
with that love-sick look. 

Aa Dodder ldge always found some 
way to mention himself when he waa 
writing thla column who are we to 
deny him bis little Joys. So— Dick 
Dodderldge — period. 

So Jake (I'm a great guy — It you 
don't believe It just ask me) Hosier 
has finally decided to bestow his af- 
fection on one Betty Willey. Boy I 
meant 

The Delt (Chi O's preferred) party 
waa really ton. We're still working 
on the ease, however, of trying to 
find out how that one PI Pbt got 
there. Our only clue so tar being 
that Davis WOULD have to be dif- 
ferent. 



I, 1I4K 



* Bars and Stripes * 



Church News . 



The Quiet Hour meeting la sched- 
uled for 6:80 p. m. Sunday at the 
Presbyterian Church with Elna Yow- 
ell as the leader. 

Westminster Foundation cabinet 
meeting will be held at 7:30 p. m. 
Tuesday at the Westminster house 
and Inner Circle meeting will be held 
at 8:10 p. m. 



Members of the Newman Club will 
meet Sunday morning after the 9:30 
mass In the church hall. 



At a recent meeting Sigma Eta 
Chi has started work on 20 wool 
skirts which are to be sent to Euro- 



crat Lt. Clair E. Ewlng, C. E. '41, 
Is an intelligence officer with the 5 4th 
Fighter Squadron now somewhere 
overseas. His A. P. O. Is 
Wash. 



Lt. Leo J. Brenner, Ag. '40, now 
has an A. P. O. address from New 
York. 



William O. McD&nel, Ashland, Ohio, 
has been promoted from major to 
lieutenant colonel at Lt. Oen. Barton 
K. Yount'a AAF Training Command 
headquarters at Fort Worth, Texas. 
Colonel Mc Danr i, chief of the man- 
power unit In the management con- 
trol section, obtained his B. 8. degree 
In industrial Journalism In 1937 at 
Kansas State College, where he was 
a member of Sigma Delta Chi, Blue 
Key, Scabbard and Blade and Phi 
Kappa Pbl, and editor of the Kansas 



Major James Patton, Ag. '37, is 
now pilot and commanding officer of 
an Italy-baaed 15th AAF B-1T Flying 
Fjor tress squadron. He has flown 60 
successful bombing missions against 
enemy targets in Europe and holds 
'the Silver Star, the Distinguished Fly- 
ing Crosa with one oak leaf cluster 
and the Air Medal with three oak 
leaf clusters. His wife, 2nd Lt. Lyla 
Peterson Patton, Army Nurse Corps, 
is stationed at Davls-Monthan Field, 
Tucson, Ariz. 



Baptist Youth Fellowship actlv- 
itlea will begin at 4 p. m. on Sunday, 
when members will go to the Jolley 
home to present a short service. The 
Cltixenshtp Committee will have 
charge of the meeting at 6:30. 



Lutheran Student Association will 
meet at the church at 5:15 p. m. With 
Harriet HJetland in charge of the 
panel discussion, "What the Bible 
Says About War." Games will be led 
by Arlene and Maxine Wilson and 
Anna Louise Larson Is in charge of 
refreshments. 



Roger C. Medlin, f. s., has been 
promoted to the grade of Staff Ser- 
geant, according to an announcement 
from the headquarters of Major Gen- 
eral John K. Cannon's 12th Air Force. 
Medlin wears the Distinguished Unit 
Badge, the Good Conduct Medal, the 
European-African, Middle East Thea- 
ter Ribbon with tour campaign 
stars, and the Asiatic-Pacific Ribbon 



Everyone having satisfactorily 
flunked their laat semester finals 
they've all enrolled again upon de- 
to give the professors Knottier 



Speaking of chance 
Ohl O, certainly took 
went traipsing off to Teas* end left 
SAB Ronnie Webster at home to 
twiddle his thumb*. Ah, these women 
with too many men I 

Did you hear about the Trl Delt 
formal? You probably didn't as it 
turned out to be a military ball — 
you know, one of those affairs where 
you salute when you go through the 
receiving line. After the ball the 
company marched to chow at the 
chapter house. But there's JuBt one 
thing we'd like to know — Isn't cur- 
few for coeds supposed to be at one 
o'clock? 

We bear that Gerald (the Kappas 
got me where they want me) Goetach 
has been trying to wander, but mama 
"Do" will not let her little fawn go 
astray. 

Ooooh, what a party! Or are you 



The Canterbury Club will serve 
supper Sunday at the Episcopal 
Church at 5 p. m. 

A pancake supper is being spon- 
sored by the Episcopal Church next 
Tuesday, at 5 p. m. Tlcketa may be 
obtained from members of the Can- 
terbury Club or at the door. 

Mrs. Margery Fay Cramer, national 
president of Kappa Beta was the hon- 
ored guest last Monday night, at a 
Founders' Day program, banquet, and 
luitlation. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

Phone 3210 105 N. Fourth 



with one star for the northern Burma 



la now qualified as a radio 
with the fleet. 



Recently stationed at Camp Croft, 
S. C, Lt. Robert Singleton now has a 
New York A. P. O. address. Lieuten- 
ant Singleton's wife, Mary Jane 
(Chase) Singleton, and their son are 
living at Lyons. 



Riley R. Whearty haa been pro- 
moted to major at his station In Italy , 
where he is group Intelligence officer 
of a troop carrier group, according 
to word received here. Hajor Whearty 
is a Phys. Ed. graduate of Kansas 
State College, 1*37, where he was a 
member of Alpha Tan Omega fra- 
ternity and a member of the football 
team. Mrs. Whearty and their flve- 
raontbs-old son, are living In Topeka. 



Charles Daniel Green, UBNR and 
former student at Kansas State Col- 
lege, left Sunday for Shoemaker, 
Calif., after spending a furlough in 
Manhattan. He recently graduated 
from the Naval Training Radio 
School at Wisconsin University, and 



Major Lawrence E. Spear, air 
transport command in the India- 
China division, haa been presented 
the Bronze Star medal for "distin- 
guishing himself by meritorious 
achievement during the period Oc- 
tober, 1 9 43, to August, 1*44." Major 
Spear is also the holder of' the Presi- 
dential nnlt citation and the Asiatic- 
Pacific theatre ribbon with Bronze 
Star. A Mech. Engineering graduate 
from Kansas State in 1942, be haa 
been in the service since May, 1141, 
and overseas since June, 194 3. * 




Buy War Bonds and 
the future of the colleges. 



BREWER 

MOTOR CO. 



Poynta 

PHONE 4444 

EVERY SERVICE 
FOB THE MOTORIST 



"Race Relations Day" will be the 
theme of the apecial program to be 
preaented at Christian Endeavor. 
Sunday at 5:30. 

"The hatchet party" la the theme 
of the recreation program to be held 
at Wesley Hall Saturday night. Dor- 
othy Lehman, Rosemary Crist and 
Dorothy Straublnger will be In 
charge. 

Student worship and Bible study 
Is at 9:40 a. m. Sunday In the Meth- 
odist Church sanctuary. "God and 
Strength" is the theme. 

Fellowship is at 5:00 p. m. "Sun- 
day. At 6:30 Mr. Beck of the Doug- 
las USO Will speak on "Race Rela- 
tions." 



Valentine 

Fame and Fortune 

BOX 
CHOCOLATES 
Delicious 

1 lb. Box 75c 




Downtown and Aggieville 



of the so-called "better kldsT" 
By "better kids" we mean Kappas 
aud Vets. The only thing we can't 
understand la why they all adjourned 
to the Scout Cabin — guess "Sllm'a" 
wasn't private enough. 

We're thinking of Instigating an 
eight day week at K-State as "Smltty" 
Just can t seem to make his nights go 
around. Maybe be meant It when he 

The Kansas State Collegian 
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W AREH AM 



THEATRE 



Thursday, Friday, 
Saturday 




Sponsored by 

AMKOSSBffilY 

Buy your tickets froi 
any member 



Save the Eyes 



Hammermill Eye Ease Note Paper 



Eliminates the Glare 



SCOTCH TAPE IS NOT RATIONED 



CO-OP BOOK STORE 

HALLMARK GREETING CARDS 




Battle Report to all Hands 



Hi VERY seaman and officer aboard our Navy 'a fighting snipe 
instantly bears the call to action, follows the battle's progress 
a special type of announcing system made by Western 



On carriers the entire crew, topside and below deck to 
oilers and ammunition passers, can bear first-hand accounts 
direct from the pilots themselves on how it went "upstairs." 

Meeting the communication needs of i 
quires all available manpower sm 
That's why telephone equipment cannot now be built for 
civilian use. After the war. Bell Laboratories* scientists 
and workers at Western Electric will turn again to their 



for the Bell System. 



® 



'Service to the Nation in Peace and War" 
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Ichabods Bow 
to Wildcats 

wUpty" ■ 

Br Dale So r en son 

Kansas SUte College's Purple and 
White Warriors showed plenty of re- 
serve strength In mowing down the 
Washborn Ichabods from Topekm on 
the local hardwood courts 61-48 Sat- 
urday night. 



The Wildcats were never behind 
as they chalked up their second con- 
secutive win over Washburn behind 
the snapshooting ability ol Dana 
Atkins and sensational floor work of 
Ralph Stuesser. Atkins paced the 
Wildcats attack with 16 points, scor- 
ing fourteen of them In the first half. 
BUI Schultz never was In better form 
as he shared the scoring honors with 
Atkins hitting the hoop for 15 points. 
Stneaser was all over the floor, inter- 
cepting Washburn passes and setting 
up K-State plays. 

Krone of the Ichabods stole the 
scoring honors of the evening from 
the Wildcat forwards as he scored IS 
points. DUlard, Washbnrn guard, 
was runner up for the Ichabods tally- 
ing 11 points. 

K-State got off to an early lead as 
they scored six points before Peter 
son, Ichabod guard, scored a free 
throw. Washburn rallied then and 
tallied nine points while the Wild 
cats were getting seven to bring the 
Ichabods within four points of the 
favored K- Staters. The Wildcats 
drew away from then on with Bill 
Schultz and Dana Atkins sparking 
the attack, Atkins scoring 14 points 
and Schultz 9 points the first half to 
bring the Wildcats to a half time 
lead of 35-21. 

Knorr Usee Reserve* 

The Wildcats continued to lead the 
Ichabods in the second half by a con- 
siderable margin, Only once during 
the second period did Washburn at- 
tempt a drive. Midway during the 
second semester, with K-State lead- 
ing by 20 points, the Ichabods made 
a drive scoring 7 points closing the 
Wildcats lead to 13 points. Coach 
Frits Knorr sent In his reserves, us- 
ing every man on the bench, for the 
last four minutes as the Wildcats 
turned down the Ichabods 61-48 as 
the final gun sounded. 

Kansas'state— «1 PO 
WeaUMrttr. f 



Fritz Knorr, As Dark Horse, Coaches 
First Year Of K-State Basketball 




FRITZ KNORR 



Rldgway, ( 

H° huiU i f *"' 

Letts, o 
Arand, e 
Payton, g 

Bell, k 

Spencer, g 

Totals 
Washburn — 41 
Krone, f ,.„ 

W. Miller, f 

Van Grundy, f . 
Evans, e , 
DUlard, g 
•B, g 

■ 



Total« 




Dates Of Big Six 
Games Switched 



Something sensationally Interest- 
ing in Kansas SUte basketball has 
been added since Fritz Knorr, an un- 
heralded mentor, assumed temporary 
duties as Wildcat cage chief this sea- 
son. The basketball kids have put 
a threatening snarl Into Wildcat bas- 
ketball teams. Fritz's kids are de- 
termined to fight their way out of the 
cellar. 

Nobody knew much about Knorr 
when this topsy-turvy basketball sea- 
son got under way. He came to Kan- 
sas State two years ago as an instruc- 
tor In physical education after teach- 
ing at Kansas City, Kan., Junior col- 
lege. Wartime situations had robbed 
Kansas State of Its regular basketball 
coach and the "flll-in" Job fell on 
the husky shoulders of Knorr. After 
all, Knorr had coached the A. S. T. 
P. team stationed on the campus last 
season to 12 victories In 15 contests. 
So, head men in K-State athletics 
wisely reasoned that the likeable, sin- 
cere Mr. Knorr might be able to put 
a team on the floor that could, at least, 



last throughout a rough 23 -game 
schedule. 

Taking a bunch of youngsters with- 
out college experience and teaming 
them with Jay Payton and Joe Ridg- 
way — former Emporia State and 
Kansas State player* respectively — 
Knorr started the painful Job of 
building a winner. ' Yes. a winner! 
This new, temporary court coach 
| doesn't think in any terms but vic- 
tories and he and his "Fighting Wild- 
cats" are still eyeing the win column 
despite their one-aided 60 to 31 loss 
at Iowa State January 6. The Wild- 
cats' present record of six wins and 
five losses is ample indication that 
they are in the fight. 

Admittedly, It doesn't appear likely 
to Big Six sports followers that Kan- 
sas State will end the current basket- 
ball season perched on a champion- 
ship throne. That is expecting far 
too much from a gang of 18-year- 
olds, IV-F's and discharged service 
veterans. What does appear prob- 
able is the heart- warming fact that 
Friti's kids are really "dark horses." 
They want to win — srfactor important 
enough to make them dangerous In 
any contest. 

Next to a winner, followers ot cage 
teams love action. Anyone attending 
a Kansas SUte game Is assured of 
thrills because Coach Fritz says, "I 
don't want the game to lag and I 
want my players going full speed at 
all times." And, brother, this 1946 
Wildcat basketball version goes! 

The system used by Knorr might 
be compared to the substitution sys- 
tem introduced at Notre Dame by the 
famous Knute Rockne. The Kansas 
SUte second team rates on almost 
even keel with the first quintet and at 
any stage of a thrilling contest Knorr 
may shoot an entire new team Into 
the fray. "I don't necessarily substi- 
tute by teams," the coach explains, 
"but I want everybody going hard!" 




H.J.GRIFFITH 
DOWNTOWN THEATRES 



Practices for the women's basket 
ball intramurala begin Monday. The 
names of the squad members are to 
be turned in to the physical education 
not later than today, 
organisation is allowed one 
practice each week and must have at 
least three practices before playing 
a game. Only one team is allowed 
to the organisation. Games will be- 
gin March 5. 

Anyone interested in the open-hour 
swimming may apply for an Intra- 
mural fee card at the business of- 
fice. This Includes everyone on the 
campus. Swimming hours will be at 
4:30 on Tuesdays and Thursdays. 

The table tennis entry blanks for 
men's Intramurals can now be ob- 
tained at L. P. Washburn's office, 
N107, not later than Tuesday. Volley 
ball entries are due February 17, 
Teams, both independent and organi- 
zations, should get their names on 
the list at the bulletin board or the 
office before Tuesday. Not many teams 
have signed up, so all Interested 
should get in touch with the Intra- 
mural office as soon as 



Collegian Advertising Pays. Try It. 



Wildcats Engage 
Three At Norman 



Scheduled dates for the K-State bas- 
ketball tUU with Nebraska and Iowa 
State have been changed In a Big-* 
awltch, said Athletics Director M. F. 
(Mike) Ahearn. 

The Wildcats will challenge Ne- 
braska at Lincoln Saturday, Febru- 
ary 24, and will meet the Iowa State 
five Monday, February 28 on the lo- 
cal court. The gameB were original- 
ly slated on reverse dates. 

Bruce Drake, Oklahoma Universi- 
ty mentor, requested the switch. In 
order that the Sooners have ample 
time for a trip to New York to play 
in Madison Square Garden the week 
of March 1 they asked that the date 
of the February 26 game with Iowa 
be changed to February 24. 

Drake told the coaches if the orig- 
inal schedule were followed his team 
would arrive in New York one and 
one half hours before the game starts. 

loaches concerned gave 
consent to the request. 



The Wildcats take to the road Fri- 
day when they travel to Norman, 
Okla„ to play three games, Saturday 
night they take on Oklahoma Univer- 
sity; Sunday they play the Norman 
Zoomers at the North Base and Mon- 
day the Wildcats play the Norman 
«|StyJaeke*s- wTncTnB the TIavar team 
I from the South Base. 

Oklahoma will be out to avenge 
the defeat they suffered from the 
Wildcats earlier In the season. They 
boast the conference's leading scorer 
In little 8 ft. 5tt In. Hines who cur- 
rently is leading the Big Six with 
a game average of 13 points. Coacb 
Bruce Drake's Roundball Runts have 
a season's record of ten wins and six 
losses. They boast wins over Kansas 
U., Norman Navy Zoomers, Nebraska, 
Missouri and Southern Methodist. 
Coach Drake has always emphasized 
free throws. Last year bis team hit 
105 of 150 free throws In Big Six 
competition for an average of 70 per- 
cent. The Wildcats will have to be 
careful of their fouling or the Round- 
ball Runts will walk off with the game 
and the Big Six title. This game is 
very crucial to the Wildcats because 
the loss of this game practically elim- 
inates the Wildcats chances for the 
Big Six crown. 

Sunday the Wildcats Uke on the 
Norman Navy Zoomers. The Zoomers 
have "beaten Oklahoma U. once and 
lost to them once so they will bear 
watching. 
The final game of the road trip 1b 



with the Norman Navy Skyjackets. 
rated seventh among service teams 
in the nation. Not much Information 
Is available at this dale about this 
team but their national rating proves 
they will be hard to stop. 

Atkins, Schultz, Weatherby, Rldg- 
way, Howard, Kincheloe, Stuesser, 
McClaughry, Spencer, Boll and Pay- 
ton will make the trip. They will leave 
Friday and return Tuesday. 



QUICK REPAIRING 
SERVICE 



Bands 



Crystals 



BRADSTREET 

WATCHMAKER 



KODAK 
FINISHING 



Leave 



at the Canteen, 



HOUOWAY & BURK 



- 



YOU CAN 
HELP 

KEEP THE BUSSES 
ON SCHEDULE 
BY HAVING THE 
CORRECT FARE 
READY 



CollegeCityBus 



DIAL 4140 




A Tisket a Tasket 
A Nice Warm 
Jacket 

Simple as a nursery rhyme. 

If you want to be warm 
and free and easy, then a 
jacket 1b what you need. 

Our jackets are made for 
men who do things. The 
more you wear them, the 
better they feel. 

And they're dressy enough 
so that you can wear them 
most any time. 

|8.96to|lft.95 



icosna 




JOAN 

Baisvrr 



STARTING FRIDAY 

- FOR OlfE WEEK 
JUDY OAJU.AND 
(Urrlns in 

IN ST. LOUIS' 

With 



Go Into Spring in 
This New 

CONNIE 
SPEC 

Brown Calf with 
ather 




$5.95 

WARD KELLER STORE SHOE DEPT. 



Valentine's Day 

FEBRUARY 14TH 



Come In and 



The College Book Store 



WAREHAM 



— THUR8. - FM. - SAT 




4 Bays Starting Sunday 




STATE 



— TOMORROW - SAT. — 




Also 



til I I 1 



— SUN. - HON. - TUEH. — 



IENDIX 

HAY WARD 




. SECONB BIG . 

ATTRACTION . . 




CARLTON 



FBI. ■ SAT. 



It Bares to Tell the Real 
Inside Story — 

'Roger Touhy, Gangster' 

with 
I'restnn Foster 

1,0 1* Andrews 



— SUN. THRU TUES. — 



Flaming Lore Comes to the 
Hills of Kentscky— 
Henry Fonda 

Fred Ma eM array 
in 

Trail of the Lonesome Pine 

nr 
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As the semerter get* well 
under way . . . so does the society 
news. 

Van Zlle Hall had chocolate* 

recently from Annie Gardner 
announcing her engagement to 
Pvt. Gordon Cunningham of 
Hartford now stationed at Port 
Riley 



Alpllit 1 >< ■ I r Ji ri hurl roMft 
announcing the marrlaRe of Dorothy 
Basgall f. «. to Lt. U. J. Shroder No- 
vember 26 at Kearney, Neb. Lieuten- 
ant Shroder la now serving overseas 
with the Army Air Forces. 

l ist he i Hall HK A A 2; Lt. 
Norman L. Graham '41 were mar- 
ried Sunday at the Christian Church 
In Manhattan. 

The fn K a«rment of Dorothy Loo 
Wllaon f. a. and Lt. Hugh Klrkpat- 
rlck t. a. has recently been announced, 
Lieutenant Klrkpatrlck was a mem- 
ber of Sigma Phi Epsllon fraternity. 

Kappa helm sorority entertained 
presidents of all sororities and fra- 
ternities with a aortal hour Sunday 
afternoon at the chapter house. The 
recreation room was decorated with a 
carnival theme, and entertainment 
and refreshment* carried out the same 
Idea. 

Highlighting the week-end arUvl- 
tles Will be a varsity at the Avalon 
Saturday night. See you then! 

Helta Tan Delta elected th« fol- 
lowing new officers at a recent elec- 
tion: William Streeter. president; 
Ken Kendall, vice-president: -Joe 
Young, secretary: and Kalph Fogel- 
nian, treasurer. 

Kappii Knjiun Gamma will enter- 
Saturday nlgnt with a semi-for- 
mal Valentine party at the chapter 



Announce Home Ec 
Lecture Program 

From discussions of opportunities 
open to home economists to "an arm- 
chair trip aronnd the world," Is the 
varied and Interest-catching program 
planned by the Margaret Justin Home 
Economics Club lecture board for the 
spring semester. The committee In 
charge of the lectures are Doris Dyal, 
chairman, Rachel JacobB, He fen 
Hoover and Judy Cazier. 

Senior students will attend a week- 
ly lecture by Dean Margaret Justin 
and some smaller p re-professional 
groups are formed during the se- 
mester with department heads as 
leaders. 

For the various sophomore and 
Junior Interest groups the board has 
planned a choice of four subjects in- 
cluding a series entitled "Around 
The World," talks on radio work, 
discussloos of operas and a lecture 
series of "Our Community." 

Freshman students will be aided In 
selecting their major field by discus- 
sions of home economics vocations. 
Margaret Rafflngton is faculty super- 
visor of all home economics lecture 
plans. 



-College Calendar- 

Tharsday, Fen. 8 




New Students . . . 

Today is the liurt flay for stu- 
dent* who were not enrolled last 
Hem otter to get receipt n for a pic- 
ture In the elm** Nertion of the 
1045 Royal Purple. RerelptH may 
be obtained In the Htudcnt Pub- 
lication* Buftine»H Office (Ked- 
zle Hall, room 105-D). Pictures 
of those new student- will be 
taken at the Ktudlo Royal Mon- 
day, February 12. Appointment* 
i be made In advance by tele- 



thon f. 



Amicossembly Sells 
Tickets For Show 

Amicossembly, organisation for In- 
dependent students. Is sponsoring the 
sale of tickets to the show "Music In 
Manhattan" which will be shown to- 
day, tomorrow and Saturday at the 
Wareham theater. 

Tickets are being sold by all of the 
women who live at independent or- 
ganized houses. 

Dorothy Cochran, president, said 
that proceeds from the show, and 
from the rummage sale that the group 
sponsored last week, will be used for 
a formal dance to be held In the 
spring. 

Henderson Presented 
Water Pitcher 

Ruth Henderson was chosen by the 
house hoys of Van Zlle Hall as the 
most efficient dietetics major at the 
dormitory during the past semester. 
She was presented the familiar alu- 
minum water pllcher Friday night and 
her name was added to the list of 
dietetics majors chosen the most ef- 
ficient In previous years. 

The house boys based their choice 
on the speed that the work was done, 
attitude, promptness of meals and 
organization of help. This custom, 
started in the fall of 1937, was 
broken only once in the year of 194.3- 
44 when the dormitory was occupied 
by the ASTP. 



FLOWERS 
For All Occasions 
Martin's Flowers and Gifts 

1804: 



A SPECIAL 
VALENTINE 

for a special 
(rtrt. 



Heart Lockets 
Heart Bracelets 
Birthstone Ring 

PAUL DOOLEY 

JEWELER 



7: SO to II p. m. 
Board Meeting, Calvin 101, 
H:90 to 0:«o p. m. 
VM-YW Lecture, Recreation Cen- 
ter, 7:80 to 0:80 p. m. 
YM-VW ft Business Administra- 
tion Ht orient* Dance Jt Meeting, 
Recreation Center, 7: SO to 8:45 
p. m. 

Friday, Feb. B 

K-State Players Rehearsal, 
tortum, 7:80 to 11 p.m. 

Saturday, Feb. 10 
Wrangler's Meeting, 

10JI, 7:80 to 1 1 p. m. 
Kappa Kappa Gamma Valentine 

Party, Chapter House, 8:80 to 

18 p. m. 

HGA Student Varsity, Avalon, to 
12 p. m. 

Sunday, Felt. II 

Newman Club meeting, 
lorn Church, 0:80 a. rn. 

Monday, Feb. IS 

Student Council Meeting, 

son 206, 8 to 10 p. ni. 
YWCA Cabinet Meeting, Calvin 

107, 7: tr> to 8:18 p. m. 
OrrhcHiH, Nichols 1, 7 to 0:80 p. m. 

at Knscnible. Audl- 



OliASSIFIED 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380. 



LOST- — Single strand of pearls In the 
vicinity of the Cafeteria. Phone 
4-5213. Reward. 



to IS p. m. 
YWCA Lead* 

101, 8:10 to 0:80 p 
K-Htate Players Rehearsal , Educa- 
tion BOO, T:SO to 11 p. m. 

Tuesday, Feb. lt 

Orcheatfrm, Auditorium. 7:18 to 10 



Calvin 



P. m. 
8 to 8 p. m. 

Wednesday, Feb. 14 



AAUW 

107. 7 to 10 p. m. 



February 8, 1141 





Auditions . . . 

Radio audition* will be 
day and Tueaday at 4 p. m. ac- 
cording to H. Miles Hefoerer of 
the speech department . Each per- 
son should bring material with 
which be is familiar to 
Both men and women mi 
In not i 



Fresh Vegetables and Meats 

BOTTGERS 

Agglcvllle 



Jewel-Re-Clean 

Cleans Jewelry 
and 

Eye Glasses 

it's easy to uBe 
will last months 

REED'S 

TIME SHOP 

613 ST, Man. Aggie ville 



EAT 



at 

JOHNSON'S CAFE 

Aggievtlle 



Cardigan - Slipover* 
Long and Short 
Sleeve, Fitted 
AH New Spring Colors 

13.08 — $7.95 

New 



WAREHAM 
HAT SHOP 



FOR 
A VALENTINE 

GIFT 
THAT CWNTS 

IT'S 



K'S 



— 



Youa invited 
to meet 

Charles Locke 

British Secret Service 
Agent 



at the 

College 
Auditorium 

March 2-3 



Give Her the Perfect Valentino 

FLOWERS 

* . • select from onr large stock . . . 
CUT FL0WEB8 - PLANTS - CORSAGES 



Manhattan Floral Compariy 



118 Sooth Fifth 



Dial MAS 



RATION-FREE 

CONNIE CASUALS 
$5.00 TO $5.95 





Robin Egg Blue, Black, 
Brown, Kelley Green 
Wedgies, Hi-Heel 
Dress Sandals 



Ward Keller Store Shoe Dept. 



AMICOSSEMBLY Sponsors Top Musical Hit 




Phillip Terry sod Anne Shirley, with Dennis Day and Raymond Wslbum, 

ire the principals in ihe gav musical, "Music in Manbittsn"! 

STARTING THURSDAY— FOR THREE DAYS 
at the WAREHAM THEATRE 



Lb 




ffflM 



"The 
technique is sure-fire! 
Use it to advantage by 
sending a I.ucien Lelong 
per fume valentine! Come 
in today and choose the 
frsgra 





Opening Night Perfume— 
something tpecial for fuua 
$6.50 |10 




Caatel romantically 

four 
perfi 




Perfume — m 
fail fragrance that pulaaa with 
youth and laughter. 

IS 17.50 




A Lucira I*lo>>( f.Torit 



*rfr-« 

COLLEGE 
DRUG 



■ 



. - 
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Church Leader 
To Speak Here 

Dr. Leslie R. Mareton, bishop 
of the Free Methodist Church, 
will he the speaker at the 25th 
annual YM-YW Christian World 
Forum February 23, 24 and 25. 
Dr. Marston will also speak at 
an assembly at 10 a. m. Febru- 

Marion is a graduate of Green- 
ville College and the Universities of 
Illinois and Iowa. He was also presi- 
dent of Greenville College. 

A nationally known lecturer and 
writer on child psychology. Dr. Mar- 
ston fs now executive secretary of the 
National Research Council's Child De- 




WW Dust Off 
Ye Olde Spirit 
At Pep Rally 

K. U. IS COMING ... or had you 
heard? Then let's hear how yon feel 
about It tomorrow afternoon at the 
Wildcat Pep Rally at 4 in the Audi- 
torium. It's high time we drag out 
ye olde K -State spirit and dust It pit. 
If you've never been to a true K- 
State "dusting off" party ... bo 
(here tomorrow! You're due for a 
real surprise! 

But the Pep Rally Is only the be- 
ginning ... the game is at 7:30 p. 
m. Friday followed by the Wildcat 
Stomp sponsored by the Wampus 
Cats. 

The spirit shown at K. U. by only 
a handful of K-Staters waa so ear- 
splitting that the Jayhawkers ap- 
proach cautiously expecting to see the 
roof fly off Nichols Gym Friday. The 
Pep Rally will be practice in lifting 
the Auditorium roof. 

"President Elsenhower and Coach 
Frits Knorr will speak but the rest 
of the program is a dark secret," 
Pauline Flook, president of Purple 
Pepslers, said with a bright gleam In 
her eye. 

Purple Pepsters and Wampus Cats 
will be there in full force; the band 
will do its part; the cheerleaders will 
be ready with plenty of yells. What 
red blooded loyal Wildcat could stay 
away? 

Attend the Pep Rally, the game, 
the Stomp and back up the Wildcats 
in their chance for retaliation. BEAT 
K. U.!!* 



velopment Committee in Washing- 
ton, D. C. He fs also a member of 
several other national child psychol- 
ogy groups and the author of a num- 
ber of child psychology books. 

Arthur Rose berg is in charge of the 
assembly February 23 at which Dr. 
Marston will speak. 

At 2:00 Friday afternoon Bishop 
Marston will appear as guest speak- 
er «t me nrgn school aa»e»My.-At <** 
4:00 be will take part in a College ed 
student-faculty panel discussion. Dean 
Thackrey will be In charge of the 
faculty discussion and Jean Selby 
will handle the student side. 

Saturday morning he will speak 
before the psychology and education 
classes at 8: 00. At 9: 00 he will speak 
before the sociology classes. 

Sunday mornfng he will speak for 
the Java Club which meets at 9:00. 
This is a group of soldiers and the 
meeting will be held in the USO. At 
11:00 he will appear as guest speak- 
er at the Free Methodist Church. 

Sunday evening there will be a stu- 
dents supper meeting, a union or all 
the young people's groups, at the 
Presbyterian Church. 

He will appear again at a Union 
Service at the First Methodist Church 
at 7:46 p. m. Sunday. 



SGA Launches 
Stamp Drive 

Plans for selling war stamps 
in organized houses and among 
unorganized men and women 
students on the campus are near 
completion, according to Phyl- 
lis Johansen, War Stamp Chair- 
man. The goal of the drive is 
to sell War Stamps to 90 per- 
cent of the students in order that 
the College may earn the right 
to fly the Treasury Minute Man 
Flag. A campaign similar to 
Kansas State's is being carried 
on at all college campuses. 

SGA's goal of 90 percent will be 
reached by urging students to pledge 
to buy a certain amount of war stamps 
each week. A representative elected 
In each organised house will collect 
money for the number of stamps stu- 
dent* pledged to buy and exchange it 
for War Stamps. This eichange will 
be made from Phyllis Johansen each 
Wednesday in Recreation Center 
from 3 until 4 p. m. 

A record will be kept of these sales 
and at the end of the semester a 
prise will be awarded to the group 
having sold the moat stamps. 

The SGA will continue to sponsor 
war stamp sales at the booth In Ander- 
son Hall on Wednesday of each week. 
Organisations that wish to sell stamps 
at this booth contact Phyllis Johan 
sen. 



K-State Prints 
Veterans' Booklet 



"Program, for War Veterans," a 
booklet outlining the GI BUI of Rights 
and the Vocational Rehabilitation Bill 
In relation to Kansas State College, 
is off tbe press and will soon be ready 
for distribution. 

The book says "Under the GI Bill 



Brown-out Dims 
Aggieville Lights 

The brown-out baa darkened Ag- 
gieville until it looks as though Its 
streets are rolled up at dusk each 
evening instead of the usual 11. The 
nation wide brown-out order was 
made by the War Production Board. 

Window lights which have previ- 
ously burned all night are not tarned 
on, no neon lights are permitted and 
people are asked to save as much 
electricity as possible in their homes. 
K's Gift Shop has been eliminating 
the use of electricity by burning 
candles In the window at night. 

The purpose of the brown-out is to 
•eve scarce fuels used in the gener- 
ation of electricity. Any consumer who 
violates the order is subject to pen- 
alties prescribed by Federal Law 
which may Include the discontinuance 
of electric service at the direction of 
the WPB. 



education or refresher work* at gov- 
ernment expense, at an approved col- 
lege or other educational institution 
of his own selection. Under the Voca- 
tional Rehabilitation Act the veter- 
an's preference largely determines the 
choice of the institution he will at- 
tend, although other factors must be 
considered." 

The booklet telle who is eligible, 
the type of program offered, and the 
method of applying for admission. It 
outlines the postwar program of the 
College, describes organizations and 
activities, and estimates the living 
costs of a student. 

Many requests for this type of book- 
let have been received from th* men 
and women in service. Ten thousand 
of the books have been printed, and 
students who wish to have a copy 
sent to some one In the armed forces 
should leave the name and address in 
the Office of the Dean of Admissions. 



Present Representative 
Students Over KSAC 

Six students have been chosen representative of their respective 
schools of the College. These students were presented February 
9 to the College's Farm and Home Week of the Air audience over 
Radio Station KSAC. In former years the presentation was made 
at the annual Farm and Home Week banquet, which was called 
off this year. 

The representative students are: 
Jacob Hosier, Hoxie, School of Vet- 
erinary Medicine; Jene Wise, Wich- 
ita. School of Engineering and Ar- 
chitecture; Mary Alice Doll, Lamed, 
School of Home Economics; Harold 
Hackerott, Alton, School of Agricul- 
ture: Ethelinda Parrlsh, Manhattan, 
School of Arts and Sciences; and 
Thomas Thomson, Manhattan, Grad- 



Doctor's Degree 
To Eisenhower 



to entitled to through 16. Tbe 



At 

Tbe world's most famous ballroom 
dancers, Veloz and Yolanda, with six 
assisting artists, will be at the Topeka 
Municipal Auditorium tonight at 8:30 
for an evening of gay and glittering 
dances, songs, music, and Impersona- 
tions. 



In China white la for mourning. 



Ticket Sales 
Hit New High 

"It was Lbe largest sale of tickets 
that has been sponsored by any ac- 
tivity in my fourteen years of expe- 
rience" was the comment made by 
Sam Sosna, owner of tbe Sosna 
Theatre, regarding the World War II 
Organization's sponsoring of the 
movie "Meet Me In St. Louis" shown 
at the Sosna Theatre February 9 
••As are to be 
for a reception tor new mem- 
bers into the organization, accord- 
ing to Victor Overholt, commander. 
A special meeting will be held soon 
to make plans for the reception. 

The executive board of tbe organ- 
ization had charge of ticket sales. 
Tickets were sold in Anderson Hall 
and in several downtown business 
establishments. Presidents of the 
Greek and Independent organizations 
on tbe campus sold tickets In their 
respective houses. 

Victor Overholt, commander of the 
Association of Kansas State College 
Veterans of World War II. expressed 
appreciation lo Sam Sosna, down- 
town business firms, YM Office, and 
the student body for their coopera- 
tion. 



President Elsenhower received an 
honorary Doctor of Science degree 
Saturday night it the Colorado A. 4 
M. College. Port Collins, Colorado. 
The degree was conferred because 
of his outstanding services in agri- 
culture, education, and public af- 
fairs. 

The degree was presentead to 
Eisenhower at a program commem- 
orating the 75th anniversary of the 
Colorado College in a ceremony at 
the student union building on Jhe 
campus. He* waa given the degree" by 
Dr. Roy M. Green, president of Colo- 
rado A. & M. and former Instructor 
at Kansas State. 

Both presidents were speakers on 
the program. President Elsenhower 
spoke on "Democracy In the Land- 
Giant Colleges." He suggested four 
definite goals for land-grant Institu- 
tions. They are: (!■) technical pro- 
ficiency; (2) a deep understanding on 
the part of the maximum number of 
people of the physical, biological, so- 
L-ial, and cultural world In which they 
live; (3) the fostering of cool, clear, 
discriminating judgment: and (4) 
to help each student-citizen on and 
off the campus, develop an abiding, 
fighting faith in our democratic free 
system. 

President Green's subject was 
"What of the Future." 



Collegians 



• • • 



of 

Collegian haw 
ThunuUy afternoon. 

The change from 
tH but Ion was made 
the help shortage In the 
department. It %v ti- 
ll mi tbe delay will 
to 



Hospitality Days 

Jean Peck, general chairman for 
the 15th annual Hospitality Days to 
be held April 20, has announced the 

members of the steering committee. 
Because of wartime restrictions on 
travel, the yearly event will be cut 
to one day of exhibits for Manhattan 
residents and College students. 

Steering committee members and 
chairmen of committees Include: 
Mary Alice Doll, program chairman; 
Pat Smith, exhibit chairman; Ruth 
Fenton, budget chairman; Doris 
Dyal, reception chairman; Betty 
Swan, publicity chairman; Helen 
Craft, hriKh-xs chairman; Marian 
Ober, poster chairman; Ruth Peddi- 
cord, sign chairman; Dorothy Huse- 
man, high school chairman; Betty 
Jean Yapp, Hospitality Hop chair- 
man; Gladys Kii lmrdson, badge chalr- 

San: and Dorothy Ruckel, secretary 
the steering committee. 
Advisers for Hospitality Days are 
Miss Margaret Uafflngton, Miss Dor- 
othy Barfool, Mies Jean Dunnlgan. 
Mrs. Coral Ahlous, Miss Alpha Latzke, 
Miss Ella Jane Metller, and Miss 
Myrtle Gunselman. 



Japanese remove 
fore eating a meal. 



be- 



An Architect's Drawing of the Proposed K. S. C. Student Union 



Jake Mosler. senior in veterinary 
medicine. Is llated In Who's Who, 
served as officer of the College's Jun- 
ior Chapter of the A, V. M. A., and 
1b president of Sigma Alpha Epsllon 
social fraternity. He also Is dance 
manager for the 9. O. A. varsity 
dances. 

Jene Wise, senior In architecture, 
Is the first woman to represent the 
students In the School of Engineering 
and Architecture. She is editor of the 
Kansas State Engineer magazine, 
vice-president of the senior class, pres- 
ident of the student chapter of Amer- 
ican Institute of Architects. Jene Is 
a member of Chi Omega social soror- 
ity, and served on the Pan-Hellenic 
and Inter-Fraternity Council, She was 
a K-State cheerleader for two years. 

Ethelinda ParriBh, senior in gener- 
al science, has the highest grade point 
average In the entire senior class. 
Last semester she was elected to Phi 
Kappa Phi, national honor society. 
Ethelinda Is president of the Student 
Council and vice-president of Mortar 
Board. She has held offices In Prix, 
Dynamls, Quill Club, w Ise Club, and 
YWCA, She Is listed among Who's 
Who and Is a member of PI Beta Phi, 
social sorority, 

Mary - AUce Doll senior in Home 
Economics. II a member of Mortar 
Board, chairman of the Home Eco- 
nomics Radio Club, a YWCA cabinet 
member, and a member of Clovls, 
national 4-H sorority. Mary Alice Is 
an active member in the Collegiate 
4-H Club and the Danforth group. 
She Is chairman of the program com- 
mittee for Home Ec Hospitality Days 
and Is a freshman home economics 
counselor. 

Harold Hackerott represents the 
school of Agriculture, won the Carl 
Raymond Clrny scholarship. He was 
awarded both Phi Kappa Pbl fresh- 
man, honors and sophomore scholastic 
honors. Harold, who graduated last 
semester, was a member of Collegiate 
4-H Club, tbe YMCA. Block and 
Bridle Cluh, and a member of Alpha 
Zeta, national agricultural fraternity, 
as well as the Farm House social 
fraternity. He was elected to Phi 
Kappa Pbt, and Gamma Sigma Delta, 

Thomas Thomson, graduate stu- 
dent, received his B. S. from the Uni- 
versity of California In 1339. In 1940 
he earned his master of science de- 
gree In chemistry at Kansas State 
followed by two years of advanced 
study at the University of Wash- 
ington, Seattle. He will be a candi- 
date for the doctor of philosophy In 
chemistry in May. Mr. Thomson has 
contributed to the knowledge of corn- 
starch In Its use as a plastic. He is a 
member of Pbl Kappa Pbl and Sigma 
XI. national scientific society. 



Grad Student Party 

Graduate students, their families 
and friends will hold their first party 
of the semester Saturday night in 
Thompson Hail. Games, dancing and 
refreshments will highlight the eve- 
ning's entertainment, which Will be- 
gin at 8 and last until 11:30. 

Dr. J. E. Ackert. dean of the grad- 
uate school, and Mrs. Ackert will act 
as cbaperones. President and Mrs. 
M. S. Elsenhower, the graduate coun- 
cil, and the graduate assignment com- 
mittee are special guests. 

The Great Wall of China Is 1800 
miles long. 




Bine prints have been completed, the soil has been tested on tbe proposed site, and work is to begin as soon 
as materials are available on tbe construction of a Student Union Building for Kansas State College. Above is 
an architect's drawing or tbe $900,000 structure which Is being financed through fees paid by students. Tbe Union 
will be built west of Kedsie and south of Engineering Hall on tbe site used for years as a military drill field and 
by physical education classes. Tbe exterior of the three-story modern structure will be of native white limestone. 



Don Cossack'IChorus 
Scores Success Here 

Under the auspices of tbe Residence 
Hall Committee, the Manhattan Artist 
Series presented tbe General Platoff 
Don Cossack Chorus, Nicholas Kos- 
trukoff, director, lo a large and very 
enthusiastic audience In the College 
Auditorium February 7. • 

The program was one which should 
have given the listener « clear under- 
standing or our allies, the Russians. 
The religious music of Gretchanlnoff. 
Lvov, and Tscbaikovaky with Its 
solemnity. Its wealth of barmonlc 
color, Its many ft 
Its solo chants gin 
tbe music of tbe 
Church. 

The whole program 
isrylng. The members of the Man- 
hattan Artist Series have started 
their venture well. The next number 
is tbe recital by Marie Wllklns, Met- 
ropolitan soprano, on March 15. — C. 
W. S. 




of bells, 
Insight into 
Orthodox 
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Dig Deep 

When you're asked to buy at 
least one stamp a week In the 
new stamp dfrtye remember that 
this small evidence of support to 
our fighting men is a minimum 
for any student enjoying the 
rare luxury of college in a world 

doubtloM buying bond* beck 
home, but that's HIS contribution, 
not yonr*. You should want to make 
your OWN personal contrlbntloas 
through self-deal*! a.» regularly as 
our troops make theirs. 

The gesture Is Important— and so 
la the money. Twenty-five centi a 
week from a million college students 
Is enough to pay for five P-47's a 
weak! 

Remember a stamp a week can fill 
a book la a short time— and keep lu 
mind that a bond today is worth two 
tomorrow. 



Succeis — at least no one has dis- 
covered our identity for a whole week 
now. Must be because we're such keen 
kids that no one would ever suspect 
our really truly fiendish nature. So, 



with our dirty work. 

Is It true or are our old eyes play- 
i oil us, that our dear senior 
d Miriam (my mother 
a Kappa too) Hobbs have come 
to a parting of the ways? Couldn't 




Are you one of the lucky sororltlesT 
Have you been honored lately? If 
not lust give 'em time— the AQR's 
we mean. Seems as though they've 
been giving each bunch of Qreek 
girls the chance to prove their merit 
and if they fall — they merely trek 
gaily on to the neit bouse for further 
Investigation, 
Overheard at the "Can.'' 

"But I've got to find a girl to in- 
troduce to my mother." Del t— Coles. 
"I've hewn trying; In rain to get a 

" Phi 



Phi 



acting In the forthcoming "Incogni- 
to." He accepted the part after much 
persuasion. Persuasion is French for 
mirror casing. The only thing that 
Bracken lacks is self-confidence. He's 
afraid to confide in himself that 
Hollywood hires actors. 

What's this about Embert Coles 
BafOC (Better Move Other Cars) al- 
ternation between dates with Dor- 
othy "Willie" Wilson and Betty 

H wlSt rmsht h *£3l] 

noo* jovlaB>- IKfijTllii r 
"ticker off the front of his car. 
haps be feels KKG will be more ap- 
propriate after the smeared lipstick 
Sunday night. P. 8. Ii rained In Cal- 
ifornia. fc 

The Kappas started an original 
Idea In their scrap drive. We think 
it's a wonderful idea to be so patriotic 
and think the other sororities should 
follow the plan even if they haven't 
more than three trophies. 

News Flash! It is rumored that 
Big Alpb Oene Grim is going to join 
tbe Marines. 

The Alpha Delta Pi's plan on re- 
tiling their house this spring after 
"Jungle Jim" Unglen and "Cueball" 
Olsen graduate. 

The Kappa Valentine party was 
wonderful even If some did complain 
that the punch was only orange Juice 
(hut after all, we have to be good 
girls some of the time). The high- 
light of the evening was when Tom 
Tattle and Helen Hoover passed 
chocolates. There were mo many lines 
going that at active meeting this 
week lis Humphries moved that 
time they 
earlier in the 
seconded the 

We can feel those k given at our 
throats so beet we go hide 
time next week. 
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* Bars and Stripes * 




lookln' Hweater you 
got on there, Wise." MM— Smith. 

"Shall I wear my frut pin out with 
Ureathouse tonight?" Tri Delt — My- 



Church News 



The World Day of Prayer will be 
observed by the churches of Manhat- 
tan in the Baptist church Friday at 
2:30 p. m. 

"Theta Epsilon Cupid Court" will 
be held Saturday at 7:30 p. m. in tbe 
recreation room or the church. Young 
People's Fellowship Is at 5:16 p. m, 
Sunday wltb Ilene Kennedy, head of 
the missionary committee, In charge. 



The World Day of Prayer will be 
observed in the Lutheran church on 
"Steady or not at all." Hlg Alpha— | Sunday at 4 p. m. A social hour will 

follow with Inex and Trances Ekdahl 
In charge of refreshments. 



Incidentally, the Sw,tg Alphs threw 
another one of them things Friday 
night, but the only thing that came 
of ft was a proposed vlolet-huut at 
Sunset Park. The dictionary before 
me states that a violet Is "a low plant 
with a drooping head stalk." Man! 
Where they won't look for Rushees 
these days! 

Betty (I love you Hat, but oh. that 
Hogue) Carr will receive her BWOC 
degree two Tuesdays from that Thurs- 
day. 

The Delts are now holding Iheir 
Friday meetings on the Cht O's ter- 
race, It's the only place the entire 
chapter can mutually congregate. 

The (Call us anytime — our phone's 
never busy) PI Phi's are having the 
time of their lives tnobblng all the 
men (on the campus). There will be 
a meeting at 7:3« at Anderson Hall 
tomorrow night for all men who feel 
hurt. Charlie Ottman will preside. 
But that's beside the point — what 
we would like to know is how Ron 
Webster's Model "A" conveniently 
broke down Sunday. Rath and Heber- 
er stayed In the car to keep the wind- 
shield from frosting while Bealer re- 
cited Shakespeare. They were on i 
picnic — dictionary states that a pic 
nlc is "a short excursion Into the 
country by a pleasure parly carrying 
their own provisions," Rath's on a 
a diet! * 

Earl Hoover's buddy-buddy C. B. 
Bracken (Craig Barrymorel Is ALSO 



The Saturday Niters will hold a 
"Hatchet Party" Saturday at 8 p. m. 
In Wesley Hall. 

Methodist fellowship is at 6 p. m. 
Sunday led by Ruth Ann Loomis and 
Keith Inskeep. Cafeteria will be at 
6:60 p. m. with Owen Mcintosh and 
Betty Eagle In charge. A Rabbi from 
Fort Riley will speak on "Our Jewish 
Neighbors" at the Methodist Student 
Movement meeting at 6:30 p. m. Sun 
day. Hope Watts has charge of de- 
votions. 



An Electrical Engineering gradu- 
ate. Lt. Robert E. Schreiber. '43, has 
Just received bis discharge from the 
army aod Is living's! 701 Sixth Street, 
Garden City. 

Mrs. Samuel Kelsall, H. E. '11, 
writes. "My husband, Major Samuel 
Kelsall III U back In the U. S. A- 
after serving 31 months In Ireland. 
England, Scotland, N. Africa. Algeria, 
Tunisia, Italy. He returned in the 
beat of health. Now we are stationed 
at the Office of the Vet. Hdq. at the 
Sixth Service Command, Chicago, 
Illinois." Major Kelsall graduated 
from the School of Veterinary Medi- 
cine in 1935. 

From an Eighth Air Force Bomber 
Station In England comes word of the 
promotion of Robert 0. Bensing from 
the rank of second to first lieuten- 
ant. LieutenAnt Beosfng, pilot of an 
Eighth Air Force B-17 Flying For- 
tress, Is a member of the 386th Bom- 
bardment group. He attended Kansas 
Slate College prior to entering the 
army air forces in February, 1943. 
He received his wings at Douglas, 
Ariz . In March, 1944. 

S 2/c Ema Lou Hireling. I. J. '42, 
Is now attending Control Tower Oper- 
ator's school at the Naval Air Sta- 
tion, Atlanta, Ga. Before enllstwig in 
the WAVES she was a continuity 
writer on the staff of radio station 
KSAL In Salina. 

Capt. Elwin R. Prattler. Eureka, ts 
now serving as a V-Force veterinary 
officer with a Chinese army in the 
Salween campaign to re-open the 
Burma Road. An official press release 
says, "To traverse the 12,000-foot 
passes over the narrow, precipitous 
trails of the Kaoli Kung mountains, 
it Is necessary to use either Chinese 
coolies or the tiny Chinese pack 
horses. Keeping these animals in con- 
dition and treating them medically 
is one of the most important tasks of 
the Y-Force Americans assisting the 
Chinese. Captain Prattler's work has 
been extremely valuable in this cam- 
paign." The captain was graduated 
from Kansas State College In 1941. 
He is a member of Sigma Phi Epsilon 
fraternity and of the American Veter- 
inary Medical Association. 

With the American Red Cross ser- 
vice in the Pacific is Miss Bettie Fo- 
gelstrom, a former Kansas State Col- 
lege student. Miss Fogelstrom grad- 
uated In 194 2 in Physical Education 
and is now with a group who aid In 
entertainment for the Infantry. 

One of the 420 young officers grad- 
uated January 10 from the navy sup- 
ply corps school at Harvard was Rus- 
sell Bernard Nixon, f. s. '43. Ensign 
Nixon has received bis general service 
commission and will be assigned to 
duty In one of the newest ships as 
supply and disbursing officer. 

Things have been moving right 
along for Lt. Robert T, Singleton, 
Ag. '43, since he left the United 
States three weeks ago. He Joined a 



battalion of the 817th regiment Just 
outside Wllwerwllu on January 26. 
and went Into the attack the follow- 
ing day as company executive. The 
next day he became acting company 
commander, and that night led his 
company in a night attack on Buch- 
hols, in coordination with a platoon 
of tanks. It was all new to him, bat 
so effectively did he clear the town 
and protect the armor from bazooka 
lire by the effective use of grenades 
that a veteran tank commander called 
it "the best Job I've ever seen don* 
by an infantry officer working with 
tanks." 

Lt. Stewart D. Reed, pilot of a 
B-47 Flying Fortress of the 96 th 
Bombardment Group, has been award- 
ed the Air Medal for "meritorious 
achievement" while participating In 
Eighth Air Force bombing attacks on 
Vital German Industrial targets, and 
on Nazi airfields, supply dumps and 
gun emplacements In support of ad- 
vances by Allied ground forces on 
the continent. Lieutenant Reed was a 
student at Kansas State College In 
1943. He is a member of the Fortress 
group which led the first American 
bombing attack ou targets In Berlin, 
and which was cited by the President 
tor Its outstanding bombing assault 
on railroad marshalling yards at 
Munster. Germany, ia October, 1943. 
The group also shared In a Presiden- 
tial citation given the entire division 
for its historic England-African shut- 
tle bombing of an important Meseer- 
schmitt fighter plane plant In Ger- 
many In 1943. 

It's an A. P. 0. address from San 
Francisco for 1st Lt. H. W. Stock- 
hoff, Milling '40, who is now with the 
69th Bombing Squadron. 

Visiting the campus recently was 
Capt. J. R. Massey, who is back In 
the United States after 18 months in 
the China-India-Burma area. Captain 
Massey, Vet. '39, Is now at Winter 
General Hospital in Topeka. 



State High Schools 
Debate Feb. 23-24 



Kansas State College will be host 
at tbe annual High School Debate 
Tournament February 23 and 24, Dr. 
Howard T. Hill, head of the Depart- 
ment of Speech, announced today. 

The subject of the debates will be 
resolved, "That legal voting age In 
the United States should be reduced 
to eighteen years." The department 
of speech Is In charge of all debates, 
with Dr. Hill acting as chairman. It 
Is estimated that there will be six 
schools participating In the event. 

In the past the debate tournament 
has been held at Kansas University. 
This year it Is to be divided with Kan- 
sas State entertaining a section of 
Class B high schools and Kansas Uni- 
versity entertaining the Class A high 



Senior Women . . . 

The members of Prix are 
showing Towle silver patterns 
In Recreation Center from a to 
ft p. m, Monday 
of next 







Dr. E. B. Pauley 
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Complete Optical Service 

3210 106 N. Fourth 
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"Our Chosen Way in India" Is the 
topic tor fellowship at 5 p. m. Sunday 
In the Christian church. Vespers will 
be led by Mac McKlnley and the 
psalm leader will be Wllma Thomas 



The College Westminster Fellow 
ship will meet at & p. m. Sunday at 
315 North Fourteenth. The group will 
go to Devil's Gulch for their meeting. 
"When They Come Home" Is the 
topic of discussion to be led by Aylo 
Albertsoti. Members who plan to at- 
tend the meeting are asked to wear 
old clothes and bring 26c. 
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Long Tom 
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COUfcD YOU USE A LITTLE EXTRA MONEY 
TO HELP WITH THOSE COLLEGE 
EXPENSES! 



If you have a flair for rhyme, why not turn 
it into money by writing greeting card verse 
In your spare time? 

It's easy to do — and fun besides — and If you 
are Interested in making writing a career 
after college, it will give you invaluable ex- 

> in i 



We will be glad to give you further details 
and suggestions if you will just drop a note 
to Miss Boyd of Hall Brothers, Inc., 2605 
Grand Avenue. Kansas City, Missouri. 




ION G TOMS — blasting unseen targets — are 
i directed by voices flashing through this artil- 
leryman's radio telephone "switchboard." His FM 
set can operate on 120 crystal controlled than nela, 
any ten selected instantly by push-buttons. Using its 

i the battalion commander 
up front and in planes; then with 

He's helping soften the hard road ahead. 
As the nations largest producer of eommuniea- 
electronic equipment, Western Electric 





Many college graduates — men and women — are 
****r***f, u* put these weapons in our fighters* hands. 
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KS Fighting Wildcats 
Hope to End Jayhawk Jinx 

K-State's fighting Wildcats will attempt to break a 15 -game 
jinx Friday Bight as Coach Phog Allen's Kansas U. Jayhawkers, 
humiliated by their 59-45 defeat by the cellar dwelling Corn- 
buskers, invade the hardwood court of Nichols Gym for their 
second encounter with their traditional rlvalB. 
The Agg iee haven't beaten the Jay 



Intramurali 



hawkers since 1937 when they won 
33-82 in a thriller that saw Jack 
Miller sinking a field goal in the last 
few seconds of the game. 



StUI Have 
The WUdcats still have a chance in 
the Big Six title race despite their 
defeat by the Sooners a week ago. 
A defeat tor K. U. and a victory for 
K-State would give the Aggies four 
wins with three losses, while K. U. 
would still be In second place with 
a five-three standing. 

The starting lineup for the Jay- 
hawkers will probably Include Dean 
Corder and Charley Moftet at for- 
wards; Gordon Reynolds, center; 
Kirk Scott and Herbert Helms at the 
guards. Coach Allen plans to take 11 
players on the trip. 

Coach Knorr has been alternating 
two teams all year. By keeping a 
fresh five on the floor at all times he 
baa established a style that the fans 
like. It provides a type of game that 
keeps the fans in a keyed up state .of 
emotion every second of the game. 
Knorr probably will start his usual 
five with the alternate quintet In re- 



O. U. Sooners 
Down Wildcats 



Coach Brnce Drake rang In a new 
version of the Roundball Runts Sat- 
urday night as the Runts passed and 
dribbled to a 49-36 revenge victory 
over the Purple and White Wildcats. 
The loss dropped the Wildcats into 
fourth place while the Drake boys 
moved into undisputed first place. 

At k in>. and Pay ton Star 

Dave Weatherby. a high scorer on 
the Wildcat quintet was held to one 
field goal and a free by Jack Landon. 
Oklahoma guard. Bill Schults, smooth 
[working forward from Shattuck, 



With practices now under way. In- 
tramural basketball for women will 
start March Gth. The members of all 
organisations listed to play must have 
had previous experience, three prac- 
tice games and a heart and lung 
slip. "Missed" practices may be made 
up Monday through Thursday from 
S to 8 p. m. during the next two 

Scheduled practices are on the bul- 
letin board In Nichol's Gym. The 
teams listed are Alpha Delta PI, Pi 
Beta Phi, Annex I, Delta Delta Delta. 
Blits Babes, Annex II. Clovia. Alpha 
XI Delta, Chi Omega. Kappa Kappa 
Gamma. Kelm's Kabana. Arcadia, 
Kappa Delta and Clark's Gables. 

A recreation hour following the 
business meeting of the Phems, 
physical education majors, was held 
for their new members in Nichol's 
Gym Tuesday evening. 

A series of modern and folk dances 
were given after the meeting of the 
Social Club, Monday, in Rec Center 
by Ruth Krlehn, assistant professor 
of Physical Education tor 



Admission Price . . . 

Becjuwe of the capacity crowd 
expected at the Kansas Univer- 

game Friday night an admission 
price of 60 cents will be charged 
to everyone, excepting service 

or 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



KStaters Greet 
'One Man Gang 9 

One of the eleven hundred 
tators that attended the Missouri- 
Kansas State game, was big, 200- 
pound, six-footer, Elmer Hackney, 
who wsb one of K-State's most out- 
standing athletes. 

New students may not have rec- 
ognised this "One Man Gang," as he 
was called, but while attending col- 
lege here Hackney was Big Six 
Heavyweight Wrestling Champion; 
he was National Intercollegiate Shot 
Put Champion, and he was all Big 
Six fullback. 

Hackney received football letters 
In '37. '38 and '39, and letters for 
track In the spring of the same yearB. 
He also has two years of wrestling 
to his credit. 
-Btnce-h*" graduation- Ha- 



Okla.. was unable to muster a field 
goal all evening. This gives yon an 
idea how cold the Aggies were. How- 
ever, Dana Atkins and Jay Payton 
bagged in 8 points apiece to ring 
the Wildcat scoring honors. 

Don Buelow, Oklahoma guard, 
showed a burst of power and speed 
as he drove (pr 6 field goals and 4 
tree throws through the Aggie de- 
fense to cop the top scoring honors 
of the evening. Harold "Scooter" 
Hlnes, midget Sooner ace. hit the hoop 
for 12 points and Jack Landon, 
center, contributed 11 points. 

Sooner* Lead at Half 

The Wildcats got off to a poor start 
as the Sooners put on a rally that 
found them with a comfortable 12-3 
lead before the Aggies made a drive 
tbat all but put the Runts Into a 
belated lapse. The Purple and Whites 
rallied on long one-handers by Jay 
Payton and Dana Atkins, coupled 
with a free throw by Jack Kincheloe 
to reduce the Sooner lead to 2 points, 
making the score 12-10. After tbls 
lone threat of the evening by the 
Aggies the Sooner offense really 
started clicking as "Scooter" Hlnes 
cut loose for a set up beneath tbe 
basket and Don Buelow scored a long 
shot to set the pace tbe rest of tbe 
half; Jay Payton produced one of the 
-tfcveUla nfe-Uw-a**nl»«vi», t*« -clos! ng 
of 1940, the K-State man has played I seconds of the first half when he took 
professional football for several B dribble away from Hlnes and hurled 



teams, spending the last season with 
the Philadelphia Eagles. 

K-State Kids 
Nosed Out Twiee 

Purcell Naval Aerial Gunnery 
School nosed out the Knorr Kids 
from Aggletown 52-50 in an over- 
time game that provided plenty of 
thrills. 

The game was tied at 48-46 at the 
end of the regulation playing time, 
when with 20 seconds of the overtime 
left, Net Staitz, navy center, came 
through with a one hand push shot 
that gave the Gunners the game. 

Bill Schultz. Aggie sharpshooter, 
provided the majority of the fire- 
works for the Wildcats as he made 23 
points and high scoring honors of 
the evening. 

Knorr Kids ran Into a one man 
team Monday night as Day, former C. 
C. N. Y. player, scored 27 points when 
the Norman Naval Skyjackets de- 
feated the Wildcats 59-50. 

Joe Ridgway and Bill Schults 
sparked the Purple and White attack 
as they scored 12 and 10 points re- 
spectively. 



a tremendous long that swished the 
net as the half time gun sounded. 
The Runts left the hardwood with a 
27-16 margin over the Aggies. 

Coach Fritz Knorr's Inspired Ag- 
gies returned to form in tbe second 
half and showed greater speed and 
driving power than they did in the 
listless first half. They scored 20 
points in tbe second half as the Soon- 
ers collected only 22. 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380. 



LOST— Ladies Elgin wrist watch In 
Library. Liberal reward. 
4436, Lila Lou Johnston. 



MYSTERY! 

SUSPENSE! 

DRAMA! 

Incognito' 

MARCH S and S 
8:16 p.m. 

ACTIVITY BOOKS 

Tickets 60c 

Watch This Space For 
Opening Date of Box-Offlce 

KANSAS STATE 
PLAYERS 



BOOK SALE 

of 

. used and shelf-worn books 

— 

prices greatly reduced 

Books arc always acceptable 
at army hospitals 

The College Book Store 



Buy War Bonds and help 
the future ot the colleges. 



Table Tennis . . . 

Intramural ping pong gets 
underway tonight when the table 
tennis star* from (he varlowt 
organisation* meet In a tourna- 
ment. 

Washburn 
the intramura 

Is being drawn up and 

will 



Baylea Sdchkh To V«s 

Dr. B. B. Bayles. Ag. "28, now 
Agronomist. Bureau of Plant Indus- 
try, Soils, and Agricultural Engi- 
neering, will be tbe speaker at the 
agricultural seminar this afternoon 
at 4 In Bast Waters Hall. Room 7, 



WAREHAM 
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Collegian Advertising Pays. Try It 
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FLOWERS 
For All Occasions 

Martin's Flowers and Gifts 



QUICK REPAIRING 
SERVICE 

Free Estimates 
Satisfaction Assured 

Crystals 



BRADSTREET 



fToSnfl 

| %J T R f i T I € 

Shows: 9:SO - 7:00 . 0:00 



LAST TIM TONITE 

«Meet Me In St, Louis" 

with 

- Margaret O'Hrten 



FRIDAY and SATURDAY 

"Dr. Gillespie's 

Criminal Case" 

with 

\ nit Jobnaon - Lionel 
Doiu Reed 

STARTING SUNDAY 

"Gas Light" 

with 

Charles Borer - ln«rM 
Joitpt Cotton 




Do you have 
February Fatigue? 



Don't tell 



know. 



Our prescription is vita- 
min-filled for we know how 
a man feels in a new suit. 
You'll be so pepped up 
when you see our latest 
pre-sprlng cavalcade of 
suits that you'll forget all 
about the February drag. 

Come In today and Inspect 
our February vitalizing 
department. 

Our spring BUits will pass 
your okay with flying 
colors. 

$2JU0 to $46.00 



■ 
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Kansas State 



vs. 




4 Days Starting Sunday 

Jo*vtilont(iin< 

ik riCNHicotot 
a MfTCHELLLEISEN 



STATE 



"WINTKItT IMK" 



FRI. • SAT. 



If II Stay Til Witt Lifts! 




AUK} 



WILDCATS' 



N tarring: 
"Wild" Rill KIHoi 



— 8UN. • MOS. . TITES. — 




PLUS 



Jimmy U»l«n 



Mil du ll 



'WHEN THE LIGHTS GO ON AGAIN' 



CARLTON 



University of Kansas 

Friday Night -7:30-February 16 

NICHpLS GYMNASIUM 



Admission»65c (All Tickets) 
Tax 1 



Activity Books 
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"line M)»terlouM Night* 
"Sailor* Holiday" 
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Maybe It wan the spirit of St. 
Valentine's Day or maybe not, 
but whatever the spirit was It 
brought chocolates and roses to 
Kansas Staters. 

Helen Hoover panned chorotmtos 
Saturday evening at the Kappa Kappa 
Gamma Valentine bouse party an- 
nouncing her engagement to Tom 
Tattle, Pht Delta Theta. 

Alpha XI, Muriel Becker told of 
her engagement to Lt. Klrby Hayea 
with chocolates Thursday night. 
Lieutenant Hayes attended Massa- 
chusetts State College where he was 
a member ot Theta Chi fraternity. 

Betty Pmyne and Lt. Edward 
Brooke Harry Jr., were married Jan- 
uary 91 at Trinity Episcopal Church 
In Columbia, 8. C. 

Hemic- Bale '42 and Cape. Clyde 
Gibson were married Sunday In Clay 
Center. She waa a member of Alpha 
Delta PI aororlty. Captain Gibson re- 
cently returned from Europe where 
he was a navigator-bomber In the 
Army Atr Forces. 

Tlie Shanty received 
eently from Beth Stratton 
log her engagement to Lt. Richard L. 
Haggard t. a. Lieutenant Haggard 
jnat returned (rom serving overseas 
with the Army Air Forces. 

Betty Jean Foster of Hutchinson 
Is Alpha Delta Pi's newest pledge. 

Chi Omega pledge* entertained Fri- 
day night with a Valentine party for 
Chi O'a and their dates. 

Clovia had chocolates recently 
from Rath Sslley '41 telling of her 
engagement to Oaylonl Johnson of 
Olsburg. . 

Second semester officer* of Clark's 
Gables are Neva Fleenor. president; 
Alberta Collier, vice-president; Mar- 
garet Petrle, secretary; and Mary 
Long, social chairman. 

Oorls Brewer of Bowling Green, 
Ohio Is Pi Beta Phi's most recent 



Heberer Plans 
Student Shows 



by 



Co-Ed Court entertained Friday 
night with a Valentine party for dates. 

President of the Shanty for the 
second semester Is Doris Christian- 
sen. Other officers are: Dorothy 
Hecbt, vice president; Erma Bird, 
secretary-treasurer, and Mlckte 
Spurney, song leader. 

Alpha Dell pledge*! are planning a 
Western honse parly for Alpha Delts 
and dates Saturday nlgbt. 

PI Phis were guest* of 
of the C. R. T, C. at a tea dance at 
Fort Riley Sunday afternoon. 

The newly elected officers of Ar- 
cadia are; Hope Watts, president; 
Betty Nordyke, vice president; Mary 
Ann Wilkerson. secretary; Helen 
Borck, treasurer; and Ida Terry, so- 
cial chairman. 

Kits Hollecker Is the new president 
of Annex II. Norma Jean Mauk is 
vice presldeut; Doris Jodon, secre- 
tary; Geraldine Hamm, treasurer; 
and Barbara Wagoner and Sue Saw- 
yer, social chairmen, 

Nuuuin o MrGrath of Ottawa Is 
Delta Delta Delta's newest pledge. 

Eleanor Adamson is now wearing 
the diamond or Ensign John Buxton 
f. s. of the Naval Air Corps. 



Plans nave been announced 
Prof. Miles "Heberer of tin 
ment of Speech for a series of stu- 
dent radio shows to be presented 
over KSAC, Collage radio station. 

The first of these weekly programs 
which are written and produced by 
student broadcasters Is to be "Books 
and Authors." It will be presented at 
1:45 each Tuesday by Zella Barber 
and Betty Russell. The "Campus 
Newsroom," written by Lucy Wells 
and produced by June Behney will 
be featured at 1:45 on Thursdays, A 
third show, as yet unnamed, wilt of- 
fer a dramatic presentation of infor- 
mation concerning K-State's new re- 
vised currlcnlttm-and comprehensive 
courses. This program will be heard 
at 5:15 each Thursday beginning 
March 1. The technical assistants for 
these shows will be Dee Preusch and 
Lucy Wells. 

The casts of these and other student 
broadcasts are composed of students. 
Auditions are to be held Monday and 
Tuesday at 4 p. m. in N 303. Those 
who wish to audition are asked to 
bring an article of about 300 words 
to read. 

Professor Heberer places emphasis 
on the necessity of male partlclpa- 



Rushing Rules Are 
Revised By Panhel 

Beryl Wesche and Nancy Bramwell 
are In charge of the Committee to 
Revise Rush Rules, Eleanor Allison, 
president of Women's Panhetlenlc, 
announced Tuesday. 

The booklet which Is sent out to 
rushees during the summer will be 
planned by a committee headed by 
Betty Gail Parker which Includes 
Betty Jean Yapp, Jeannette Putnam 
and Ruth Fenton. 

The schedule for Rush Week will 
be In charge of Lucy Wells and Marn 
Johnson. 

The regular Panhellenic meeting 
was postponed last Thursday and will 
be held at 6 p. m. today. 



Watt* Heads Amicossembly 
Hope Watts was elected president 
of Amlcossembly at a special election 
which was held at a meeting last 
Wednesday. 



Student Recital Tuesday 

The third In a aeries of monthly 
student recitals will be presented by 
the Department of Mnste in the Col- 
lege Auditorium Tuesday at 4 p. in. 
The recital la open to the public. 



A Gift 
She'll Treasure 

Give her 
a Birthstone Ring 

An Amethyst 
Beautifully Set 



TIME SHOP 



ibruary IS. 1148 



SEE OUR SPRING LINE 



SKIRTS and SWEATERS 
BLOUSES 

SMART SHOP 

AggtevlUe 




SATE THE PIECESI 

Quick Repairing 
Service 



Mounting 

Duplicating Broken 



DR. E. L. ASKREK, 0. D. 



X 



College Outline Series 

Covers Many College Courses 

You'll find these little books will smooth 
the way when the going gets rough 



CO-OP BOOK STORE 



Veteran's Bride 
Joins Service 

A former Kansas State student re- 
cently waa a very busy woman when 
she enlisted In the Army Nursing 
Corps, welcomed her nance home 
from overseas, married him, honey- 
mooned and reported for active duty, 
all within a period of a few abort 
days. Miss Helen Kunkel, f. s. '41. 
not only did all of this but she had 
the distinct ion of being the first wo- 
man in the Kansas City area to join 
the Army Nursing Corps in 1945. 

Hiss Kunkel completed three years 
of home economics and nursing train- 
ing at K -State in 1941 and entered 
nurses training at the Trinity Lu- 
theran School of Nuraing in Kansas 
City. During her last year of train- 
ing, she was a member of the U. S. 
Cadet Nurses Corps. Upon complet- 
ing her training, she was on the nurs- 
ing staff of Trinity Lutheran Hospi- 
tal, Her husband, Thomas O. Rich- 
ardson, electrician's mate second 
class, was a student at the College 
in 1939 and 1940, majoring In gen- 
era) science. 

Mr. Richardson arrived in Kansas 
City December 30, after serving two 
years In the Southwest Pacific. He 
reported for further duty at the end 
of January. 

After a three-day honeymoon, Lieu- 
tenant Richardson left for Camp Car- 
son, Colo., where she Is receiving a 
month's training. Mrs. Richardson 
hopes to be assigned to overseas duty 
after she has had experience in some 
Army hospital in this country. 



-College Calendar- 

Thursday, Feb. IS 

Collegiate 4-H Club Meeting, Rec- 
reatlou Outer, 7:80 to 0:80 p. 



8:80 to 0:80 p. m. 



Calvin 101, 



lard 101, 7:80 to 0:8O p. m. 

Friday, Feb. U 

Purple Popsters Pep Rally, Audi- 

tori am, 4 to 4: SO p. in. 
KH-Kl Basketball Game, Gym. 

7:80 p. m. 
Wampus CaU Varsity, Avalon, O 

to 12 p. m. 

Saturday, Fob. 17 

8:80 to 11:80 p. m. 

Monday, Feb. 19 

Student Council Meeting, Thomp- 
son 20O, 8 to 10 p. m. 
IWOA Cabinet Meeting, Calvin 

107, 7:15 to 8:10 p. m. 
Orchesl*, Nichols l«-7 to 0:80 p. m. 



7: SO to 9:80 p. m. 
YWCA leadership Council 

101, 8:15 to 0:80 p. m. , 



( 



7:18 to 10 



5 to 8 p. m. 
Jr. American V 



IS, 7:80 to 8 p. 

Wednesday, Feb. tl 
Amistad, Oalvln 107, 7:80 to p. 



Collegian Advertising Pays. Try lt. 




NEW SPRING 
HATS 

Straws, Fabric, 
Felts and Flowered 



■ Caps 




S3.98 to 88.05 



Wareham Hat Shop 




If you're late 
the bus is late 
and 

if the bus is late 
you're late 



College City 
Bus 
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Set , 
am up 



Like an eager dog on a leash, the train 
waits at the station -impatiant to start lb 
long transcontinental ran, The carman 
■wings hit lantern from side to side above 
his head. There's a swish of air as the en- 
gineer sees the signal to "set 'em up." 
That's railroad language meaning 'test air 
brakes". .. one of the many Union Pacific 



Carloads of materials and supplies are 



kets and ocean ports. If s a tremendous fob 
bur despite the problems of 



Over its "strategic middle route," i 
the East with the Pacific Coast, Union 
Pacific transports thousands of 



* * * * 

By putting the brakes on unwise personal 
spending, by buying wax bonds and saving 



s ion, keep the wheals of Industry running, 
and the avenues of opportunity open foe 



UMION PACIFIC 

RAILROAD 




.... 
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Marston Speaks 
To Students 
Tomorrow A. M. 

Dr.^Leslie Ray Maraton. speaker of 
the 25th annual YM-YW Christian 
World Forum, will give the address 
at the student assembly tomorrow at 
10 a. m. Art Rospberg will introduce 
Dr. Marston, who will speak on "Re- 
bels Against the Yoke." Other num- 
bers on the program will include an 
organ prelude by Richard Jesson, Al- 
ma Mater, Scripture and prayer, Dean 
Tiemann, organ postlude, Lois John- 
son will lead the singing. 

Dr. Maraton will also addresB the 
Student mass meeting at the First 
Presbyterian Church Sunday at 6 
p. m. His address will be entitled 
"Religion in the War." A hymn will 
open the program. The opening invo- 
cation will be followed by prayer. 
This meeting will be followed by a 
■upper hour and Informal discussion. 

The committees for the YW-YM 
Christian World Forum are: execu- 
tive chairmen, Art Roseherg and 
Margie Rasure: panel committee, 
Jean Selby, chairman, Jean Kays, 
Charles Schwab, Dick Olson; general 
arrangements, Doris Galloway, chair- 
man, George Wreath, Margaret Rams- 
dale, Roger Lachman, Georganna 
Bacon. 

Program committee is made up of 
Dean Tlemann, chairman, Ruth Fen- 
ton. Phyllis Hlckney, Elliot Babcock, 
Dorothy Alexander. Mary Louise 
Schneider; publicity committee, Libby 
Raymond, chairman, Nancy Bram- 
well, Thelma Rice, Frances Ewart, 
Ann Huddleston, Nancy Kllhan; fi- 
nance committee, Merle Eyestone, 
chairman, Bernard Jacobson, Emmett 
Seott; cooperating agencies, the 
Christian Associations of the College 
and the Kansas State Religious Fed- 
eration. 



Date For Play 
March 2, 3 

Earl G. Hoover, director. Is giving 
final instructions to the cast of "In- 
cognito," 3 -act melodrama to be pre- 
sented by the Kansas State Players 
March 2 and 3 in the College Audi- 
torium. 

"Who Is Charles Locke?" Is the 
question of the play. The American 
pleasure steamer S. S. Imperial is in 
South American waters. On board is 
Erich Jagendorf, a British Bpy who 
has eluded the Germans for months. 
Jagendorf radios a Nazi submarine 
and Just as he is about to divulge the 
spy's identity to the U-Boat. he Is 
murdered. The submarine command- 
er, Herr Von Stumm, boards the ves- 
sel not only to And out who killed 
Jagendorf but also to find Charles 
Locke. 

No one on board is named Charles 
Locke. Von Stumm, certain that 
Locke is a woman, narrows the sus- 
pects down to a group of women. They 
are Helen Clark and Seedy Sloan, two 
apparently Billy girls from the Main 
Line; Mrs. Shulman, a non-Aryan 
refugee from Germany: Trudy Blitt, 
a typist from Brooklyn; Miss Hlldlck. 
a bespectacled school-teacher; Mtb. 
Baacomb, an attractive snob; Chic 
Johnson, afflicted with severe sea- 
sickness; and Gertrude Shields, a 
high-strung girl en route for Rio de 
Janeiro. With the U-Boat commander 
on board, there Is danger In every 
scene. 

All seats are to be reserved. The 
box office will open for ticket sales 
tomorrow, and will be open dally from 
3 to 8 p. m. except Sunday. Students 
may reserve seats by presenting ac- 
tivity books at the box office. Down- 
town ticket sale* will start tomorrow 
at Brown's Music Store. 429 Poynti 
Ave. Mall orders may be sent now 
in care of Box 103, College Postofflce, 
Manhattan, Kan. 



Eisenhower 
Speaks On 
Quiz Kids Show 



KS Fans Fail To Hear 
Referee's Fatal Whistle 



KStaters 'Sound Off 9 
For Team At Rally 

There was nothing wrong with the 
pep that K-State students showed at 
the pep rally in the Auditorium, Fri- 
day afternoon. 

The feature of the rally was Presi- 
dent Elsenhower's announcement of 
the bill now before the State Legisla- 
ture which may bring K-State the 
long hoped for field houBe. Also on 
the program were talks by Purple 
PepBters president, Pauline Flook and 
Wampus Cats, Dave Underwood. An- 
other speaker was Coach Fritz Knorr 
whose story of a beaten Jayhawk 
brought cheers. A sample of basket- 
ball as it should not be played was 
shown by the tall and the short of K- 
8 la if team, Joe Rldgway and Dave 
Weatherby. Yells were led by the 
cheer-leaders and the College, band 
furnished the music. 



President Milton S. Eisenhower 
was guest speaker on the Quiz Kids 
show broadcast from Topeka Sunday 
night over the Blue network. 

An audience of 3,100 TopefcanB 
who contributed to the Shawnee Coun- 
ty War Memorial Fund witnessed the 
regular quiz show featuring the five 
young prodigies In a battle of wits. 

In his brief speech President Ei- 
senhower paid tribute to the famed 
youngsters and thanked them for 
making the trip to Kansas for the 
broadcast. He congratulated the citi- 
zens of Shawnee County who started 
the fund to provide living memorials 
to soldiers of this war. "I hope the 
group will return someday to receive 
the thanks of the veterans for whom 
the program was given," he continued. 

Joe Kelley, master of ceremonies, 
quisled the five youngsters; Pat 
Colan, 7, Joel "Kuppernian, 8, Ruthie 
Duskin, 10, Harvey Fischman, 14, and 
Richard Williams, IS. 

President Elsenhower and bis 14- 
year-old son, Buddy, dined with the 
children and their mothers Sunday 
noon in Topeka. Buddy spent the af- 
ternoon with Richard and Harvey. 
The President said the fact that the 
youngsters lead Buch normal well- 
balanced liveB most Impressed him In 
his talks with them and with their 
parents. 



Kansas State and Kansas University athletes are weeping on 
one another*' shoulders for both now know the pangs of losing 
a crucial sport contest in the final 20 seconds of play because 
an official's whistle nul lined an apparent game-winning score. 

Friday night Kansas State dropped an all-important Big Six 
conference basketball game to K. U. in the final 20 seconds when 
a field goal by Dick Spencer, Wildcat guard, was nullified by the 
officials. Dana Atkins, forward, who passed the ball to Spencer 
for the last-seconds shot, had double-dribbled before tossing to 

Spencer, Official Eddie Hogue 
ruled, and Instead of the Wild- 
cats snaring a 33 to 32 victory, 
Kansas University captured the 
win and stayed in the battle for 



5 Schools Attend 
Debate Meet Here 



Red Cross Drive 
Begins March 1 

The Red Cross campaign for Kan- 
sas State will start March 1, M. C. 
Moggie, associate professor of edu- 
cation and chairman of the College 
campaign, announced today. 

The drive will laBt for two weeks, 
beginning next Thursday and con- 
tinning until March 15. The quota for 
the College totals (3625, which is the 
same as last year's total. This includes 
the faculty and students as well as 
the employees of the College. Last 
year the students contributed (973 
to the drive. A student chairman has 
not been chosen for the campaign. 



Sgt, Jim Miller 
Reported Missing 

T/Sgt. Jim W. Miller, former edi- 
tor of The Collegian, is missing in ac- 
tion in Germany since Feb. 6, his 
parents, Mr. and Mrs. Henry C. Miller, 
18 21 Poyntz, were notified Tuesday 
night by the War Department. 

In his last letter written February 
5 from Germany he told h!» parents 
he had had some time 
to think of home and 
take relaxation. He also 
told of a recent meeting 
over there with another 
K-Stater. 

Miller waa editor of 
the Collegian the sum- 
mer of 1943, Just prior 
to bis graduation. He 
was a member of Beta 
Theta Pi, Sigma Delta 
Chi, professional Journalism frater- 
nity and Scabbard and Blade. 

He was sent to England In October, 
1944 and went into combat Dec. 1. 
While on duty In England he visited 
Lt. Don Richards, also a former Col- 
legian, editor, who was In a hospital 
there. 




mi 



Five teams will be entered in the 
High School Debate Tournament be- 
ing held on the campus tomorrow and 
Saturday. The high schools repre- 
sented will be Abilene, Horton, Rus- 
sell, Stafford and Washington Rural 
High School Of Bethel. Last year 
RuBsell won the district tournament 
at Ellsworth without loss of a single 
entry. Washington Rural High School 
won a seven team tournament with 
eleven wins and one loss. 

First and second place trophies 
will be presented to the winners of 
the tournament by the Kanaaa State 
.High School Activities Association. 
E. A. Thomas, commissioner of the 
organization, will make the presenta- 
tions. 

The debatea, unless otherwise an- 
nounced, will be held in Education 
Hall, with headquarters at the speech 
office G 206. 

Each school has two teams partici- 
pating in a "round robin" debate on 
the question: "That legal voting age 
in the United States should be reduced 
to eighteen years." The two people 
on each time will debate with each 
of the five other teams. Constructive 
speeches will be ten minutes and re- 
buttal speeches five. There will be 
an hour of debating time for each 
debate presented. 

Members of the faculty, business 
and professional people and upper- 
class college debate students' will act 
as Judges. The public la Invited to 
all 



9 jGtfoups Enter 
21stY-Orpheum 

Scripts of nine organisations en- 
tering the 21st annual Y-Orpheum 
March. 17 have been approved by 
Prof. Earl G. Hoover of the speech 
department and Einbert Coles, Y- 
Orpheum chairman. 

A girls' trio of Pal Falrman, Joyce 
Crippen and Ruth Fenton will present 
numbers between several of the acts. 
However, "we still need one or two 
single acts," said Coles. 

According to Coles, the show will 
probably be divided into two sections, 
those acts of a comical nature in one 
part and those of a more serious air 
in the second part. 

The nine organisations now enter- 
lug the competitive acts are Amlcos- 
sembly, Collegiate 4-H Club, Sigma 
Alpha Epsllon fraternity, Alpha Del- 
ta Pi, Chi Omega, Ciovla, Kappa Del- 
ta, Kappa Kappa Gamma and PI Beta 
Phi sororities. 

"A superb script was handed In by 
each of these organizations so the 
1945 Y-Orpheum should be a good 
show of campus talent," Coles added. 



SGA Stamp Drive 
Begins Wednesday 



Report Woods 
Killed In A 



Mirm 



Lt Ernest E. "Larry" Woods, for- 
mer Kansas State student, has been 
reported killed In action on January 
31 while serving with the First Army 
la Belgium. His father announced his 
death Friday. 

Lieutenant Woods attended Kan- 
sas State from 1941 to 1945. He was 
a student in the School of Arts and 
Sciences and member of the social 
fraternity. Sigma Alpha Epsllon. His 
wife, the former Anne Weeks, Is with 
her parent* at Fort Scott. 



Professor J. A. Shellenberger of the 
milling department will talk on "The 
Pioneer Section" at a meeting of the 
American Association of Cereal 
lsts In Wichita Saturday. 



Quill Club To Accept 
Manuscripts For Membership 

Manuscripts for membership to 
Quill Club will be accepted until 
March 10, according to Miss Ada Rice, 
faculty sponsor. All students inter- 
ested In creative writing are urged to 
turn In original work. The contribu- 
tions will be Judged by a committee 
composed of faculty and student mem- 
bers. 

Applicants may submit poetry, es- 
says, short stories, sketches, radio 
scripts, 1-act plays or creative writ- 
ing of any sort. Prose work must 
have not less than 800 words, and 
two or more poems must be presented 
for the poetry division. 

Three copies of the manuscript 
must be typed and double -spaced. 
They should be mailed or given to 
at A227. 



In Scotland" Is the 
theme of the program for the annual 
Shakespeare dinner which will be 
held April 9 In Thompson Hall from 
5 : 30 to 8 p. m. Everyone who Is In- 
terested In Shakespeare Is Invited to 
attend. Reservations can be made 
now with the Shakespeare dinner 
committee at the College post 



The Chinese start a meal with the 
dessert and end with soup; mount a 
horse from the right tide and drink 



KSC Appropriation 
Awaits Senate's OK 

At a meeting of the Ways and 
Means Committee of the State Senate, 
Friday, a bill containing the appro- 
priation for the long awaited field 
house and gymnasium at Kansas 
State College was approved. 

The measure appropriated 12,657,- 
000 In the next biennlum for ten 
buildlngB at the Ave state colleges 
and Bell Memorial Hospital at Kan- 
saa City. Of the approved amount, 
Kansas State will receive $835,000, 
with $750,000 being used in the con- 
struction of the Held house and men's 
gymnasium. The remaining $76,000 
will be added to an existing appropria- 
tion of $56,000 to be used in the 
construction of a small animal re- 
search laboratory, having a total cost 
of $185,000. 

Other Institutions receiving appro- 
priations as designated in the measure 
are: University of Kansas, $460,000; 
Bell Memorial Hospital, $360,000; 
Emporia Teachers College, $400,000; 
Pittsburg Teachers College. $300,000; 
and Hays Teachers College, $350,000. 

The bill will come before the Sen- 
ate for approval this week. 



The SGA Stamp Drive will begin 
action next Wednesday, February 28, 

according to Phyllis Johansen, War 
Stamp chairman. Notices have been 
sent by Margaret McNamee, corre- 
sponding secretary of the SGA, to all 
organized houses, Informing them 
that their representatives must be 
elected before February 28. On that 
date they will meet with Phyllis Jo- 
hansen in Recreation Center from 4 
to 5 p. m. 

Ninety percent of the students 
must buy war stamps In order that 
Ibe College may earn the right to fly 
the Treasury Minute Man Flag. To 
reach this goal students are urged to 
pledge to buy ■ certain amount of 
war stamps each week. The repre- 
sentative of . ui h house will rolled staff of th 
the money for the number of slnmpa 
ple'dged to buy and exchange It for 
war stamps. Phyllis Johansen will 
be in charge of this exchange each 
Wednesday in Recreation Center 
from 4 to 5 p. m. 

All college campuses are conducting 
a campaign similar to Kansas State's. 
It is the SO A 'a aim that the Minute fUmberger. of the 
Man Flag will wave continuously 
over our campus. War stamps will 
continue to be on sale at the booth 
In Anderson Hall on Wi 
each week. 



the conference championship. 

It was only last November that a 
similar Incident happened In the an- 
nual K. State-K, U. gridiron battle. 
At that time, Kansas Suite took a 
thrilling IS to 14 football game from 
the Jaybawkers when a Hipping pen- 
ally by a K. U. linemiui cancelled 
Halfback Charley MoftVtt'B 80-yard 
run to what might have been the win- 
ning Kansas touchdown. Then, as In 
Friday night's cage thriller In Manhat- 
tan, only 20 seconds remained before 
the final gun. 

The Kansas State banket ball loss 
was a genuine heartache to nearly 3,- 
000 Kansas State rooters who were 
behind their team to the man, and 
emotions flared when Wildcat 
for a Big Six championship 
flickering with the official's goal-nul- 
lifying whistle. 

After the game, several fans rushed 
onto the court, crowded around the 
officials, John Lance and Eddie 
Hogue. and loudly protested the 
leaf* leclsiou. No blows 
stnick, the Incident "cooled off" 
quickly and friendly K. U. and Kansas 
State players later mingled at a Wild- 
cat varsity dance In Agaievllle, 

The entire affair might have been 
avoided, lt was pointed out, if Kansas 
State had an adequate place in which 
to play Its basketball games. In 
Nichols gymnasium, space Ib limited 
so that spectators sit Just off the 
playing area and the cheers of the 
crowd frequently "drown out" the 
sound of the officials' whistles. Fri- 
day night's faas, unaware that Ref- 
eree Hogue had sounded his whistle 
when Atkins double-dribbled, didn't 
understand why Spencer's goal was 
struck from the scoreboard. Conse- 
quently, the post-game Incident. 



M. H. Coe Resigns 
As 4-H Club Leader 



Journalists See Film 

"Good Neighbors" a sound movie 
on the role of newspapers, will be 
shown In journalism lecture at 4 p. 
m. in Wlllard 115. 



National Secretary 
For YWCA Here 



"Kansas State College has a very 
alert group of students and It is one 
of the few campuses where the stu- 
dents are interested in education It- 
self," was the comment made by 
Eleanor French, executive secretary 
of student division of YWCA. She Is 
from the national office of YWCA 
which Is located In New York City. 

"The Time's Demand" was the title 
of Miss French's talk Tuesday after- 
noon before the YWCA members and 
students. "I am very much Impressed 
and Interested In the program the 
YWCA 4s carrying on here," said the 
national secretary. 

Miss French met with the religious 
council on Monday afternoon and bad 
dinner with the advisory board Mon- 
day evening. She met with the faculty 
group and ministers on Tuesday and 
bad many student conferences. 

Miss French left Tuesday evening 
for Colorado and the west coast where 
she will visit soma of the other 600 
units which make up the student 
YWCA throughout the country. 



M. H. Coe, state 4-H club leader 
since 1926, has resigned from the 
e College, effective Janu- 
ary 31. For the past year, Coe has 
been on leave from the College serv- 
ing as director of the farm division 
or the National Safety Council, Chi- 
cago. He will continue in that posi- 
tion. 

In commenting upon the work of 
Coe as state club leader, Dean H. 

Extension Service, 
says, "During the time Coe was state 
leader, the number of 4-H clubs In- 
creased from 436 to 937 and the 
of membership from 4.360 to 17,167. 
Club work Ih a means In which adult 
people who have enthusiasm in their 
dally routine have an opportunity to 
exprean that enthusiasm through lead- 
ership." 

Coe ra in Kaunas Slate from 

Minnesota where he was a 4-H club 
agent and became animal husbandry 
specialist in the stale club depart- 
ment In 1022. July 1, 1925, ho be- 
came acting state club leader and a 
year later, became stale club leader. 
At the time of his resignation, he had 
been associated with 4-H club work 
In Kansas for nearly 23 years. 



Gambling is probably tbe greatest 
national vice in 



M. C. Moggie Speaks 

"The Reasons for Changes In the 
Curriculum" was the subject of 
Maurice C. Moggla, associate profes- 
sor of education, when he spoke to 
members of Amistsd, Independent 
women'! organisation Wednesday 
night. 

This was the first In a series of talks 
presenting the history and future 
plans of the College. 

A questionnaire to discover what 
students actually know about Kansas 
State initiated the "Know Your Col- 
lege" program. 



There are almost as many Norwe- 
gians in United States as there are in 
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Too Few People Rule 
All College Activities 

To how many organisations 
do 70a belong? One— two — fif- 
teen f Of this number how many 
actually contribute something 
to your college life — perhaps 
two — or three? Hpw many are 
mere liabilities— taking time, 
energy and money which conld 
be concentrated on fewer, more 
effective societies f T)o yon find 
that you'll have to drop school 
In order to go to meetings! 

Look at the present* ot orsania- 
Uot,, — you'll And that there are quite 
a few duplications— the few ruling 
the many. These few started on some 
small task many jrenra skii and since 
then people have been throwing Jobs 
their way. This method of having a 
few people in all the activities limits 
leadership train Inn to only a small 
percentage of the student body. 

It wenu that the Student Council 
hnr* a committee working on a point 
wyKteni for actlvltlr*. The idea they 
have In rated Is that each activity will 
equal a number of polntu - and each 
will be limited to a certain 




A plan similar to this Is 
many college campuses. 

So when the plan is completed by 
the student council — and later ap- 
proved by the faculty council — give 
It support. All you need to do Is re- 
member what you havB on your oal- 
endar for this week— and we'd guesa 
that there's a meetlnK ocheduled for 
tonight — tomorrow night, and every 
other day at five! 



n.frlM-E-O-W 



and "Bobby" Box pin up boy. He can 
be seen running around the Phi Delt 
any time of the alght with bis saddle 
shoes and plaid suit. 

Incidentally It is rumored that Dick 
(NBC could nae an announcer like 
me) Olson has been running errands 
for Dean Helen Moore lately in a 
vain attempt to obtain a list of all 
the girls on the campus. 

The Trl Dolts passed so many choc- 
olates the first semester that 81g Alph 
Leonard Great house and E. B. Myera 
seem to be their last hope for choc- 
olates this semester. We don't like 
to say anything but we heard that 
they were amusing themselves with 
bows and arrows. 

Fud (I know there was someone 
hi my bed last Saturday night) Lyons 
has a date with the local psychiatrist 
next Tuesday. Ed. Note — We don't 
think the date be had with PI Phi 
June So re neon had anything to do 
with the stupor he was in or did it? 

The Pi Phis were accused of be- 
ing wet blankets by their pledges last 
Thursday night, but it Is the general 
Impression that it was the other hous- 
es that were all wet, (We«don't mean 
the Kappas either.) P. S. Kansas Is 
supposed to be a dry state, too. 

We nominate Lewis (Arthur Mur-. 
ray taught me dancing in a hurry) 
Runnels as the top hep cat of the 
campus. He seemed to have a new 
spring In his step Friday night and 
it kept getting one hair out of place. 
P. S. We don't think he has natural- 
ly curly hair anyway. 



Church News 



History ProFs Son 
Perfects New Sponge 

A surgical sponge, soluble In body 
fluids, has been perfected by John T. 
Carrel I, son of C. H. Correll, profes- 
sor of history and government, -with- 
in the past year. A former K-State 
student, Dr. Correll is a research 
chemist for the Upjohn Chemical and 
Pharmaceutical Company at Kalama- 
zoo, Mich. 

Previously the removal of sponges 
In surgery often caused hemorrhage. 
The perfected sponge la not soluble 
In water, but can be absorbed by the 
body. A surgeon can, therefore, sew 
It inside the patient's body. 

Dr. Correll was a member of Kappa 
Sigma fraternity, and worked In the 
chemical laboratory during his school 
years. He received his B. S. degree In 
Industrial Chemistry In 1932, his M. 
8. degree In 1933. and received his 
Ph. D. from the University of Iowa 
in 1936. Dr. Correll 's wife, the for- 
mer Frances Jack, was also a grad- 
uate of K-State, and received her B. 
S. degree In Music, 

Patent rights for the sponge are 
vested In the company, and it has 
been given the name, Absorbable 
Sponge (Upjohn). Although It is 
still in the clinical and experimental 
stages, it is receiving cross-country 
* 



A union program and meeting of 
all churches will he held at 6:30 p. 
m. Sunday at the Presbyterian 
Church. 



The Pi PhU have finished their Hell 
Week and ran speak to the men on 
the campus now. (But why don't 
they?) 

The bets on the basketball game 
Friday night must have been high. 
We heard someone lost his shirt. 

Overheard in the Canteen — "Why 
won't anyone speak to me anymore?" 
Sig Alph* Borenson; "Just call me 
Flash," AGR Harold; "Aw, come on 
fellas, please pledge," TKB Schwab. 
<Vt seem to keep Hal Hogue's 
f this column, but why did 
the KKG'n upon arisinc Sunday room- 
ing, find H. H.'m car parked In their 
front driveway? 

Then there's the Sigma Nus who 
are now holding nightly meetings at 
Sllm's ao as to get acquainted with the 
new pledges. 

And Incidentally— for those who 
are wondering (and who 1st) why the 
sad-sack expression on Arma Jo 
Smith's face? She was stuck with a 
pin. The cadT BUI SchulU! 

We wouldn't say that there were 
a lot ot Kappas at the Phi Delt House 
party Saturday night, but a Lieuten- 
ant Trom Fort Hlley was sort of em- 
barrassed when he discovered after 
two hours In tbe living room 
his date that he was In the wrong 



The Saturday Niters will not have 
their roller skating party this Sat- 
urday. The leaders, Ruth Ann 
Carol Shields and Peggy 
have made other entertainment plans 
for the group that evening. 



A corporate communion will be 
Sunday at 8 a. m. at the Episcopal 
Church. Breakfast will follow Im- 
mediately. 



Hospital Receives 
New Equipment 

A new adjustable operating table 
for the College Hospital has been 
purchased recently by the Student 
Health Department. The new table 
Is suitable for any minor surgery. 

Dr. ft. It. Snook also reports that 
a new ultra-violet machine and a new 
short wave diathermy have been or- 
dered. These will greatly Increase the 
efficiency of the physiotherapy divi- 
sion which is one of the most Impor- 
tant in the department. 

The new equipment has been pur- 
chased with money left over from 
local donations. 
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James Michael Green received his I 
wings as aerial navigator February 
10 In a ceremony at the San Marcos | 
Army Air Field at San Marcos, Texas. 
As a graduate of the navigation school 
he received a second lieutenant's com- 
mission. Lieutenant Green graduated 
in 1943 from Kansas State College 
with a degree In Architectural Engi- 
neering. . 



Now serving with the Army Air 
Forces In India is Lt. Henry Wm. 
Wieners, f. ■. Lieutenant Wlchers is 
a photo interpreter with the Eighth 
Photo Reconnaissance Group. 



A letter from Sgt. John W. Fried- 
line, Ch. E. '40. says he Is now In 
school at the Base Weather Station 
at Maxwell Field, Ala. 



Marjorle Sanders, stationed at the 
Naval Hospital at Portsmouth, N. H., 
as an instructor in the use of X-ray, 
has been promoted to the rank of full 
lieutenant in the WAVES. Lieutenant 
Sanders graduated from Kansas State 
In 1930 and later was technician In 
the office of the late Dr. L. E. McFar- 
lane in Manhattan. 



Capt. De Vere Kay, Industrial 
journalism graduate In 1936, was re- 
cently released from the army and is 
now employed as director of tbe Civil 
Service in Topeka. 



Force In Europe now holds not only 
the Air Medal and ten Oak Leaf Clus- 
ters, but a recently awarded Dis- 
tinguished Flying Cross, tbe highest 
air corps award. Captain Piatt, Arch. 
'39, was awarded the DFC on the 
basis of leadership displayed on three 
missions during which severe enemy 
action was encountered. Including 
both ground action and enemy fight- 
ers. He served overseas approximate- 
ly a year, flying- a P38 fighter plane. 
He Is credited with one Natl lighter 
definitely 
ables. 



Letters addressed A. P. O. 
Francisco, eventually reach Lt. John 
R. McClung In New Guinea, where he 
is in charge of a signal corps unit. 



The Silver Star was awarded to 
Capt. Richard S. Haggman for "gal- 
lantry in action" while serving -with 
the 95th Infantry Division in Ger- 
many. Captain Haggman graduated 
in 1936 in Industrial Journalism. He 
Is now hospitalized somewhere In 
France, 



Ilene Kennedy, chairman of the 

missionary committee, will lead the 

BYF service Sunday evening at the 
Baptist Church. 



Current news flashes and a chapter 
from Kerby Page's book "Living 
Creatively" are being reviewed by 
Sigma Eta Chi girls at their meetings. 



Newman Club was represented at 
tbe Kansas State Sodality Union Col- 
lege Parley held In Atchison Sunday 
by Peggy Phelan, president of the 
Catholic organisation, Patty Payer, 
secretary, Fred Parrls, Instructor In 
the journalism department, Marion 
Buckley, research assistant In milling 
industry, and the Beverend Ronald 
Bchott, religious advisor of the group. 

"The Family — Forever and Al- 
ways" was the subject of the discus- 
sion. Tbe next K. B. B. U. meeting 
will be May 5 at Kansas City, Mo. 



Fund For Internees 

Congregational students at Kansas 
State are being asked to observe Lent 
this year by participating In a special 
nationwide drive. Funds will be used 
so that refugee Christian students In- 
terned In Switzerland may return to 
school. 

The drive here was opened this 
week when a student committee 
under the chairmanship of Julia 
Munger sent out a letter to Congrega,- 
tfonal students. 

Switzerland has become the refuge 
for thousands of European students. 
To maintain neutrality the Swiss have 
been forced to Intern them, however. 
If sufficient funds can be raised 
through this drive to furnish food 
and maintenance for the students they 
will be allowed to enter Swiss schools. 



house. 

'The Alpha Delta Pi's threw a west- 
ern style party Saturday night. We 
wouldn't any that they had a hard 
time getting dates, but we thought 
they were going too far when they 
hired a plane, to fly over Fort Riley 
and drop invitations. P. S. They were 
just recruiting horses from the CRTC 
to lend an atmosphere to their party. 

lt is rumored that Hal (if I could 
just gel my bands on that ref ) Hogue 
has sent In tor Charles Atlas free 90 
day trial offer of Dynamio Tension. 
It seems thai muscles may be a bit 
more persuasive than words. 

Max (when I grow up, 1 want to 
dress like Hal Hogue)- Harvey Is cur- 
rently campaigning for "College Joe" 



Pre-Meds . . . 



All Pre-Med 
asked to make application for 
medical aptitude teats In Dean 
Bnbcock'rt office aa soon aa pos- 
sible. This teat la required of all 
Pre-Med s tn dents 
rag medical echool. 



Lt. Robert Arthur Anderson Is re- 
ported missing In action In Germany 
since December 21. He was in an anti- 
tank company with an infantry divi- 
sion. Lieutenant Anderson graduated 
from Kansas State College last Jan- 
uary and was president of Alpha Kap- 
pa Lambda fraternity during his jun- 
ior and senior years. Commissioned at 
Fort Benning. Ga., on July 11, he was 
assigned to Camp Atterbury, Ind., 
and arrived in England early in No- 
vember. 



Engineering Heads 
Inspect Boeing Plant 

A survey bas Just been completed 
by representatives of the K-State 
School of Engineering of various 
equipment in the Boeing Plant No. 
2 in Wichita. Tbe committee, com- 
posed of W. W. Carlson, head of the 
department of shop practice; R. G. 
Kloeffler, head of the department ot 
electrical engineering; and Professor 
B. B. Brainard of the department of 
mechanical engineering checked the 
equipment which may be made avail- 
able to colleges after the war. 

The plant, which recently turned 
out Its thousandth B-29, contains a 
great variety of general and special- 
ised equipment which could be used 
in shops and engineering departments 
for both instruction and research. 

As the plant is owned by the De- 
fense Plant Corporation and operated 
by Boeing it is believed that after 
the war the government wiH release 
much of the plant's furnishings for 
use in various colleges throughout 
this area. 



Home on furlough last weekend 
was Sgt. Herbert Vanderlip, former 
student In milling, and a member ol 
Sigma Alpha Epsilon social frater- 
nity. Sergeant Vanderlip has been In 
the afmy since January, 1942, and 
Is now with an armored field artil- 
lery battalion at Camp Bowie, Texas. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

Phone 3210 105 N. Fourth 



After several months in the South 
Pacific, M T Sgt. Finley Acker of the 
V. 8. Marine Corps returned to the 
United States and is now taking of- 
ficers training at Quantlco, Vs. 



Cpt. Sidney Piatt, veteran of 60 
with the Ninth Air 



Elect Stoltenberg 

Eunice Stoltenberg was elected 
president of the Medical Technician's 
club at a meeting In Anderson Thurs- 
day night. Last year she served as 
vice-president ot the group. She suc- 
ceeds Marjorle Mclnteer as president. 

Joan Stoecker was elected vice- 
president; Pat McCrary, secretary; 
Charlotte Dorf, treasurer; and Helen 
Lawson, program chairman, 

C. A. Dorf, chemistry Instructor, is 
faculty sponsor for the club which 
was organised last year. 
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COULD YOU USE A LITTLE EXTRA 
TO HELP WITH THOSE COLLEGE 



If you have a flair for rhyme, why not turn 
lt into money by writing greeting card verse 
In your spare timer- 



It's easy to do— and fun besides— and if you 
are interested In making writing a career 
after college, it will give you Invaluable ex- 
perience In the writing field. 

p 

We will be glad to give you further details 
and suggestions If you will just drop a note 
to Miss Boyd of Hall Brothers, Inc., 2505 
Grand Avenue, Kansas City, Missouri. 
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ier Flunked Out! 



"M"0 wonder... he couldn't keep up -with his 1 
■L^ — — *- H*. A ( u dmiea kept him too busy! 




's chief trouble was button* . . . unfaithful, 



his shirts (which weren't Arrows). While other 
the midnight oil. Homer spent his 



have known about Arrow Shirts 

They're sa permanent as the fine style and fit of 
all Arrow Shirts. $2.24 up. 

Arrow Ties tool $1 and $1.50. 
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Kansas U Ekes Out 33-31 
Victory Over Wildcats 

Kansas State Wildcats lost sight of their fading hopes for the 
Big Six basketball championship as they bowed out to the Jay- 
hawkers from Kansas U. 33-31 In a basketball drama that nearly 
ended in a riot. 

In the closing seconds of the game, with K. TJ. leading 32-31 
Dick Spencer, Wildcat guard, took a pass from Atkins and sank 
a one- banded push shot from the side to put the K-Staters ahead 
was then the crowd 



Herington Tops 
Wildcats 69-64 



\ - 



33-32. It 
went mad; they rose as a body 
and rocked Nichols Gym with 
cheers that drowned out Ref- 
eree Ed Hogue's whiBtle. Hogue 
claimed that Atkins had double- 
dribbled before passing the ball 
to Spencer. This ended the 
Wildcats' hope and with only 
seconds remaining they tried 
vainly to break up the Jayhawk 
stall. 

Jayh*wk* Lead At Half 

K-Siate scored first on a tree toss 
by Dana Atkins, but the Jaytaawka 
tied tbe score In a free toss by Oordy 
Reynolds and then Jumped to an early 
7-1 lead. The clock had ticked away 
8 minutes before the unpredictable 
Wildcats scored a Held goal, Dave 
Weatherby getting loose for a set-up 
under the basket. Dave eame right 
back for a push shot and a free toss 
to cut the Jayhawkera' lead to one 
point. Owen Peck, Kansas U. center, 
showed a burst of speed and dribbled 
right through the Wildcats for a set- 
up to make the score 9-6. Dick 
Spencer got loose then for a one hand 
push to close the gap to a 9-8 lead. 
The lead-eontinued like thlB in see- 
saw fashion until a few seconds be- 
fore the halt when Peck made a re- 
bound good and Moffett and Reynolds 
added free throws to give the boys 
from Mount Oread a 19-14 advantage 
at tbe half. 

Wildcat* Tie Vp Game 

The Wildcats tied up the game as 
22 all 4 minutes after the start of 
tbe second stanza with a drive 
sparked by Jay Payton. Jay hit the 
hoop for 2 field goala, coupled with a 
free toss and push Bhot by Jack Kin- 
cheloe and a free throw by Ralph 
Stuesser. 

Kansas U. scored 3 points In the 
meantime on Helm's free toss and 
Peck's set-up. The Allen tutored boys 
continued to lead the Knorr Kids 
for the rest of the game. Tbe Jay- 
rtawfcn iPfidtrsff R-3-26, attempted to 
stall the remaining 4 minutes of tbe 
game, however Joe Rldgway, Jay 
Payton. and Dick Spencer nearly up- 
set their strategy ae they poured 6 
points through the hoop to make the 
score 32-31. In K-State's attempt to 
gain possession of the ball, Peck was 
fouled and added a free toss as the 
final gun sounded with the Jayhawk- 
ers eking out a 38-81 victory 
the K-Staters. 

Box score: 
K-State— 31 FG 

Weatherby, t 2 

Atkins, t 

Ridgway, f 

Schultz, f 

Kinchaloe, c 2 

McClaughry, c .... 

Payton, g 8 

Bell, g .» • 

Spencer, g 8 

StuesBer, g 



Double Header 
This Week-end 



Herington Air Base, paced by 
guard Floras, nipped the Knorr Kids 
Saturday night 89-64. to square tbe 
accounts with the Wildcats for the 
season. 

Joe Rldgway and Dana Atkins were 
hitting the first half and kept the 
K-Staters in the tunning. Jack Kin- 
cheloe was in form the second half 
and he scored most of his points in 
the second Btania. Ridgway tallied 12 
points. Dana Atkins scored 10, and 
Dick Spencer poured \ Held goals 
through tbe boop. 



Kappa Sigma. The first games will 
begin Tuesday. At 7 1 30 the Jr. A. V. 
si. A. will play the Delta Tau Deltas 
and the AOR'a will play the W. F. 
A. C. At 8:16 the TKE's will compete 
with the Phi Delts and the SAE's 
will play the Kappa Sign. Six men 
constitute a team. A niaU-li consists 
of winning two out of three games. 
Tbe scorer of each team should keep 
the scores on official cards to be se- 
cured In the intramural office, N107. 



VI. J. GRIFFITH 
DOWNTOWN THEATRES 



Buy War Bonds and help assure 
tbe future of the colleges. 



Kansas State's basketeers 
come up against a double head- 
er this weekend as they battle 
for undisputed fourth place in 
the Big Six conference. The 
Wildcats will travel to Lincoln, 
Neb., Saturday to engage a 
strengthened Cornhusker quin- 
tet. With a one-day rest they 
will be back at Manhattan Mon- 
day night for a game with Towa 
State in Nichols Gym. 

K-State at present shares the 
fourth slot with Missouri and enter- 
tains hopes that after this weekend 
the K-Staters will be In undisputed 
fourth. 

Nebraska, although at present In 
the conference cellar, has been near- 
Ing a comeback. The men of "Old 
MIkou" had a rough time of It in 
their last encounter with the Husk- 
erB, eking out a one point win only 
after two overtime periods. 

The Cyclones are rated a danger- 
ous foe. having whipped the Purple 
and White rather badly in an early- 
aeaBon game. 

Nebraska's five have several recent 
near-victories to their credit. The 
Iowa Cyclones emerged as winners 
over NU by a slight two points made 
in the closing seconds. Furthermore, 
Nebraska enraged the Kansas Jay- 
hawkers by handing them a 69 to 
45 setback. 

Knorrmen will need to be especial- 
ly wary of Bob Koenig, ace Husker 
long shooter, who presents a formi- 
dable offensive. Art Peterson, loom- 
ing as six feet, six Inches of center, 
will bear watching as well. 

Iowa State's threat to tbe Purple 
and White defense will be Jim Myers, \ 
star forward, who has sparked Cy- 
clone games all season. 



Intramural 



I. 



The men's intramural table tennis 
Bingles were played Hp to the final a 
last time, and the finals will be played 
next Thursday evening at 7:30. Wal- 
lace Lee Anthony and Ttosencro Cor- 
dero, Juniors in Veterinary Medicine 
will play the final game. Doubles will 
also be played at this game. 

The men's Intramural volleyball 
schedule has been made for 194 5. 
Eight organizations are participating: 
The teams listed are Dplta Tau Delta, 
Jr. A. V. M. A., Tau Kappa Epailon, 
Phi Delta Theta. Alpha Gamma Rho, 
W. F. A. C, Sigma Alpha Epsllon and 
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There are eight different dialects 
spoken in China. Chinese from Shang- 
hai can not he understood by one 

from Canton. 



CLASSIFIED 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380. 



Collegian Advertising Pays. Try it. 



QUICK REPAIRING 
SERVICE 

Free Estimates 
Satisfaction Assured 

Crystals 



BRADSTREET 



KODAK 
FINISHING 




HOUQWaY 4 BUM 



KANSAS STATE 



vs. 



IOWA STATE 

Monday Night-7:3o-Februaiy 26 
Nichols Gymnasium 



General Admission 65c 



Activity Books 



BREWER 

MOTOR CO. 



PHONE 4444 

EVERY SERVICE 



I %J TMATR* 



: 2:80 . 7:00 - B-.OO 



DAY 



TOPJI 
WEEK 



STARTING 

FOR ONE 
Bob Hope Starrlnc 

"THE PRINCESS 

AND THE PIRATE" 

Walter 

NOTE — Sorry, but for this picture 
passes will not be honored, 
Thursday, Friday, Saturday. 



WAREHAM 



NOW SHOWING 




George didn't 
go out on a Limb. 

He took the whole tree. 

And there 1b no need for 
you to go out on a limb if 
you want a Spring BUlt or 
topcoat that is tailored to 
perfection, sprouts the lat- 
est patterns and flta you 



We have them for shorties, 
longles and those with 



127.60 to 145.00 
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STATE 



FRI. - SAT. 



SmEev Goes Into Action! 




PLUS 



"Adventures of Kitty O'Day" 



— SUN. - MON. - TUBS. — 



Crested Fraternity Stationery 

NEW SHIPMENT 

V-MAIL STATIONERY 
Write to Him Today 

The College Book Store 




ALHO 



"Stagecoach" 



The 



CARLTON 




— TOMORROW • HAT. — 



BR CO BKX NET 



KKIK ROLF 

"U-BOAT PRISONER" 



2ND — FEATURE — 2ND 



ROY ROOKRfl SIM 

"HANDS ACROSS 

THE BORDER" 



Days Starting Sunday— 



^COLLEGE T 

421 ft HrtHHATfAM AVL ^^^*^^3t. 
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KANSAS STATE 



SOCIETY 



Elections sad Initiation* seem 
to be In season at the present 
writing of the column. 

Marilyn MalvlMll, Delta Del- 
ta Delta, passed chocolates Sun- 
day announcing her engage- 
ment to Marvin Shrout, S 1/c of 
Anderson, HI., now stationed at 
San Diego, Calif. 

Chl Om«*a Initiated the following 
members Saturday and Sunday: Pa- 
tricia Beck. Marjorle Caldwell, Mona 
Evans, Phyllis Evans, Patricia Pair- 
man, Jean Hanley. Joan Dykeman, 
Ivy Hue Dickson, Virginia Lee Epp, 
Millie Hetw, Betty Hoftan. Genie 
Martin. Peggy Osterhout, Roberta 
Relnbardt. Pat Roth, Shirley Warner. 
Rebecca Tice, Viola I'nruh. and Max- 
lne Ylander. 

Helm's Kabana rwlvwl iw« re- 
cently announcing; the marriage of 
Betty I-arson, f, a. to Harold John- 
son, '43. Mr. Johnson is now the 
county agent for Clay county. 

Kappa Higmn Initiate! the follow 
Ing members Sunday: Jack Klncheloe, 
Don Ransom, Cole Smith, Ralph 
Schreiber, Dick Htorkman, and Ray- 
mond Steinbacher. 

Phi Delta and Big Alpha entertained 
Saturday night with a "Come As You 
Are" houseparty from 9 to 18 at 608 



on her left hand a diamond ring from 
Aviation Cadet Duane Burnett, 
stationed at St. Angelo. Texas. 

Delia Delta Delta's newewt 
is Pat Murphy of Dodge City. 

Cltarlene Ixwitlinn. Alpha XI, 
married Tuesday to Lt. fjg> Joe 
Schmidt, f. a. '43 of the Naval Air 
Corps. 

Jo Ann Harjung In wearing the en- 
gagement ring of First Lt. Ray N. 
Edwards. Lieutenant Edwards was a 
sophomore on the campus when he 
enlisted In the Army Air Corps two 
years ago. Jo Ann will graduate In 
MAT. - 



-College Calendar- 



Thursday, Fen. 28 



101, 

A: SO to 0:310 p. m. 
Clovia Hoar Dance, 

f to S p. m, 
Purple Popsters Initiation, Nichols 

90S, 7 to p. m. 
Administrative Meeting, Kedzle 

102, 8 to 10 p. m. 
Fai-O-M It- Buffet Supper, SS4 North 
, 6: Id to 8 p. m. 



Marjorle Mr Col loin, "44, sent choco- 
lates to Clovia Friday announcing 
her engagement to 8/Sgt. E. J. Rose, 

New Initiate* of Alpha fiamma Rho 
are: James Burr. Werner Wetseth, 
Ben Hebert, Clarence Hardin, Teddy 
Ratcliff. Harold Carroll, Robert 
King, Robert Brown, and Harold Ki- 
nard. 

Van Zlle Hall's new officers for the 
second semester are: Annie Gardner, 
president; Marian Ober, vice-presi- 
dent; Dorothy Straubinger, secretary- 
treasurer; Jody Hahn, reporter; 
Charlotte Lambert, songleader; and 
Nadlne Lowrey and Doris Fieser, In- 
tramural co-chairmen. 

Clovia had an hour dance with the 
Alpha Gamma Rhos as guests Thurs- 
day night from 7 to 8 p. m. 

Ralph Alter In the new president 
of Kappa Sigma. Other officers elect- 
ed were, John Fenyk, vice-president; 
Clayton Knappenberger, master of 
ceremonies; Dale Crawford, secre- 
tary; and Don Ransom, treasurer. 

Ketm's Habit na recently elected the 
following new officers: Merllne Nut- 
ter, president; Mary Ann Scbaeffer, 
vice president; Norma Gere, secre- 
tary: Georganne Fowler, treasurer; 
Ruth Maechtlen, songleader; Dolores 
Wright, reporter; and Marie Rock, 
sports chairman. 

Paulino Bunting Is the new presi- 
dent of Chatterbox and Dorothy Mc- 
George is the new secretary. 

Moore th 1 Merrier new officers for 
the second semester are Alta Mae Mc- 
Claren, president, Dorothy Lowman, 
vice president, 

PhylllN Taylor In Hip new president 
of Maison-elle. Iris Baker is vice-pres- 
ident; and Marjorle Bunge la secre- 
tary-treasurer. 

Mary Margaret Bishop and Lt, 
Jnmea M. Green were married Janu- 
ary 13 at the Church of St. Joseph In 
Harvard, Neb, Both bride and groom 
are graduate of Kansas State, Lieu- 
tenant Green was a member of Delta 
Tau Delta fraternity. 

Im Kiel received chocolate* from 
Frances McFadden at a Valentine 
Dinner last Wednesday aa she placed 



Kansas Publication 
Features Van Zi 

Van Zlle Hail will be featured in 
the April 7th issue ot the Kansas 
Farmer. Miss Florence McKinney, 
women's editor of the publication, 
visited the residence ball last week 
and discussed the plan with Dean 
Helen Moore and Director Dorothy 
Hamer. 

A preliminary contest is being held 
In which twelve Van Zlle girls are 
submitting stories. The best one will 
be chosen by Hiss McKinney and pub- 
lished. Prizes shall bo awarded for 
the two outstanding papers. 

Eight pictures portraying various 
phases of life at Van Zile Hall were 
taken by Mr. Hanna Monday after- 
noon. The girls living at this hall 
will receive complimentary copies of 
this issue. 



Students Present 
Third Recital 

The third in the series of student 
recitals presented by the department 
of Music was given Tuesday In the 
College Auditorium. 

The program Included the follow- 
ing piano solos: Valse, Op. 34, No. 2, 
played by Maxlne El ling; Polonaise 
in E Minor, Nancy Patterson; Inter- 
mezzo, Op. 76 No. 7, Mary Beth 
Jones; Polonaise In E Minor, Darlene 
Conrad; Second Ballade, Op. 38, Cor- 
rlne Holm. 

Vocal solos were: On Wings of Mu- 
sic and The Maiden's Wish, Norene 
Francis: Florlan's Song and Snow 
Flakes, Inea Strutt; and Morning, 
Christine Budden. 

Three violin solos were given. They 
were The Son of Puszta, Eulalla Ralls- 
back; Liebes trend, Nannette Martin; 
and Scottish Lullaby, Margery Dunne. 



Friday, Feb. 28 



4 to ft p. m . 
High School Debate Tournament, 
Education 201, 202, 203, 204, 
and son, 7 to 10:80 p. m. 
Christian World Forum 
Student 

10 a, m. 
Junior and 

Asuembly. 2 p. m. 
Faculty Student 

tlon Center, 4 p. m. 

Sat unlay, Feb. 24 

YM-VW Dance, Recreation Center, 

8:80 to 11 :30 p. m. 
Wrangler* Meeting, Thompson 10ft, 

7:80 toll p, in. 
High School Debate 

Education 201, 202, 203. 
and 200, 8 a. m. to ft p. m. 
Tnu Kappn Kpailon House I Arty, 

Chapter House, O to 12 p. m. 
Christian World Forum 

Psychology and Education Glass- 
es, Education 204, N a. mi. 
" Clauses, West Ag 



Church, 11a.m. 
student Mans Meeting, Firs* 
Presbyterian Church, (p.m. 
Meeting of Churches, 
Methodist Church, 7:48 

p. m. 
Monday, Feb. 2« 



Nichols Gym, 7:80 p. in. 
YWCA Cabinet Meeting, Calvin 

107, 7:1ft to 8:1ft p. m. 
Grcheala, Nichols 1, 7 to 0:8O p. in. 
Music Department Ensemble, Au- 
ditorium, 7:80 to 0:30 p. m. 
YWCA Leadership Council, Calvin 
* 101, 8:1ft to 0:80 p. m. 

Tuesday, Feb. 27 

7:10 to lO 
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.1 to p. m. 



Col- 



12 



lefre 

Sunday, Feb. 25 

Chl Omega Faculty Ten, Chapter 

House, 8 to ft p. m. 
Christian World Forum 

Java Club, ISO, » a. in. 



In 194,2 more than 24,000 garments 
were completed by Kansas 4-H Club 
girls. That's a lot of stitching, glrhi. 



Fresh Vegetables and Meats 

BOTTGERS 

AgglevUIe 







OUAltTY SfKVtCl ffilfC 



Downtown and Aggievllle 



• feature 
the unusual 

Jewelry Exquisitely Set 

EARRINGS 

Topaz 



Aquamarine 



PAUL DOOLEY 

JEWELER 

AjtgieviJIr 



JOHNSON'S 

for 

Good Food 



WOOL JERSEY 

Pullover Blouses 

in Gay Colors 



to 



Dress Up Your Skirts 
"Tor 
SPRING 

$5.00 




If you're late 
the bus is late 
and 

if the bus is late 
you're late 



Calvin Hall Kitchens Redecorated 

Foods laboratories and kitchens in 
Calvin Hall have been remodeled, 
painted, and new pieces of equipment 
have been Installed. 

Color schemes suggest such names 
as, The Sunshine Kitchen, for the 
yellow and green room and a red, 
white, and blue Victory Kitchen. At 
the south end of the hall a large 
modern ice refrigerator has replaced 
the old one. 



Two art idee based on research 

done in the Department of Food Boo-*" 
no inics and Nutrition appeared In 
January issues of scientific 
"The Thiamin and Riboflavin < 
of tbe Grain and Flour of Certain 
Varieties of Kansas-grown Wheat," by 
Doris Whitney, Helen Herren, and 
Beulah D. Westerman appeared la 
Cereal Chemistry. 

The January Issue of The Journal 
of Nutrition Included an article by 
Dr. Beulah D. Westerman and E. H. 
Bayfield entitled. "Enriched Morris 
Type and Whole Wheat Flour aa 
Sources of the B-Complei Vitamins." 



Framingham State Teachers' Col- 
lege In Massachusetts set its goal at 

15,000 in War Bonds and Stamps for 
the entire school year and turned 
In nearly $6,500 by tbe end of the 
6th War 




In absolute darkness a cat can 
no better than a human being. 



FLOWERS 
For All Occasions 
Martin's Flowers and Gifts 



A Gift 

She'll Treasure 

An Amethyst 

Beautifully Set 

A Birthstone Ring for 
February 

REED'S 

TIME SHOP 



iner stationery 

Do you take pride in your correspondence? 

Whiting's Woven Linen 

will please the most fastidious 

Abo — various tints tnd sizes in 
EATON'S- WHITE and WYCKOFF -WHITING'S 

CO-OP BOOK STORE 

E uter Cards Now On DUplay 



College City 
Bus 



Wall'd Toe Spec's in 
NAVY BLUE 

Fashion turns a clever trick 
and dresses up the 
Beloved Spec's 




Ward Keller Store Shoe Dept. 



FOR EVERY OCCASION 
GIVE 




Select from our large stock 
CUT FLOWERS « PLANTS » CORSAGES 

Manhattan Floral Company 

■lfth DUI Utt 



"INCOGNITO" 



Mystery 
Suspense 
jjraxna 

WHO IS CHARLES LOCKE? 

Identity revealed— March 2-3, 8:00 p. m.— College Auditorium 

Activity Books for Tickets Box Office Open Soon 

Kansas State Players 



— 
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Cross Drive 
Opens Monday 

The Red Cross campus drive for 
Kansas State College will open Mon- 
day and continue through Saturday. 
Prix, Junior women's honorary or- 
ganization, is sponsoring the campus 
drive under the direction of Jean 



Mrs. Kathleen Schmltt and Prof. 
A. L. Pugsley are the (acuity advisors 
for the student committees. The fol- 
lowing Prix members are serving on 
committees: publicity committee, 
Dorothy Cochran, chairman, and Vir- 
ginia Stoecker; booth committee, 
Rachel Oossard. chairman, Eunice 
Stoltenberg, Jean 3elby, and Jean 
Kays; committee in charge of solici- 
tation, Hope Watts, chairman, Mary 
Louts* Markley, Ella Mae Stlnson and 
Alberta Stuewe. / 

Students were asked to contribute 
as individuals, but organisation* were 
urged by the drive chairmen to con- 
tribute from group funds. Red Cross 
individual membership cards and 
stickers will be sent to students who 
contribute $1 of more. 

Miss Adlyne Moeller, who Just re- 
turned from work with the Red Cross 
in India, told of her experiences in 
foreign service at the meeting of all 
organisation presidents yesterday. 
Miss Hope Watts, junior In home eco- 
nomics, gave instructions to the presi- 
dents, who will solicit students 
through their organizations. Materi- 
als and Instructions for the Red Cross 
drive will be mailed to the presidents 
by the end of this week. Ella Mae 
Stinaon, Junior In business adminis- 
tration, explained how the contribu- 
tions could be turned in. 

There will be a booth in Anderson 
Hall where students may contribute. 
Various campus organisations have 
been asked to help with the booth. 

After the presidents have completed 
the canvass of organizations, they may 
turn in their money and receipts to 
Hchmitt in Anderson Hall, room 
118B. All groups were urged to com- 
plete drives as early in the week as 



First YW-YM Forum 
Monday Afternoon 

Leslie O'Rear. organiser of the 
United Packing House Workers and 
member of the CIO, will speak on 
"Organized Labor's Postwar Plans" 
at the first of a aeries ol YW-YM 
forums in Recreation Center Monday 
from 4 to 5 p. m. 

Dr. Mabel Smythe. Negro member 
of the economics department of Lin- 
coln University at Jefferson City, Mo., 
will speak at the second forum Mon- 
day, March 12. Dr. Smytbe's subject 
will be "Woman'B Place in Industry." 
This meeting also will be held In 
Recreation Center at 4 p. m. 

At the March 19 forum the subject 
will concern the place of returning 
service men. The speaker will be an- 
nounced later. 

A student-faculty panel will be held 
March 26. The employment situa- 
tion will be the topic. 

Dick Olson and Miriam Orixeell are 
the leaders In charge of forum ar- 
rangements. Other members of the 
committee are Dorothy Cochran, Joy 
Talbot, Shirley (Mian, Phyllis Hlck- 
ney, Dorothy Ruckel, Wllma Vance, 
Ethel Wilson. 



r Incognito" Cast 




KS Players 
Present Play • 
This Week-end 

Final rehearsals for the three-act 
mystery drama "Incognito" are In 
progress for its presentation by the 
Kansas State Players at 8: 15 p. m. 
In the College Auditorium tomorrow 
and Saturday. 

Tickets are on reserve in the Audi- 
torium, every day from 3 to 8 p. m. 
All seats are reserved for the per- 
formances and students are advised 
to reserve their seats early. 

Pauline Flook la assistant to the 
director, Karl O. Hoover, and Dean 
Tlemaun serves as stage manager and 
director of lighting. 

Working on "props' ' are Doris 
Marshall, Barbara Bross, and Marlyn 
Hurd who acts as head uataer as well. 
Margaret Ann Cadwell j B in charge 
of the costumes and Larry Jordan of 
make-up. Working on the stage crew 
are Carolyn Perkins, Betty Stark, 
Mary Ruth Bentley, Janie Hackney, 
Catherine Bo wen, Margaret Petrle, 
Elaine Earhart, By Cohen, Arthur 
Allmon, and Charlotte Dorf. 



College An 
g; eeco 

1, Lou Jean Fletcher; 



will present "Incognito," „ g-nct melodrama, March 3 and 8 In the 
left to right: back row, Georgian* Karon, Craig Bracken, Bob Kitchen - 
mvr, Roy Drown, Kay Uould; third row, Roberta Ince, Rosemary En- 
row, Ruby Wilson, Shirley Cray anil Betty Carr. 



Field House Bill 
To Governor 

The bill containing the appropria- 
tion for the Kansaa State field house 
and gymnasium bas been passed by 
the State Senate and House of Repre- 
sentatives and now awaits the Gov- 
ernor's signature. 

Kansas State will receive 1826,000 
for the field house, gymnasium and 
a small animal research laboratory. 
The Aeld house and gymnasium wilt 
cost $760,000 and $75,000 will be 
aafietr to a" former appropriation to 
construct the $125,000 small animal 
research laboratory. 

Modern In all respects, the plans 
for the four story cut-stone field house 
and men's gymnasium contain a 
basketball court and seating space 
for K-State fansi In the wing housing 
the men's gym, a swimming pool 42 
by 75 feet, fencing area, apace con- 
taining equipment, and offices are In- 
cluded. 

Dr. J. E. Ackert, Dean of Graduate 
Study, describes the planned small 
animal research laboratory as one of 
the finest In the country. This build- 
ing to be located near the veterinary 
hospital will be three stories of cut 
stone. Built for the Kansas Agricul- 
tural Experiment Station, research in 
five fields will be carried on In this 
building under the direction of Dean 
L. E. Call, director of the experiment 
station. 



K-State Receives 
Citizenship Fund 

The William Volker Charities Fund 
baa selected Kansas State College as 
one of the educational laboratories 
to teach better citizenship to Ameri- 
cans and to create a more active in- 
terest in preserving democracy, 

Harold W. Luhnow, one of the 
three trustees for the William Volker 
Charities Fund, states that the prin- 
cipal goal of this fund is to train 
teachers to teach citizenship more ef- 
fectively and appeallngly. To obtain 
this goal, the Volker fund has en- 
dowed Kansas State with $46,000 a 
year for five years, 

Mr. Luhnow stated frankly that 
the purpose of the Volker fund in giv- 
ing money for the teaching of what 
dera "citizenship for de- 
la not to aid colleges. It Is 
to train more conscientious American 
citizens with a higher sense of duty 
to democracy. 

The Volker fund is pledging $800,- 
000 to further this 



Artist Series 
Presents Soprano 

Marie Wilkins, soprano of the Met- 
ropolitan Opera Association, will ap- 
pear March 16 at the College Audi- 
torium as the Becond presentation of 
the Artist Series. 

Petite coloratura soprano, Mrs. 
Wilkins was asked to substitute for 
Lily Pons In "Lakme" In November, 
1942. The result was a sensational 
success, and an immediate contract 
with the Metropolitan. Besides her 
opera appearances, Mrs. Wilkins has 
been extensively heard In concert and 
recital. 

Mrs. Wilkins' husband is Prof. 
Joseph F. Wilkins. head of the De- 
partment of Voice at the University 
of Kansas. Mrs. Wilkins grew up in 
Ithaca, N. Y,, and has studied in 
Paris with Mme. Malnory-Marseillac, 
and in Italy with Maestro Cataldi. 

Mail orders, beginning March 1, 
may be sent to Miss Emma Hyde of 
the mathematics department. Adult 
tickets are $1.75 and 12.50, and stu- 
dent tickets are $1.26, tax included. 
The box office will be open March 13. 
14, and 15 from 2 to e p. m. 



Today's Short Skirts 
Termed Risque in 9 27 

Today the K-State co-ed thinks 
nothing of going to classes with bare 
knees and short skirts, but there are 
probably a few faculty members who 
remember the "defeat of the knees" 
'way back in 1927. 

Wouldn't today's bobt>/-soxed co- 
ed laugh if next wppVs Collegian 
WBre to print in glaring headlines, 
"Bare Knees Routed at Co-ed Col- 
lege?" This same -headline appeared 
In the Chicago Herald Examiner on 
April 2, 1927. 

The 1927 Royal Purple records that 
sorority women of that year were 
called to a meeting and advised that 
the shortness of skirts made It Im- 
perative for the modern young wo- 
man to wear bloomers which reached 
to the tops of her long stockings. 

An edict was laid down which 
stated that no woman student could 
attend a dance until attired In this 
manner. This action was taken when 
it was discovered one night at a fra- 
ternity dance that the girls were 
checking their bloomers with their 
wraps. The display of a bare knee 
or a few inches of bare leg meant 
that the co-ed must leave the dance 
and even faced the possibility ol 
being barred from all College dances. 

The Herald Examiner account of 
the Issue stated that 'Manhattan dry 
goods stores report a decidedly In- ! 
creased sale of bloomers, one store 
declaring that it whs sold out of cer- 
tain greatly desired colors. They have 
rushed an order for more In order 
to keep up with the heightened de- 
mand.' _ 

So it was that the "risque" co-ed 
of 1927 did her part in letting the 
world know what went on inside these 
ivy walls! 



Moggie 

Mauri ne Pence, president of Am- 
Istad, announced that Maurice C. 
Moggie will speak Wednesday at 7:30 
In Calvin Lounge on the subject, "The 
Reasons for Changes In the Curric- 
ulum." 

The program which was announced 
for February 21 was 
cause of the weather. 



All of the major buildings on the 
campus are of native limestone, some 
of which was quarried on the Col- 
lege property. 



Aptitude Tests . . . 

College frewliiiien and transfer 
student* who liave not yet taken 
the College aptitude teats will 
have nn opportunity to snake up 
this deficiency on the evenings 




be given In 
Mil- from 7 to 10:80 o'clock. 
Kara student should report both 
evening* for these tests, bring- 
ing two sharpened number two 
lead pencils. All other materials 
will be furniHhod by the College. 
In order to be eligible for ad- 
vancement In college standing, 
It Is necessary 'bat a student's 
aptitude test record be complete. 

Students whose test records 
am not complete will receive 
notices from their (leans. Any 
of huHi a notice who 
that he lias taken all 
the tests Is anked to come to the 
Psychology Office, Room mi. 
■education Hall, nome afternoon 
between 2 and rs 1 
bis 



Forum Series 
Ended Sunday 

Unless America challenges Its 
youth with a cause even greater than 
the present International conflict, 
American youth will turn to tome 
idea or pagan loyalty other than 
Christianity, Dr. Leslie Ray Maraton, 
bishop of the Free Methodist Church, 
declared Friday morning In address- 
ing the opening eessfou ot the World 
Christian Forum on the Kansas State 
campus. Dr. Maraton, a recognized 
authority in tho field of psychology, 
also Is executive secretary of the child 
development committee of the Nation- 
al Research Council. 

Dr. Marston pointed out that In 
the 19th century a new morality 
sprang up which asserts the essential 
Tightness of human nature. Doctrine 
standards have been leveled and pat- 
terns blurrpd. The fading of con- 
sciousness of sin has brought about 
the prevalence of sin, Dr. Marston 
said. 

i, "Our forefathers sinned as much or 
more than the present generation but 
with a consciousness of sin. Too gen- 
erally what we mil sin Is Indulged In 
without qualms. With so many, sin 
Is the ordinary course of everyday 
life," the speaker stated. 

Youth is idealistic and searches a 
cause. Hitler. Raid Dr. Marston, cap- 
italized upon ill'- idealism of German 
youth. He has given It a cause. Ameri- 
ca should challenge its youth with a 
yoke through Christ, believes Dr. 
Marston. There must be a consecra- 
tion of youth to Christ and a yokeship 
to him. Nothing more than personal 
dedication to Christ can save today's 
youth from paganism and the next 
generation Trom savagery, he con- 
cluded. 

Friday afternoon Dr. Marston ad- 
dressed a Joint Junior and senior high 
school assembly program and partici- 
pated In a fai ulty-student panel on 
counselling at the College. He spoke 
to psychology, education and sociology 
classes Saturday morning. At a fac- 
ulty-student luncheon Saturday noon 
Dr. Marston talked informally on cur- 
rent religious trends and the scientific 
religious approach to youth. 

He was a guest of the Manhattan 
USO Java Club Sunday morning and 
spoke at the morning church service 
at the Free Methodist Church. At 
the student mass meeting Sunday eve- 
ning he addressed the group on "Re- 
ligion In the War." Dr. Marston's 
flnal World Forum talk was given at 
a union meeting of churches Sunday 
night when he discussed "Who Is My 
Ncighbori". 



Hospitality Day 
To Be April 20 

"Looking to the Future" la the 
theme chosen for the 16th annual 
Hospitality Day, which this year will 
be limited to a one-day event on April 
20. Travel restrictions have caused 
the home economics students to direct 
the annual open house toward local 
and College persons instead of the 
many high school groups over the 
state which usually attend Hospital- 
ity Day. 

Plans are being made for a recep- 
tion, an assembly and the usual Hos- 
pitality Hop, in addition to exhibits, 
Jean Peck of Arkansas City, general 
chairman, has announced. This year 
the various departments of the School 



\'a 

Mrs. Lucile Hunt, professor of home 
economics education, discussed high 
school home economics clubs at the 
meeting of Omlcron Nu, honorary 
home economics organization, Tues- 
day night at the home of Dr. Martha 
Pittman. Miss Eunice Nlblo la presi- 
dent and Miss Alpha Latxke, cloth- 
ing professor, is sponsor of the Kan- 
sas State chapter of this national or- 
ganization. 



on single exhibits rather than several 
for each department. As In former 
years there will be oxhlbits In both 
Calvin and Anderson Halls. 

Exhibits will cover the fields of 
clothing, food research, nutrition, 
nursing and child welfare, and art, 
while various phases or education. 
Journalism and household economics 
will be incorporated into each dis- 
play. 



Russell High School 
Debate Meet 



Trophies for first and second pla 
In the State High School Debate 
Tournament for Class B schools in 
Kansas went to liussell and Abilene 
High Schools, respectively. The tour- 
nament t ook plaer. on the College cam- 
pus lasl Friday mid Saturday. 

Students d elm ted the question 
"Resolved that the Voting Age Should 
Be Reduced to Eighteen Years." Of 
the 20 debates which took place the 
Judges awarded 10 to the affirmative 
nnd 10 to the negative. There were 11 
split decisions. Manhattan business 
and professional people and members 
of the College faculty judged tho de- 
bates. 

Miss Ada Mac (iresslnger coached 
tho Russell high team while Harold 
Larson was coach for the Abilene 
team. Other high schools which par- 
ticipated in the event were Effing- 
ham. Stafford and Washington R ural 
Higb School of Bethel. 

The Department of Speech, headed 
by Dr. H. T. Hill, served as 
ters for the tournament. 



Home F> Secretary Here 
Miss Gladys Wycoff, field secretary 
of the American Home Economics 
Association and former member of 
the home economics faculty here, will 
be on the campus today. Plans are 
being made for a tea to be held In 
her honor In Calvin Lounge from 4 
to 6:30 this afternoon. Home Eco- 
nomics club officers, seniors, and fac- 
ulty of the school are invited to at- 



Camp Shows . 



to be given 
at Ft, Riley and the Whiter Gen- 
eral Hospital in Topelca who did 
not try oat should contact Han- 
nah Bacon or leave I 
the YWCA office. 
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KS Needs Honor Roll 
For Men In Service 

Every week this paper T>ub- 
llshes Bars and Stripes telling 
of K-Staters in the service and 
almost every week this paper 
publishes a story of some for- 
mer Kansas State student or 
graduate who has given his life 
in World War II. You read 
these stories — feel a bit sorry, 
perhaps— and then go on your 

<aj. We're hoping that you wilt want 
to do mora than that— that you will 
want in tone way to show your ap- 
preciation to all K-State men in the 
service. We're hoping that you will 
want them to realize that you under- 
stand they are flghtim; for freedom 
and democracy — that they fight in 
order that colleges like Kansas State 
can continue to exist. 



have give* UiHr liven in Hit* 
war, and also a permanent honor 
roll for thoee who have nerved In 
any branch of the untied force*. 
It seewn* to be the leaat we can 
do to let them know that we are 
proud of them — nrourt to 



We've teen many a servicemen on 
leave straining hard an he looks for 
the familiar name of a K-3tate friend 
on the Incomplete list or men in the 
service In Recreation Center. We 
aren't tearing down the noble effort 
of the lilt in Recreation Center, but 
we're affirming the rani that K-State 
men In the service should be recog- 
nized, honored and praised with some- 
thing lasting — a permanent honor 
roll by which we can show them our 
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"Our Chosen Way In China" Is the 
theme for Sunday evening fellowship 
at the Christian Church. Marvin Nor- 
by is vesper leader and Vala Don 
Davis is the forum leader. 



"Kid Kapers" Is the I heme for the 
Saturday Niters next Saturday at 8 
p. m. Leaders are Rosemary Bole, 
Merle Eyeatone and Freda Peck. 

The Fellowship Hour Is at G p. m. on 
Sunday with Margaret Mustard and 
Marjorle Knott man as leaders. Cafe- 
teria at 5:50 p. m. Is in charge of 
Elisabeth Knostman and Marjorle 
Knostman. "Personalities of the 
PaBSlon No. 1" Is the topic of discus- 
sion at the Methodist Student Move- 
ment meeting at t: 30 p. ra. The lead- 1 
er Is Hutu Eater Kimball and Janice 
Miller baa charge of devotions. 

The members of Kappa Phi are to 
be guests of tbe patronesses at a 
formal banquet at the Methodist 
Church on Tuesday at 6 p. m. The 
meal will be followed by pledging 
and initiation, • 



The Newman Club will meet Sun- 
day after tbe 9:30 a. m. mass. 



BYF will meet at S:16 p. m. Sun- 
day at the Baptist Church. The Rev. 
0. H. Grotey Is In Ottawa this week 
attending a Christian Kmphasis Week. 

Fellowship will meet at the West- 
minster House on Sunday at S p. m. 
"Love Will Find a Way" is the theme 
with Leona Helvey as leader. Phi 
Cht Delta will have a union meeting 
with Kappa Beta next Tuesday. "Live 
In Faith" Is the theme. 



Red Cross Helps 
K-State Veterans 

To Uncle Sam's uniformed men, 
whose well-being is one of the Army's 

major concerns, the American Red 
Cross is father, mother, sister, broth- 
er, wife and friend. 

MlBa LaVelle Wood, former dieti- 
cian at Van Zile Hall, la now sta- 
tioned In Italy with a Red Cross unit. 
She has written to a friend at Kansas 
State telling how, at Tbauksglving, 
the clnb of Red Cross workers In Italy 
baked 1S.O0O Individual pumpkin 
pies lor tbe men in service. This Is 
only one Instance In which the Red 
Cross has helped to bring home closer 
to our fighting men overseas. 

Larry Nlsman and Roy Campfleld, 
both veterans of World War II who 
are now K-State students praise the 
Red Cross. Nlematt commented on the 
cigarettes provided by the Red Cross 
and the entertainment given soldiers 
In hospitals and on the fronts in vari- 
ous war theater*, Campdeld was par- 
ticularly grateful for "our Arst fresh 
water bath In 2:i days" at a Red Cross 
station at Oran. 

When Congress passed the act giv- 
ing the Red Cross, In addition to Its 
responsibilities under the Geneva 
Convention, full powers to act as the 
only American agency to serve with 
the country's armed forces, it made 
the Red Cross not only a medical re- 
lief organization hut also a non-profit 
hotel proprietor, club director, disin- 
terested banking concern and social 
service worker. The rivalry that ex- 
isted during the last war has been 
completely wiped out by uniting all 
welfare activities into one large or- 
ganisation— the Red Cross. 




Lieutenant McClung's lather writes. 
"Says he Is In the best of health- 
has a good location— having some 
sreat experiences — and is getting 
along O. K." Lieutenant McClung 
graduated in 1937 with a B. S. degree 
In commerce. 



Everything wun mi (lurk at the TKK 
lllurkout Party Saturday night that 
■aid, "You got to have a 
l to toll whiit to cut In on." 
Jill Broberg was adding to her 
wardrobe. She asked the dress store 
clerk "Have you anything shorter — 
this seems a bit too long." The amused 
store gal suggested Miss B. try the 
collar department. . . . 

Oooajratolationa go to John Kenya 
and Maxlne Crawford for having cur- 



vy 1th. their brand of affection. 

Albert (I try all the sororities) 
Van Walleghen Is still recovering 
from the strained muscles received at 
the KU basketball game. 

We'd like to know more about the 
Trl Delta newly affiliated active Shir- 
ley (Big Brown eyes) Pray. We hear 
she walked all the way home from 
the campus the other night without 
any shoes on so no one would hear 
her! Oh Brother! 

The Alpha titutuna Rhon have add- 
ed a now item to the requirement* 
for a pledge — the man must own a 
car. It Im even rumored tliat they liave 
I» slogan, "An AOR 
a carl" 



"Students' Role in Reconstruction" 
will be the subject or the address to 
be given by Miss Marjorle Hyer. 
youth secretary of the Kansas Insti- 
tute of International Relations from 
Friends University, at the annua) 
meeting for all church organizations 
for women. This year, the Phi Chi 
Delta. Presbyterian organization, will 
be the hostess for the group meeting 
in Recreation Center, Tuesday eve- 
ning at 7:30. Other churches repre- 
sented will be Christian, Methodist 
and Baptist. 

Misa Hyer is a native of Kansas 
and a graduate of Friends University. 
She has been active In the American 
Friends Service Committee, and has 
spent her summers In work camps 
throughout the country. 

Betty Jo McCauetland is In charge 
of the meeting. Edith Willis is presi- 
dent of Phi Chi Delta. The meeting Is 
open to all those on the campus In- 
terested in this problem. 



Students living In the Home Man- 
agement Houses this semester have 
changed houses this week, according 
to Miss Tessie Agan, associate pro- 
fessor of household economics. 

The five women moving Into the 
Margaret Ahlborn Lodge are Juanlta 
Hllllngton, Kvelyn Wood, Otle Cole, 
Eunice Nlblo, aud Betty Purcell, 

In Ula Dow Cottage, tbe six new 
students are Louise Parcel, Marie 
Heudershot. Virginia Krietmeyer, 
Nina Fair, Marjorle Cederberg, and 
Evelyn Manson. 

"A Message from Puerto Rico" will 
be the theme of a program tonight 
at 8 o'clock by the Cosmopolitan Club 
in Calvin Lounge. Everyone Is In- 
vited to attend. 
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Another Fleet Postmaster address, 
this time from New York, for Lt. 
Orover D. Brown. Lieutenant Brown. 
E. ft. '39. is on the U. S. S. Thornhill 
(DE 195). 



3S. is now stat 



er H. Johnson, C 
loned at the Aberj 



C, E. 
Ldeen 



Proving Grounds, Aberdeen, Md., as 
chief of the range crew section of the 
arms and ammunition division. Major 
Johnson is a graduate of Kansas State 
College and was associated with the 
Magnolia Petroleum Company before 
entering the Army. 



Word was received here recently 
of the death of Lt. Fred Jones, who 
was killed in action January 1. 1945, 
In Belgium. Lieutenant Jones attend- 
ed Kansas State College In 1940 and 
1941 as a student in Electrical Engi- 
neering. His wire, Virginia Delano 
Jones formerly attended Kansas State 
College and was a member of Alpha 
XI Delta social sorority. 



In Holland now after six weeks of 
special duty hp France is Sgt. R. C. 
Yapp, f. s. In agriculture. Sergeant 
Yapp was serving with the Signal 
Air Warning division ot General Pat- 
ton's Third Army. 



11 K-S latere Get 
La Verne Noyes 
Scholarships 

Eleven K-State students have been 
named to receive tbe LaVeme Noyes 
Scholarships for the spring semester, 
according to Prof. L. E. Conrad, 
chairman of the scholarship commit- 
tee. 

The assistance is open to anyone 
who Is a blood descendant of anyone 
who served In the Army, Navy or 
Marine Corps of the United States 
in World War I. 

All of the students this semester 
have been given the award previously, 
Dora Lee Dauma has received It six 
times, Ruth Carlson, Betty Clark, 
Delbert Clark, Adelaide Swift, and 
Anabel Wood, Ave times; Elizabeth 
Grimes and Evelyn Wood, four 
times; Betty Lou Bhaer and Mary 
Parker, two times. 

Other members ot the LaVerne 
Noyes Committee besides Professor 
Conrad are Dean L. B. Call, Dean R. 
W,' Babcock, Dean 1 Margaret M. 
Justin, and Dean R, R. Dykstra. 



Liberate Carl Rice 
From Prison Camp 

A simple 19-word telegram received 
February 23 by Miss Ada Rice, pro- 
fessor of English, brought anxious 
days of waiting for word of her 
'brother. Carl E. Rice, '97, a prisoner 
of the Japs, to an end. The telegram 
read, "Carl E. Rice, formerly of San- 
to Tomas, has been liberated by our 
invasion forces and is in good condi- 
tion." 

By return wire Miss Rice sent her 
25-word message allowed by the war 
department to Mr. Rice. Since the 
war department wire said "formerly 
of Santo Toraas." Mias Rice believes 
that her brother was moved from 
Santo Tomas by the Japanese and was 
liberated from some other camp by 
Invading Americans. Although she 
has received no direct word from Mr. 
Rice, she presumes he will return to 
the states as soon as transportation 
Is available. 

Carl Rice hue been in Luzon since 
the Spanish-American War. In 1939 
he retired as a Civil Service employee 
after 40 years of service. Since World 
War I be had been chlel buyer for 
the quartermaster corps of the United 
States Army in Manila. 



Prank Lectures to Vets 
Dr. E. R, Frank, professor in tbe 
veterinary surgery department, has 
recently returned from a trip which 
Included Lexington. Ky., and Auburn, 
Ala. He lectured and demonstrated 
before the Veterinary Association of 
Kentucky and Alabama. 



Ens. W. R. Jones, C. E. '38, has 
written faculty members of his par- 
ticipation in the invasion of the Phil- 
ippines at Lingayen Gulf. Ensign 
Jones' home is In Wichita. * 



Lt. Maynard L. 
navigator of the B-17 Flying Fortress. 
"Mugwump," has been awarded a 
third Oak Leaf Cluster to the Air 
Medal for "meritorious achievement" 
while taking part in Eighth Air Fore* 
bombing attacks on vital German In- 
dustrial targets, and on Nail mili- 
tary strong points. Lieutenant Abra- 
hams was a student at Kansas State 
College before entering the AAF In 
July, 1942. Since then, as a member 
of tbe Third Air Division, he was one 
of a group which was cited by tbe 
President for its historic Bngland-to- 
Africa shuttle bombing of Messer- 
schmltt aircraft factories at 
burg, 



Lt. Carson E. Condry, f. s. In 
mochanlcal engineering, has been as- 
signed recently to a veteran troop 
carrier group ol the Twelfth Air 
Force. For distinguished service in 
the China-Burma-India Theater of 
Operations, Lt. Condry's group has 
beeu awarded tbe War Department 
Unit Citation. His group has also giv- 
es outstanding performances In the 
invasions of North Africa. Sicily. 
Italy, and Southern France. Before 
Joining the Army Air Forces, Lieu- 
tenant Condry was employed by tbe 
Olathe, Kansas Mirror. 



Visiting the campus last week was 
Capt. Robert K. Nelson, D. V. M. '40. 
Captain Nelson, now serving in the 
Army Veterinary Corps, was on bis 
way to an Atlantic coast post, ac- 
companied by hlB wife and infant son. 



QUICK REPAIBH 
SERVICE 

Free Estimates 
Satisfaction . 
Crystals 

Bands 



BRADSTREET 

WATCHMAKER 



Justin To Chicago 
Dean Margaret M. Justin returned 
last week from Chicago where she 
represented the Association of Ameri- 
can University Women at a family 
life conference. Dr. Justin is the re- 
gional vice-president of the A. A. U, 
W. 




SAVE THE PIECES! 

Quick Repairing 
Service 




DB, E. L. ASKBEN, O. D. 

Optometric Eye Specialist 
iaao Mora 



CARDS 

Choose and Mail Yours Early 

Come in 
See Our Complete Selection 

The College Book Store 




Fighting moisture and fungus* 

communication's jungle enemies 



it dangers to military communications _ 
the twin enemies of the jungle — moisture and fungus. 
By impairing the efficient working of telephones and 
radios, they can halt vital messages as effectively at 
cutting the wires. 

The long experience of Bell Laboratories engineers 
in designing telephone equipment for use under all 
climatic conditions has helped the Signal Corps in 
counter-attacking these enemies of the jungle. 

Lessons learned in this wartime emergency will aid 
in building better communications equipment for 
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K-State's Knorr Kids Bow 
To Iowa State's Cyclones 

* 

Kansas State College Knorr Kids ran Into a title-bound Iowa 
•State Cyclone here Monday night and dropped- the deciding con- 
test 44-39 In their bid for a tie for second place in the Big Six bas- 

The Wildcats put a muffler on Jim Myers, 



Iowa State scoring leader, hold 
ing him to 7 points, but Feuer- 
bach, his running mate, slipped 
through the Wildcat defense for 
13 points to win. the honors of 
the evening. 

The Wildcats needed this win to 
preserve their- chance to tie for sec- 
ond place with Iowa State. However. 
If the K-StaterH defeat Missouri at 
Columbia Friday night and the Tigere 
turn around and win over Oklahoma 
the Aggies still will be assured of a 
first division berth and a tie with the 
Roundball Runts of Oklahoma. 

Dave Weatherby, Joe Ridgwar and 
Jack Kincheloe shared honors of the 
game with 8 points apiece. Jay Pay- 
ton, clever guard, was not far behind 
with 6 points. Dick Spencer did a 
beautiful job on defensive and setting 
up plays on offensive. 

The greatest difficulty of the eve- 
ning for the Knorr Kids was their 
inability to control the rebounds. Th is 
perhaps was the greatest factor in 
the Cyclone win. 

Wildcat* Enjoy Early Lead 

Still playing the type of ball that 
the fans like to see; the Wildcats did 



Wildcats Play 
Tigers Friday 

Coach Frits Knorr'e basketeers 
travel to Columbia, Mo., to engage 
the Missouri Tigers Friday night in 
their basket ball finale of the year. 

The squad leaves Thursday noon 
and will return to Manhattan Satur- 
day night. Coach Knorr will take his 
usual two team quintet on the trip. 
Players making the trip Include Jay 
Payton, Dick Spencer, Ralph Stuea- 
ser, and Jack Bell, guards; Jack 
Kincheloe and Larry McClaughry, 
centers; Dave Weatherby. Joe Ridg- 
way, BUI Schultz and Dana Atkins, 
forwards. 

Jay Payton, guard, and Larry Mc- 
Claughry, center, have been sick with 
the flu this week but expect to be all 
right by Friday night. The rest of 
the squad is in excellent condition to 
make the trip. 

Coach George Edwards' Tigers will 
be out to avenge the 60-29 defeat 
suffered at the hands of the Wild- 
not score for 3 minutes, but thenlcats February 5 in their first en 




Btarted at a fast pace that swept them 
into a 10-5 lead. It was here that 
the Wildcats showed their greatest 
display of power of the evening. Lit- 
tle Joe Ridgway caged 3 field goals 
in a row and tossed a pair of free 
throws, collaborating with Dana At- 
kins' one-hand push shot to bring the 
Wildcat lead up to 20-10. 

The Cyclones wailed until only 10 
mlnuleB remained of the first stanza, 
then held the Aggies scoreless for 6 
minutes and collected 16 points them- 
selves. The Bcore stood at 26-20 in 
favor of Iowa Slate before the aston- 
ished Wildcats regained conscious- 
ness and Bcored a free toss. The Lou 
Menze mentored boys continued to 
lead until the half time, and when the 
teams left the court for Intermission 
had a 29-26 advantage. 

After intermission the Wildcats cut 
loose with a flourish that nearly tied 
the count as the score stood 29-31 In 
favor of the Cyclones after 6 minutes 
of play. 

Wildcats in La«l Minute- Drive' " 

It was tough pickings for the K- 
Staters as the Cyclones hacked away 
to a 40-30 lead with only 8 minutes 
remaining In the game. K-State re- 
duced the lead to 6 points as Kinche- 
loe and Schultz added free throws and 
Spencer broke through for a set-up. 
Jim Myers then cut loose with anoth- 
er field goal to Increase their lead to 
8 again. Bill Schultz came right back 
with a beautiful set-up. Chamberlain 
of Iowa State added 2 more points to 
the Cyclone score, their last of the 
evening. The Wildcats rallied on a 
hook shot by Kincheloe and a free 
toss by Weatherby, but time ran out 
on the Knorr Kids and the game 
44-39. 



counter. Missouri has an unpredicta- 



Wallace Lee Anthony and William 
Schwartz were the winners of the 
men's Intramural table tennis doub- 
les. Rosencro Cordero and Jose Dlaa 
were the runner up team. The winner 
of the single table tennis tournament 
was Rosencro Cordero with Wallace 
Lee Anthony as runner-up. All these 
men are Juniors In veterinary medi- 
cine. 

Two new teams have been added 
to the men's Intramural volleyball 
schedule. They are the Sigma Nub 
and the House of Williams. The next 
volleyball games will be played Mon- 
day, March 5. At 7:30 the Kappa 
SIgs will meet the Jr, A. V. M. A. 
and the TKE's will play against the 
Sigma Nua. At 8: IK the Sfg Alpha 
will compete with the House of Wil- 
liams while the Phi Delta play against 
the Delta Tau Delias. The last game 
for the evening will be played at 9:00 
when the Slg Alpha meet the Sigma 
Nus. 



Elect Meenen President 
Of Orad Clnb At Party 

New officers for the Graduate Club 
elected at the graduate student party 
held Saturday night in Thompson 
Hall include F. E. Meenen. president; 
Mrs. Ernestine Veatch, vice-president; 
Roberta Shlmer, secretary-treasurer; 
and Mary Elizabeth Eagle, chairman 
of the entertainment committee. 
About 40 graduate students and their 



Football Practice 
Starts Monday 

Coach Ward Haylett reports that 
spring football pract ice will start 
Monday. This will be the first time 
that K-State has held a spring foot- 
ball practice under wartime condi- 
tions. Candidates may check out 
their equipment anytime between now 
and Monday at the stadium. 

Spring practice Is scheduled to last 
for six weeks and at the end of that 
period Coach Haylett plana to have 
an Intra -squad game. 

K -State's Purple and White grid- 
iron battlers of next fall will have 
12 returning let term en who plan to 
be here next fall. Ronnie Webater, 
Dave Weatherby and Dana Atkins, 
all 1944 lettermen are in the army 
air corpa reaerve and expect to be 
called up before the 1946 season next 
fall. The 12 returning lettermen are: 
ends, Harvey Haaa. John Ooforth; 
tackles, Dale Cowan. Robert King; 
guards, Russell Hardin. Marvin Nor- 
by, August Boglna: center, Harold 
Klnard; backs, Jay Payton, Bob 
Mooney. Max Harvey. Bill Clary. 
This should present a formidable 
squad from which Coach Haylett can 
build bis football team for next fall. 
A I bo there are nine men hi in In school 
who gained valuable experience aa 
squad memberB, but didn't make their 
letter. These are: enda, Burton 
Barnes, Howard Lellz; lack lea, Bill 
Prltcherd, Jim Harrison, Bill Schlec- 
ty; guards-, Ben Hebert, Clarence 
Deitchman; backs, Dean Hoppas, 
Stanley Heathman, 

The Purple and White Wildcats 



will be bolstered by new men who en- 
rolled this semester. Mutt Durham, 
discharged veteran, who formerly 
played tacke at Concordia College will 
strengthen the tackle positions con- 
slderably and Roy Camp Held, former 
all-state guard at Atchison, will In- 
sure Coach Haylett -plenty of guard 
strength. 



Big Six Standing* . 

W L Pts. O. P. Pet. 

U 7 2 409 326 .778 

Iowa State ........ 7 2 408 343 .778 

Oklahoma U 5 4 381 367 .666 

Kansas State .... 4 6 408 408 .444 

Missouri U 3 S 287 387 .376 

Nebraska U 1 9 407 462 .100 

Elect liAshbrook on Council 

Ralph R. Laahbrook, head of the 
Department of Industrial Journalism 
and Printing, was elected to the na- 
tional council on education for Jour- 
nalism of the American Association 
of Schools and Departments of Jour- 
nalism at the association's recent 
annual meeting in Chicago. Mr. Laah- 
brook succeeds Dean R. I. Thackrey, 
former head of the department, whose 
term on the council had expired. 
• 

- 

CLASSIFIED 

Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 8380. 

LOST—Black Parker SI fountain 
pen, gold top. Reward. Call David 
Neher 3121. 

FOR SALE — Practically new girls' 
tan Wragge suit, blue herringbone top' 
coat with liner, both aize 16. Boya' 
•lacks size 16, shoes aize 7 A A. 1721 
Anderson or phone 3-8394. 



Dr. E. B. Pauley 
Optometrist 



3110 106 N. Fourth 
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ble team this year as evidenced by I frienda attended [the party which waa 
their defeat of Iowa State. aponsored by Dean and Mrs. J. E5. 

The Wildcate need this victory to Ackert 
insure themselves of an undisputed 
fourth place. A losa for the Wildcats 
would put them in fifth place; and 
they would have to be satisfied with 
sharing the fourth place berth with 
the Tigers provided that Oklahoma 
defeats the Tigers when they play 
March 5, 



K-Staters Down 
Buskers 55-47 

Kansas State's high flying basket- 
ball quintet returned to form laat Fri- 
day night aa they downed the Corn- 
huskers of Nebraska 55 to 47 in a 
thriller that saw the Huskers In two 
last half rallies.. 

Dave Weatherby, tall Wildcat tor- 
ward, was the big gun for the K- 
Staters. httttng the b«op for 17 
points. Jay Payton continued to 
spark the team with his all around 
floor play. Bob Hahn led the Huskers 
with 18 points to walk off with 
honors. 

The Purple and White led 31 to 21 
at intermission but were threatened 
twice In the second semester by Huak- 
er drives that closed that comfortable 
10 point margin to 4 pointa. However, 
the Huskers were never able to pull 
out In front of the Wildcats, 

The game waa a rough and ragged 
affair that saw 43 peraonal fouls be- 
ing called. 



Faculty Basketball Game 
Proceeds Go To W8SF 

Arrangements have been made for 
a faculty basketball game to be held 
March 9 at Nichols Gymnasium. Line- 
ups for the two teams, composed of 
faculty members, have not been an- 
nounced yet, but it has been stated 
that President Elsenhower will be 
the referee. 

Merle Eyeutone and Charles Schwab 
are co-chairmen in charge of plans 
for the game, and publicity is being 
handled by Maurlne Pence and 
Johnny Pallett. 

Proceeds from the game will go 
to the World Student Service Fund. 
Tickets will be Bold at the door. 

. m 
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$50 REWARD 

will be given by the Sosna 
Theatre to anyone furnish- 
ing Information leading to 
the arrest and conviction 
of the person or persons 
destroying the advertising 
sheets or billboards belong- 
ing to the Son lift Theatre 
which are located on An- 



Street and 



the College 
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One Way to Untie 
A Knotty Problem 



But there's a much simpler 
way. When you want a tie 
to match that certain suit 
— when you want a tie with 
character — one that is 
woven luxuriously and has 
right color combinations , . 

Then you'll 'cut' a path 
right to our showing of gay 
candy stripes, rich paisleys, 
and Spring tinted ties — all 
woven for long wear and 
hard chin usage. 
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Who Is Charles Locke? 

Come and Find Out 

"INCOGNITO" 

College Auditorium Friday and Saturday 

Curtain 8:15 

Activity Books for Tickets Box Office 3-8 p. m. 

Kansas State Players 



H.J. GRIFFITH 
0WNT0WN THEATRES 



WAREHAM 



m 

VSHO 




Start* Sunday For 4 Days 




STATE 



— Tomorrow • Siiturduy — 
A HIAtT WARMIN9 SfORY 

or o. i. joh 




2nd Feature 



'rownnYFRnvinNr.oMi hivik 



— SUN. - MON. - TITF.S. — 




M.HO 



CARLTON 



FRI. - SAT. - 




— 



Sunday Thm Tuesday 

Dana Andrews 

Don Amechc 



IN 



Wing and a 
Prayer' 



March 1, 1946 



SOCIETY 



Hot even the snow und cold 
weather could keep Kansas 
Staters from their social activ- 
ities this week. 

Chi Omega** had ten pound* 

of chocolates recently. . . . The 
first five from Roberta Reln- 

hardt as she pat on Max Harvey's 
Phi Delt pin. Peggy Osterhout passed 
the second five pounds as she chained 
the Delta Tau Delta pin of Ralph Fo- 
gelman to hers Saturday night. 

More chocolate*. . ■ • Alpha Delt, 
Evelyn Oreen announced her engage- 
men; to Cpl. Richard Leslie of Logans- 
port, Ind. at the Washington's Birth- 
day dinner tor alumni and 
es Thursday night. 

Proudly wearing the PI Phi 
are the following new initiates: Ruth 
Ann Wolf, Ruth Halderson, Helen 
Otto, Hanna Bacon, Jo Ann Scheu, 
Pat McCrary. Pat McKlnney, Ann 
Huddleston, Pauline Frederlckson, 
June Sorenson, Mildred Allison, Mary 
Ruth Bchovee, Vera Peterson. Helen 
Laweon, Patty Piffer, Jean Holmgren, 
Jean Peabody, Virginia Buster, Jane 
Phillips, Martha Heck man. Beverly 
Smith, Joan Myers, Jacqueline Tim- 
moos, Mary Prances Hosmer, and 
Blllle Beth Davis. 

After Haturday's Initiation, PI Phi 
Eda Mae Hancock passed chocolates 
announcing her engagement to Dale 
Hark Ins of St, Francis. 

Alpha Tan Omega* Initiated Henry 
Brandes February 21. 

I ton in Early wine pamed chocolate* 
to the Trl Delta Sunday announcing 
her engagement to T/Sgt. Sam S1U, 
who is serving In India. 

Enid Ireland and Betty German 
of Sallna are the newest pledges of 
Alpha XI Delta. 

Newest Alpha Xi Helm initiate* 
are: Irma Johnson, Beverly Hale, 
Nancy Crawford. Maxine Crawford, 
Pat Dennhutn, Naomi Miller, Jean 
Beach, Betty Marts, Harhara Blaine, 
Francis Wetherall, Charlotte Dorf, 
Pat Hartnetf, Pat Tllton, Edna Oil- 
more, Anna Louise Larson and Norma 
Lumpkin. Irma Johnson received the 
award for being the outstanding 
pledge. Charlotte Dorf was awarded 
the scholarship ring. 

TKK's had a tiouMcparty for dates 
Saturday night with decorations 
carrying out the theme of a blackout. 

(Tl>i Omega 'n new officers are: 
Thelma Dahl, president; Betty Jo 
McCaustland t vice-president; Irene 
Oreer, pledge mistress; Jerre Smythe, 
personnel chairman; .Pat Falrman, 
secretary: Dorothy Wilson, treasur- 
er; Louise Alexander, corresponding 
secretary; and Shirley Miller, rush 
chairman. 

Delta Delta Delta's new initiate*! 
are: Mary Brass, Dorothy Jeane Sum- 
mers, Dulclc Danlelson, nuth Wilson, 
Ruby Wilson, Annette Hoffman, 
Marllynn Larson, Roma Earlywlne, 
Ernestine Sotler, Judy Cazier, Betty 
Jean Hinds, Barbara Broas, Eleanor 
Beth Meyers. Marilynn Mulvlhill, 
Doris Marshall. 

tMUt and dates danced at the 
ter house Sunday night after dinner 
at the Wareham hotel. 

Formal ■vrofcnillon dinner for new 
Initiates was last night at the Chi 
Omega house. Before dinner Mary 
Ann Schaeffer of Newton was formal- 
ly pledged. 

Tramalai'N new officers for the sec- 
ond semester are: Betty Kershae, 







KANSAS STATE COLLEGIAN 



» - 



vice-president, 
Johnson. Virginia Relst, secretary 
and treasurer, and Lois Baldwin, so- 
cial chairman. 

CM Omegas and PI Phis had an 
Thursday night, 
entertained hoosemoth- 
ers of organised bouses and presi- 
dents of these houses at dinner Thurs- 
day night. 

Saturday night Kappa Big* will en- 
tertain with s home party, and Sun- 
day ntgbt AOR's will have a house 
party. 

Kappa Deltas entertained six fac- 
ulty members at dinner 
at the chapter house. 

Joe Hodgson la the new 
of the House of Williams. Other of- 
ficers are: Ray Keller, vice-president; 
Marvin Richardson, secretary; Ber- 
nard Jacobson, treasurer; and Gil- 
bert Herdt, reporter. ' 

Annex II wBl have an hour dance 
Monday night from 7 to 8 p, m. tor 
all fraternities. 



Mile. Recommends 
K-State'g Courses 

The coming March issue of Mad- 
emoiselle commends Kansas State 
along with Syracuse University, Ohio 
State, Iowa State College and the 
University of Georgia on having a 
home economics-Journalism combina- 
tion in their curriculums. 

"It you can write, you double your 
chances for success In rood and nu- 
trition." says Mademoiselle. The plea 
today Is for graduates In home eco- 
nomics who can write. Food is the 
biggest field. 

Calls for home economists have 
multiplied within the last two years 
in the fields of experimental cookery, 
nutrition, teaching, testing, research, 
hospital dletltlcs, school-lunch super- 1 
vision and industrial feeding, but the 
demand for home economists to fill 
Journalism and public relations Jobs 
la even greater. 

Some schools of home economics 
require no writing courses beyond 
the usual freshman English. At uni- 
versities and colleges with both 
schools of Journalism and schools of 
home economics, as Syracuse Uni- 
versity, Ohio State, Kansas State, 
Iowa State College and the University 
of Georgia, dual enrollment Is 
slble. 



-College Calendar- 

Tharsday, March 1 



', 7:80 to 9:80 p. 

Mortar Board Meeting, Calrin 101. 

8:80 to 0:80 p. nt. 
Home Economics Olnb Tea, Calvin 

Lounge, 4 to 5:80 p. tn. 

Friday, Karen S 

Incognito, Auditorium. 8:18 p. tn. 

Saturday, March I 

Auditorium. 8:18 p. m. 



rr 












\ 8:80 to 11:80 p. 
Annex I Party. 18Bfl 
Height*. 8 to 12 p. m. 

Monday, March 5 

student Council Meeting, Thomp- 
son 208, 8 to 10 p. m. 

VWCA Cabinet Meeting, Calrin 
107, 7:18 to 8:18 p, ni. 

Ot-cheris, Nichols 1, 7 to 0:8© p. m. 

dltorium, 7:80 to 0:80 p. m. 
YWCA Leadership Council, Calvin 

101, 8:18 to 0:80 p. m. 
Ann™ II Hour Dance, 018 Sunset, 

7 to 8 p. ». 

Tuesday, Mareh 6 

Orchestra, Auditorium, 7:18 to 10 

p. m. 
Choral Rehearsal, 

8 to 6 p. m. 
Jr. A. V. M. A. Meeting, 

18, 7:80 to p. m. 
Phl Kappa Delta Meeting, Recrea- 
tion Center, 7:SO to 0:S0 p. m. 

Wednesday, March 7 

Calvin 107, 7:80 to p. 



Pledge Fraternities 

Nineteen Kansas State College stu- 
dents have pledged fraternities since 
December 14, Harold. Howe, faculty 
adviser of fraternities, report*. Five 
Kansas State fraternities are included 
in the latest list of pledges. 

The pledges listed by fraternities 
and home towns are: 

Alpha Tau Omega: Claud Shelor, 
Bloom. 

Kappa Sigma: G. P. Smith. Jr., 
Longview, Texas; and John Daven- 
port, El Dorado. 

Tau Kappa Epallon: Billot Bab- 
cock, Charles Esllnger and Ross 
Schemmels, all of Manhattan; Lorenz 
BeuBchel, La Cygne; Harry Bishop, 
lola; Nell Erlcson and Vern Thomas, 
both of Salina: Jules Funston, Inde- 
pendence; Gerald Graham, Neodesha; 
and Albert Retnsberg, Carlyle. 

Sigma Alpha Epsllon: Ed Morgan, 



Bentley Heads Club 

Leora Bentley was re-elected presi- 
dent of the Cosmopolitan Club at a 
meeting last week. Other 
elected were Virginia 



tary; 
Clara 



Nu: Roy Campfield, Topeka; 
James Durham, Concordia; Alfred 
Gould, Atchison; Stephen Sage, Coun- 
cil Grove: and Max Sutter, Kansas 
City, Mo. 



Indian Exhibit 

An Indian exhibit has been set up 
on the second floor of Anderson by 
Miss Louise Everbardy of the Art 
Department. 

"Indians of the United States In 
their Country's Service" is the theme 
of the display, and It shows Indian 
men and women In every branch of 
the service. 

Examples of the art work of the 
Navajo and Pueblo Indians are dis- 
played In cases and the walls are 
covered with Illustrations from an 
Indian publication, and with photo- 
graphs taken by Miss Everbardy. 

The exhibit is on display now and 
will continue to be through next 
week. 
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LOCKETS 

a gift 
for all occasions 
• 

heart shaped 
exquisite designs 
• 

white gold 
with a gold cross 

REED'S 

TIME SHOP 




Fresh Vegetables and Meats 

BOTTGERS 

AggierlUe 



7 to 1 1 p. m. 



Elect Dauma Editor 

Dora Lee Dauma, senior in Home 
Economics and Industrial Journal- 
Ism, has been elected editor of the 
"Mirror," Quilt Club magaslne. All 
copy must be In the editor's hand by 
March 16, and the yearly publication 
will appear in the early part of April. 

The "Mirror" Is a publication of 
creative work written by members of 
Ur Rune, local chapter of American 
College Quill Club. 



Relieve the 

Squeeze 

Move Back 

Please 



College City 
Bus 

Dial 4140 



For Your Easter Portraits 

Always Remember 

Studio Royal 



Speech Contests . . . 

Student* interested In debate, 
oratory, and extempore speech 
contest*, are to meet In G-208 
at 4 p. m., today. Those 
to attend the meetlu 
port to Dr. H. T. Hill, heed of 
the speech department, by note 
In the Cotlefre post office oe by 
telephoning 2402 Saturday be- 
tween 11 and lSa.au. 



Johnson's 



Good 
to Eat 



KODAK 
FINISHING 

Enlarging *nd Copying 

Leave Films at the Canteen, 
College Book Store, or Varsity 



HOUOWAY & BUM 

Over First Ifatl. Bank Ph. 



soclate editor. 

Colored films of the Argentine 
shown to the group by Dr. J. A. Bhel- 
lenberger, professor of milling in- 
dustry. Mrs. Shellenberger played 
records purchased in Argentina. 

A program committee 
pointed including Virginia 
er. Prances Ewart, 
and Pedro Oliver. 



Went To 

Mrs. Bessie Brooks West, profes- 
sor of institutional management, at- 
tended a meeting of the executive 
committee of the American Dietetic 
Association In Chicago. Mrs. West Is 
president-elect of this national or- 
ganization. 



FLO WE 
For All 

Martin's Flowers 



B S 



Gifts 

8814 



BREWER 

MOTOR CO. 



PHONE 4444 

EVERY SERVICE 
FOB THE MOTORIST 



Aquamarine 

The Blrttastone 
for Mareh 



Rings 

Bracelets 

Necklace 



PAUL DOOLEY 

JEWELER 



Engineers and Architects 

.... Demand The Best .... 
in precision instruments and supplies 

you'll And the highest grade in 
KEUFFEL & ESSEB 
POST 
DIETZGEN 
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Red Cross 
Campus Drive 
In Full Swing 



A contribution of $15 
at the Red Cross booth in Ander- 
son Hall Monday morning by 
Mrs. W. C. Burns, PE1, started 
the drive to reach the student 
goal of $1200. The Red Cross 
drive on the campus will end 

Saturday noon". 

Jean Selby Is In charge of the 
thermometer which will be placed In 
Anderson Hall near the Red CrosB 
booth. The purpose of the ther- 
mometer Is to measure the daily con- 
tributions. Ah the contributions rise, 
the thermometer will rise to the 
amount which was donated for that 
day. Presidents of campus organiza- 
tions are urged to turn in their money 
and receipts to Mrs. Kathleen Schmltt 
in Anderson Hall, room 118 B. 

Rachel Gossard chairman of the 
booth committee for the student Red 
Cross drive, announced that the fol- 
lowing organizations are helping 
with the booth: Pi Beta Phi, Delta 
Delta Delta, Clovla, Alpha Xi Delta, 
Alpha Delta Pi, Chi Omega, Kappa 
Delta, Kappa Kappa Gamma. Van Zlle 
Hall and the Veterans Association. 

Students have been asked to con- 
tribute as individuals, but organiza- 
tions are to contribute from their 
own group funds. Red Cross Indi- 
vidual membership cards and stick- 
ers will be sent to students who con- 
tribute fl or more. 

Y Carnival Witt Be 
Week-End Attraction 

The Y Carnival will be Saturday 
evening, from 8 to 11 in Nichols 
Gymnasium. The purpose of the car- 
nival is to provide money to send 
Kansas State delegates to the annual 
YWCA summer conference held at 
States Park, Colo. 

"Auctioning off the faculty mem- 
bers will be the most fun of the whole 
evening," says Betty Jean Hinds, 
chairman of the committee. To the 
highest bidder will go a dean who 
will make six beds In the house of 
the lucky person; some other mem- 
ber of the faculty will be obliged to 
write a theme for some student; a fac- 
ulty member of the boys' physical 
education department will he a house- 
boy Sunday at one of the houses; still 
another will polish a student's Bhoes; 
while a fnember of the agriculture 
department faculty will answer the 
phone In some house. For that one 
nlgh,t the professors will be under 
the thumb of the Btudents. 

Thirty cakes will be given away 
during the evening to the lucky per- 
sona who st6p on the right number 
while doing tbe cake walk. In the 
girls' gym there will be featured a 
movie with a special added attrac- 
tion. Persons will be picked from the 
crowd to start the carnival off with 
the Sack Hop. Photography will be a 
popular booth. Penny Pitching will 
interest many as will the taxie danc- 
ing which is to be held in the middle 
of the Boor. 

Those who want to get even with 
their enemines will have their chance 
come Saturday night as In the Gym 
will be a Jail. For a small fee you 
can place your enemy In the Jail 
and he, In order to get out. must put 
up a bond. If you are the superBltious 
type the fortune telling booth is the 
place for you ; however, If spring (ever 
is already f* your bones and your 
young heart has turned to love there 
will be a booth for you, the marriage 
booth. Across the floor will be the 
divorce booth. Bingo and other games 
of chance will be going during the 
evening. 

Hot dogs, cakes, cokes, candy, cof- 
fee, and donuts will be provided In 
a booth. Cards will be passed out en- 
titling one to a free coke. Coats may 
be checked upon entering the Gym. 

Those on the Y Carnival committee 
are: Mrs. Dorothy Downey, Betty 
Jean Hinds, Betty Jean Yapp. Anne 
Huddleaten, Florence Merrlam, Pat- 
tie Piffer. Elaine Earhart. Jean Green- 
await, Beth Jarvls, Shirley Frelen- 
muth, Annie Gardner, Dorothy Rack- 
el, Carol Jean Heter, Helen Lawson, 
Hannah Bacon, Marlyn Hurd, Betty 
Swan, Oladia Qolf, and Carol Colaon. 



T. B. X-Rays . . . 

X-Ray examinations for tuber- 
culosis will be given March 15- 
20 for all student*. Student 
Health has sent out 
which give the date and 
appointment for each 
and they will serve as an excuse 
from class that hour. These 
notices will be distributed In 
the College Post Office by 1 if- 



Marie Wilkins 
Here March 15 

Marie Wilkins, Metropolitan Opera 
soprano who will appear at the Col- 
lege Auditorium March 15 In the 
second program of the Manhattan 
Artist Series, is a Kansas homemaker 
in private life. 

She Is married to Prof. Joseph F. 
Wilkins, head of the voice depart- 
ment at the University of Kansas and 
is the mother of a teen age daughter, 
Mary. 

Profits from the Manhattan Artist 
Series will be used to bring mare 
entertainment to (he campus next 
year and to help pay for residence 
halls for women. Tickets for the con- 
cert are being ordered by mall from 
Miss Emma Hyde of the Department 
of Mathematics. 

Mrs. Wilkins' success has all the 
elements of Action. Two years ago 
In December, she unexpectedly took 




President Elsenhower 
Speaks About W. S. & F. 

On March 23, students who 
wish to do so will have an op- 
portunity to contribute to the 
World Student Service Fund. Be- 
cause many may wonder why 
such contribution a this year are 
separate from the Community 
Chest, I want to make this brief 
explanation: 

The World Studetu Service 
Fund was formerly part of the 
War Fund. This year, however, 
the W. S. S. F. permanently with- 
drew Trom the combined War 
Fund drive, but information to 
this effect reached Kansas State 
College too late for the W. S. S. 
F. to be included in the Manhat- 
tan Community Chest. 

Under the regulations of the 
Community Chest, It ja not pos- 
sible for the College to approve 
separate drives for funds. Hence, 
no drive for funds for the W. S. 
S. F. has been or can be ap- 
proved. But many students who 
wish to contribute to the World 
Student Service Fund have ex- 
pressed keen disappointment 
over the present situation. I have 
therefore approved, with the con- 
currence of tbe College Commit- 
tee on the Community Chest, a 
limited program under which 
students may voluntarily con- 
tribute to the W, S, S, F. but there 
will not be an organized drive 
and no individual will be direct- 
ly asked to contribute. 

A student committee has 
planned two activities. First, a 
number of organized bouses will 
have a "meager meal" on the 
evening of March 23. donating the 
amount thus saved to the World 
Student Service Fund. Second, 
all students will be Riven an op- 
portunity to contribute by mail, 
through the College YWCA. 

Next year, the budget of the 
World Student Service Fund at 
Kansas State will he presented 
to the Community Chest, as are 
the budgets of ail other partici- 
pating organizations. 

Milton 8. Eisenhower. 



Minute Man Flag 

Is Goal Of Stamp Drive 

The spring War Stamp Drive sponsored by the Student Council 
is underway. The goal of the drive is a Treasury Minute Man 
Flag which will be given to the college if 90 per cent of all stu- 
dents buy War Stamps each week. 

"Your parents may buy bonds, but this drive is make students 
feel that they a re doing something to help by sacrificing ciga- 

.rettes, cokes or candy bars to 

i buy at least one 10 cent stamp a 



the leading role in "Lalune" when 
Lily Pons became 111 with a sore 
throat. She bad learned the entire 
role in eight days as part of her mu- 
sical study in New York. During the 
spring of 1942, she had been one of 
the finalists In the Metropolitan's 
Audition of the Air and bad pleased 
the conductor, Wilfred Pelletier, 
when he was in Kansas City. Ab a 
result of this success, she went to 
New York to study. 

A former choir singer in Ithaca, 
N, t"„ where she attended Cornell, 
she went to Paris to study voice when 
she was 18 and later was the first 
American to be graduated from the 
Scola Cantoreum in Paris. Joe Wil- 
kins, a graduate of Cornell, and she 
were married In Europe and both 
went to Italy to study music. There, 
they found engagements wilh travel- 
ing grand opera companies for three 
years. Returning to the United States, 
they sang leads for the Shuberta for 
four years. Professor Wilkins, a ten- 
or, then joined the music faculty at 
Kansas University where he Is now 
teaching. 



Ganseimaa Speaks 

Myrtle Gtmselman, associate pro- 
of household economics, spoke 
on consumers' problems Tuesday be- 
fore the Woman's Club at Junction 
City. 



Faculty Members Speak to 

Veterans at Post Hospital 

A series of lectures concerning 
scientific subjects are being given by 
faculty members of the Departments 
of Chemistry. Geology, Physics, and 
Zoology for war veterans at the post 
hospital rehabilitation center, Fort 
Riley, according to L. E. Hudiburgh, 
assistant dean of the School of Arts 
and Sciences. These programs were 
arranged at the request of MaJ. 
Wayne Burton, chief of recondition- 
ing service. 

The first program was given Tues- 
day afternoon at 2 o'clock. It con- 
sisted of a talk on tbe 'geologic fea- 
tures of this community by A. B. 
Sperry, professor of geology and a 
talk on victory gardens by Prof. W. 
O. Amstein and Dean L. C. Williams 
of the department of horticulture, 
division of college extension. The next 
program will be given by the depart- 
of physics. 



Cafes, Drugstores 
Plan Later Hours 

For the past two years students 
have found restaurants and drug- 
stores closed in Aggie v 111 e after 
dances and late shows. Faced by this 
fact, the Student Council has been 
cooperating with the Retailers Com- 
mittee of the Chamber of Commerce 
for two months on the problem of 
keeping eating places open as late 
as 1 p. tn. on weekends, particularly 
after college dances, 

On February 2 when members of 
the Student Council met with the 
Committee, Ashley Monahan. owner 
of the College Drugstore, was ap- 
pointed chairman of tbe committee 
to draw up a plan where by the Ag 



Eight Groups 
To Compete 
In YtOrpheum 

The cast of the 26th annual Y- 
Orpheum to be presented March 17 
will include 200 Kansas State Btu- 
dents. The eight competitive acts by 
campus organizations will be under 
the supervision of Earl Q, Hoover. 

Between act entertainment will be 
given by the "Melodyannes", girls 
trio made up of Pat Fairman, Ruth 
Fenton and Joyce Crlppln, an acro- 
batic dance by Pat Hartnet and a 
vocal solo by Bob Ranking. 

Organizations, the names of their 
11 minute acts and their managers 
are: Alpha Delta PI, "Varga Calen- 
dar Girl", Lee Massey; Chi Omega, 
"Angels of Mercy", Phyllis Johansen; 
Clovla. "The Family Album". Dorothy 
Wilson; Collegiate 4-H Club, "Style 
Review"; Kappa Delta, "Cone Are 
The Days", Ruth Schubert; Kappa 
Kappa Oamma, "Times are Hard All 
Over This Year — Or Are They!". 
Doris Dickey: PI Beta Phi, "An Olio", 
Helen Lawson; Sigma Alpha Hpsl- 
lon, "The Shooting of Dan McGrew", 
Craig Bracken. 

Mike Ahearn will act as master 
of ceremonies for the evening. Judg- 
ing tbe competitive acts will be 
Kathleen Knittle Schmltt, H. W. 
Davis and H. H. Lashbrook. Trophies 
will be presented the first and second 
place acts. 

Advanced ticket sales will begin 
Wednesday in Anderson Kail. No 
seats will be reserved*. " 

Lighting rehearsal for all organi- 
zations will be next Wednesday night. 
Full dress rehearsal will take place 
March 16. The time schedules for the 
rehearsals will be announced to the 
managers of the competitive acts by 
Embert Coles, chairman. 



Student Health 
Makes T. B. X-Rays 

All Kansas State College faculty 
members and employees, who have not 
compiled with the State Board of Re- 
gents regulations concerning tuber- 
culosis tests of staff members, and all 
students will be X-rayed this month. 
The X-rays will be made without cost 
to them by the Stale Board of Health. 
Tbe ruling requiring the examina- 
tions was made by the Council of 
Deans at a recent meeting. 

The Riley County Medical Society 
gieville drugstores and restaurants | a nd Tuberculosis Association are 
would cooperate to serve the students, bringing the photofluorogrsphlc unit 



week. And remember — stamps 
fill books!" was a comment 
made by Phyllis Johansen, 
chairman of the drive. 

The drive started yesterday when 
organization War Stamp chairmen 
met with Phyllis Johansen to ex- 
change money collected Trom the in- 
dividuals In tbeir respective houses 
for War Stamps. The chairmen 
working on the drive are Helen Orltt- 
man. Alpha XI Delta: Meriam Collier. 
Clovla; Roberta llcinhnrdt. Cht 
Omega; Joan Holecek, Coed Court; 
Miriam Dunbar, Hills Heights; Leon- 
ard Oreathouse, Slgmu Alpha Epsl- 
lon: Betty Garrison, Chatterbox; 
Norma Perlne, Aloha; Dale Craw- 
ford. Kappa Sigma; Ann Phillips, 
Annex. II; Helen flarck. Arcadia; 
Jean Holmgren, Pi Beta Phi: Elaine 
Brown, Kappa Delta; Betty Rendall, 
Annex I; Elinor Hush, Moore th' 
Merrier; Bernard Jacobson, House of 
Williams; Margaret Mustard, Malson- 
elle; Marlyn Hurd. Delta Delta Delta; 
Virginia Howard, Pal-O-Mio; Mar- 
garet Hannah, The Shanty; Louis 
Wempe, Tau Kappa Hpallon; Roy 
Drown, Delta Tau Delta; Ruth 
Maechtlen, Kelms Kabana; Lais Jean 
Butcher, La Flel; Duane Peterson, 
Alpha Gamma Rho; tlernldlne Mc- 
Klrdy, Van Zlle Hall. 

Any organisation thai desires to 
sell stamps In the booth in Anderson 
Hall on Wednesdays should contact 
Phyllis Johansen, Since the begin- 
ning of the fall semester, the follow- 
ing groups have sold stamps at the 
booth In Anderson: Alpha Delta PI, 
$1.30: Alpha XJI-J^lta, 1*9.66; Chi 
Omega. 17.10; Delta Delta Delta, 
164.16; Kappa Delta. $53.66; Kelms 
Kabana, |6.70; Kappa Kappa Oam- 
ma. $7.15; Clovla, $87.00; Mortar 
Board, $124.40; PI Beta Phi, $18.75. 



If their plan Is accepted, the Council 
hopes it will go Into effect immediate- 
ly. 

"The Council hopes, too, that the 
Students will give the plan their full 
support as the Aggievllle retailers, 
in some cases, will be operating at 
losses to themselves In order to give 
the students a 'break'," soys Ethel- 
Inda Parrish, president of the Council. 
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to Manhattan from March 16 to 27. 
The unit will In- available to the Col- 
lege trom March 15 through 20. It 
will be-hmtalled In the north end of 
the East Stadium. 

Appointment for the chest X-rays 
are being arranged by the Btudent 
Health Service. Cards designating the 
time of appointments will be sent 
through the College 



Foxes never hunt In packs. 



Hoover's K -State Players Intrigue 

"Incognito" Presentation 



"Incognito", Kansas State Play- 
er's second production of the year, 
received hearty applause from the 
audiences as the curtain fell on Fri- 
day and Saturday nights. 

A comedy-mystery drama In three 
acts by N." Richard Nusbaom, "In- 
cognito" held the audience in com- 
plete suspence until tbe end was 
reached with a sudden and unexpected 
twist. The plot was woven around a 
murder that occured on board the 
pleasure steamer, the U. 8. S. Impe- 
rial. Nazi spies, espionage agents, 
and a group of women on a pleasure 
trip complicated the solving of the 
murder. The leading question was, 
"Who Is Charles Locke?" 

Suspicion was narrowed down to 



Rosemary Ensign, a platinum blonde, 
and Roberta luce, tbe Mrs. Thum- 
bull who wasn't sober once during 
the voyage. 

The women by no means dominated 
the scene. The roles played by Craig 
Bracken, Bob Eschenburg, and Roy 
Drown as well as those of the Nazi 
sailors were well dons. Craig Brack- 
en, playing the part of Captain 
Mitchell, was first an American, then 
a German, and in the end, proved to 
be an American and the elusive 
Charles Locke. 

The stage, after much work by 
Dean Tlemann and his stage crew, 
was realistically changed Into a ship's 
radio room. The entire play centered 



a group of women. Much of the credit j ln tbe one room 



for the success of the play is doe to 
their fine acting under the direction 
of Earl O. Hoover. Comedy was In- 
through the actions of 



Credit goes to Professor Hoover 
and his assistant, Pauline Flook, for 
a light and a most 



Student Council 
Plans Point System 

Plans for n point system for College 
activities are being discussed by a 
committee appointed by the Student 
Council. The Student Council and 
Faculty Council must approve these 
plans before they will become effec- 
tive. 

The commit! en put a limit on the 
number of points each student may 
have ln a year, and set up a table of 
point values for membership and 
holding office In each Btudent group. 

These point values will be based on 
the relative amount of energy and 
time consumed by the organization, 
and hy the reKponsibillty that it en- 
tails. Every campus organization. 
Including till pi ofessional, honorary, 
religious and athletic groups, will 
be represented. 

A study of K» of the leaders on the 
campus Is being made,' and an aver- 
age of their activities, translated Into 
points, will be taken to determine the 
maximum number of points a stu- 
dent may have. 

Dick Olson, chairman of the com- 
mittee, said that the main objectives 
of the plan an? to distribute leader- 
ship which will result In the more 
efficient performance of duty, and to 
encourage belter scholarship by con- 
centrating energies on fewer and 
more profitable enterprises. 

Administration of this system as 
planned by this committee will be 
carried on by a hoard elected by the 
Student Council. A member of the 
Student Council will be chairman 
with a student representative from 
each school and one faculty member 
on the board. A secretary will keep 
the records and be responBible to the 
board. 



t-H to Kponaor Movie 

The Collegiate 4-H Club Is spon- 
soring a movie at the Wareham 
theater to raise their funds for this 
semester. The movie chosen Is "In 
the Meantime Darling" which Is 
scheduled for March 8, 9, and 10th. 

Tickets can be bought from Ema- 
gene Martin, chairman of the com- 
mittee, or any 4-H Club i 


A healthy 
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American Red Cross 
Needs Your Dollar 

The Bed Cross thermometer 
In Anderson Hall in climbing 
slowly— hat too slowly — toward 
the goal set for Kan Han State 

|K»wcr and potential rr-llef facilities 
in »rr untainted quartern and nfty- 
runt prtce*, the ttwTHi(«nrt« would 
rcftl.st^'r above the Mudciit H<vl Crow 
DHre goal. 

The Red Cross I* llu- lurgcwt or- 
ganization In the world to relieve 
auffwlng and dining. Ymir money 
whn urgently nrwtivl In peace-time 
to aid the refugee*) and victims of 
nature's calamities— bin now the 
IK'jwe-tfme work in in r-uiii«nri! to 
(Ih- tn*k the war lias brought to the 
organization. 

Tlie Red Groan need* an enormous 
amount of money to buy MipplleM for 
it* need*. You'll never get a better 
dollar's worth. Subscribe to the Red 
Orofiftt 




Ye olde Kitty column last week 
waan't what It should have been, or 

♦t 



an R was or 



to the 
college. 

Some of the Trl Delta went to 
Kansas City this week cud on a shop- 
ping; tour. Some confusion has arlien 
as to the type of tour it proved to be. 
Henchman's report: Several local 
babes seen In Omar room Saturday 
eve. 

Waldo (Ruby Hps) Gage neem* to 
be fairing quite well in his new abode. 
We're not Implying lie lives there, 
but the KKG'ft were «4it nltead in last 
month's honaebills. 

Freda (consider tho source) Boebei 
needs no longer to worry of his veru- 
cosa veins since he received the liter- 
ature from the Horn Elastic Hosiery 
Company. It Is reported that the high 
flanker is contemplating the rental 
of the entire college post office to 
handle his fan mail. 

The Kappas scored u near miss Sat- 
urday night when Hal Hogue paused 
chocolates In the traditional Hogue 
style. Pun it great stuff, but we sure 
were scared, weren^t we Lit? 

We hereby wish lo serve notice to 
one Bob Underwood that Tuesday, 
February 27, was election day in Kan- 
sas City, Mo., and furthermore no 
groceries could be purchased before 
the polls closed. 

The grapevine reports that some 
distant friend of Walt Gage's was re- 
cently married. Hf> subsequently re- 
ceived the customary announcements 
and numerous small packages of love 
letters done up and blue ribbons. We 
suggest Waldo give the distant friend 
"Jilted" gold earlngs. 

Goo. Melvin Chapman 
Ih'lt Harriet Ihmnley 
to the urorenic-ntioned 
la-*t weekend. The rumo 
I he purpose of Die trip 
George'* 4-H project In 
new kitchen stove. 

The Kappa* weekly nominee for 
(be big rake In i he man who Invented 
French window*. For further detail* 
any member of 



ha* It that 
to aell 
to buy a 



having dirt to be included 
It Dag 



to be i. 
deport 



All for now! 

Fred W. Meenen, who has been do- 
ing graduate work in alfalfa research 
in the Department of Agronomy, Is to 
take the position as forage crop spe- 
cialist at the Fort Hayi Branch Ex- 
periment Station at Hayi, March 5. 
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"Growth fn Personal Christian 
Living" la tbe theme for the BYF 
meeting at tbe Baptist Church at 
6:30 p. m. Sunday. Iris McLeod la 
chairman. 

The Lutheran Student Association 
will hear the Rev. B. A. Rogers speak 
on "What Lent Means to Me" at the 
Church at 4 p. m. Sunday. Elmer 
Davis is In charge of refreshments 
and Charlotte and Dorraine Dorf are 
In charge of games. 



Forum led by Loreta Strickiln and 
vespers led by Elva May Hlohl will 
have as a theme "Our Chosen Way for 
Service Men" at a meeting at the 
Christian Church Sunday at 6 p. m. 



Itoberta Shlmer, Fat Tllton, and 
Margret Hannah are planning An 
Irish Riot for the Wesley Foundation 
Saturday Niter. A sound movie, "The 
Kindled Flame", will be shown at 
Wesley Hall at 8:30 p. m. Sunday. 
It will be preceded by the fellowship 
hour at 5 and lunch at 5:60, 



There will be an evening meeting 
at 6 p. m. at tbe Episcopal Church 
for tho student group. 



Magazine 'Prints' 
Farm, Home Week 

The entire Issue of the March 3 
Kansas Farmer has been devoted to 
what the magasine terms a "minia- 
ture" Farm and Home Week. In- 
cluded In the Issue are many of the 
talks which had originally been 
scheduled for this annual event In 
February. 

The editors In commenting on this 
issue write, "Giving up Farm and 
Home Week la a real sacrifice on the 
part of Kansas farmers. Nothing can 
adequately take Its place. However, 
endeavoring to tin the gap left by 
absence of this worth-while meeting 
of farm people, Kansas Farmer in 
thlB issue attempts to bring you a 
"miniature" Farm and Home Week, 
by presenting briefly some of the 
things Kansas State College would 
have told visitors had Farm and 
Home Week been held as usual. In 
dedicating this Issue to Farm and 
Home Week that couldn't be, the 
editors of Kansas Farmer respectful- 
ly acknowledge the Indebtedness to 
the College of Agriculture stafT Tor 
cooperation in preparing this ma- 
terial." 

The cover page of the magazine 
carries a picture of President Milton 
S. Elsenhower, a message from him 
and a picture of Anderson Hall tow- 
er. Photographs of other campus 
buildings and of various College staff 
members who contributed material 
for this issue are carried throughout 
the magasine. 

Arthur Capper, publisher of Kan- 
sas Farmer, in his editorial column. 
"Farm Matters As I See Them," 
praises the College and its contribu- 
tion to the people of the state. The 
only article not dealing directly with 
the College is one on the Yalta con- 
ference by Cllf St ration, '16, Wash 
ington correspondent for 
Farmer, 



SPECS Campaign 
For Political 



Effectiveness 



"What's your stand on compulsory 
military conscription during peace- 
time?" What would you say if a 
SPEC should stop you on the campus 
some day and ask you this Question? 
Would your answer be haiy because 
you hadn't read or discussed peace- 
time conscription enough? 

If so, get on the beam, because the 
Student Political Effectiveness Com- 
mission of the YWCA has begun an 
educational campaign on this timely 
issue. Opportunity will be given to 
students to write their congressmen, 
petitions will be" circulated, and It Is 
hoped that Kansas State College stu- 
dents will thus become "politically 
effective." • 

Student Political Effectiveness 
Commissions are now being organized 
on many college and university cam- 
puses. Within the national Student 
Christian Movement there are SPEC 
groups working on similar issues. 
Their purpose is to stimulate student 
thinking on problems that will be 
their problems in the postwar world. 

The local SPEC was organized al- 
most three weeks ago as a part of 
the revised workshop plan of the Kan- 
sas State YWCA. SPECS meet every 
week. 

SPEC chairman Dorothy Cochran 
states that no students are barred 
from participation in this workshop. 
Other national, state and local Issues 
on public affairs will be studied and 
acted upon also, she adds. 



firang Family <;lves $200 
To Journalism Memorial 

A gift of 9200 In memory of Lt. 
Kendall Evans has been made to the 
Kansas State College Journalism Me- 
morial Fund by his parents, Dorothy 
(Woodman) Evans, f. s. and Morris 
Evans, Ag. '20, M. S. '26, ol Lai 
Cruces, N. M., and bis brother, Paul 
A. Evans now in the U. S. Army. 
Lieutenant Evans received his bach- 
elor of science degree In industrial 
Journalism from the College In 1941. 

Lieutenant Evans was killed July 
31, 1944, In a vehicle accident In Eye, 
Suffolk County, England. He was with 
the 1105th Quartermaster Company 
at tbe time or his death. He 
overseas In September, 1143. 



There are more Jews In New York 
City than ever lived in Palestine. 



Veterans Here Do 
Good School Work 

"Average and above average" is 
the way Kansas State College deans 
describe the work of veterans who 
have returned to the campus to con- 
tinue their college work. In most 
cases the men bave been out of school 
for several years and some have found 
It difficult to adjust themselves to 
school work. However, the majority 
is determined to make a success of 
college. 

Kansas State has 96 students en- 
rolled under the G. I. Bill of Rights 
and Veterans Rehabilitation program 
according to Dean R, A. Seaton, chair- 
man of the veterans training commit- 
tee. The number baa been Increasing 
steadily each semester since two men 
enrolled under the rehabilitation pro- 
gram a year ago. Although some of 
the men have had some college train- 
ing, most of them are entering Col- 
lege as freshman. 

The first ex-service woman has yet 
to enroll here under either of the pro- 
grams. The College officials have 
pointed out that women are eligible 
for college training under the two 
veterans' programs on the same basis 
as men. Subject to the approval of 
the Veterans Administration, the vet- 
erans can choose any recognized field 
of study or training which will fit 
them for gainful employment. All 
work offered at the College is open 
to them. 

The registration of veterans at Kan- 
sas State College exceeds that of any 
other Institution In the state public 
or private. 



rtment of Home Study at 
the College has sent out 40,000 les- 
sons during the past two years. 



QUICK REPAIRING 
SERVICE 



Crystals 



Accessories 



BRADSTREET 

WATCHMAKER 
Corner Fourth A Houston 



FOR EVERY OCCASION 
GIVE 

FLOWERS 

Select from our large stock 

CUT FLOWERS - PLANTS - CORSAGES 

Manhattan Floral Company 



S. 1141 




Two former Kansas State College 
students have been awarded Oak Leaf 
Clusters to their Air Medals for work 
done while participating in bombing 
attacks upon German war plants and 
upon Nazi military defense points and 
communication lines in conjunction 
with advances by the Allied armies 
In Western Europe. For "courage, 
coolness and skill" Sgt. Walter W. 
Wilmot. a waist gunner on a B-17 
Flying Fortress, received bhi cluster. 
First Lt. Robert G. Sensing, f. a. In 
electrical engineering, received his 
cluster far "meritorious achieve- 
ment." Lieutenant Benslng pilots a 
B-17. Both men are members of the 
385th Bombardment Group of the 
Eighth Air Force. 



ful Frederick Army Air Field, Okla., 
Falcons. With the end of tbe season 
drawing near, Captain Fairbank's 

quintet has copped 26 out of 30 1 
against some of the toughest 
tltlon in the Southwest. One of the 
members of Captain Fairbank's team 
is Lt. Ray Kuka, former Notre Dame 
star. Lieutenant 'Kuka was an air 
cadet on tbe Kansas State College 
campus in 1943 and after finishing 
his training here was transferred to 
Texas. 



Capt. Harold F. Harper. C. E. '34, 
writes from the Philippines that he is 
doing mostly public health work 
there. Formerly he was a malaria con- 
trol officer on New Britain and Guad- 
alcanal. 



Lt. Herschel R. Larkin, who , 
been in a hospital in England, Is now 
at Halloram General Hospital, New 
York City. Lieutenant Larkin, f. s., 
was wounded while serving with an 
infantry unit In Bastogne. 



First Lt Norman F. Niemeier Jr., 
f. s. in electrical engineering, was 
killed in action in China, February 
16, according to a war department 
telegram received by his parents, Mr. 
and Mrs. N. F, Niemeier of Manhat- 
tan. Lieutenant Niemeier piloted a 
P151 Mustang fighter plane with the 
Fourteenth Air Force In China. He 
held the Air Medal with one cluster. 
i 

Lt. Col. Donald R. Conard has been 
appointed deputy commander of the 
Aloe Army Air Field at Victoria, Tex- 
as, by the post commander, Col. 
Stoyte O. Ross. A graduate of Kelly 
Field. Texas. Colonel Conard has 
served in flying and administrative 
positions at Randolph Field, Lake 
Charles Army Air Field, and Aloe 
Field. Colonel Conard graduated from 
Kansas State College in 1941, where 
he took an active part in baseball and 
track. 



Experiencing his finest coaching 
season is Capt. Paul E. Fairbank. 
Kansas State graduate in 1933, who 
is handling the fortunes of tbe power- 



Col. Lloyd H. Dalton, '33, has been 
awarded the Air Medal for meritori- 
ous achievement while participating 
in medium bombardment missions 
totaling more than 100 hours. Colo- 
nel Dalton, who has been In service 
since 1936, first commanded the 
Tactical Force of Major General 
Howard C. Davidson's Tenth Air 
Force, and since last September has 
been commanding officer of the fa- 
mous 12th "Earthquakers* Group." 
While attending Kansas State Col- 
lege, Colonel Dalton was an outstand- 
ing athlete and won letters in foot- 
ball and basketball. 



Sgt. Warren W. Wakeman. f. a„ 
has been awarded the Good Conduct 
Medal "for exemplary behavior, ef- 
ficiency and fidelity". Sergeant Wake- 
man landed In North Africa In July. 
1943, and is currently serving as a 
clerk with the Mediterranean Air 
Transport Service in Italy. 



Lt. (J. g.) Oscar Norby, f. s. "42, 
has been in the Southwest Pacific 
area on board the USS San Diego, 
where he and the ship's crew weath- 
ered the typhoon which hR recently 
near the Philippines. He was in the 
landings on the Philippines. 

With the Firat Army in Germany 
is Lt. Merril Werts, '44, who is serv- 
ing as an Intelligence Officer with 
his group. He is near tbe Duren Sec- 
tor. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

8S10 106 N. Fourth 



AGAIN IN THE 
LEAD 



The Art Craft Printers 

were the first firm in Manhattan 
to install Automatic Equipment 
in their printing establishment. 

Now they again take the lead 
by installing the latest in auto- 
matic press equipment by the 
addition of a 



Kluge Automatic Feeder 




attached to 




less time than 



large presses. With the 
shortage of labor, this 
allows the Art Craft to 
maintain their standard 
of service and high 
quality workmanship. 

We invite you to 
come in and see this 
latest improvement and 
its operation at any time. 
It is practically human, 
at it. It will print Cards, Envei- 
Handbills and Business Forms in 

mm m m *m j-. J- Z _—, ■ .-■ j- - 
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Fighting Wildcats Lose 
Final Game Of Season 

Coach Fritz Knorr's basketeers played their final game of the 
season last Friday night as the University of Missouri Tigers 
turned them back 45-42, despite a last minute Wildcat rally 

The Purple and White warriors 



put a momentary scare Into the vic- 
tory-bound Tigers in the last few min- 
utes ot the game as the Wildcat 
sharpshooters, Joe Rldgway and Jay 
Payton, closed the comfortable 10- 
polnt margin that the Tigers were 
enjoying to 3 points before they 
could recover the ball. Then Coach 
Edwards, taking no chances, rushed 
his starters into the game and froie 
the ball for the remaining 30 seconds. 

Wildcats Tie Up Game Twice 

Kansas State drew the first blood 
of the evening on Jay Payton's long 
shot, but the Tigers were not to be 
outdone and came back with 2 quick 
baskets to move out into an early 
4-2 lead. The Wildcats tied the game 
up at 4 all, bat the Tigers again 
moved out in front on a rally that 
saw Bob Helmaohn and Leonard 
Brown providing most of the fire- 
works. Again the Wildcats rallied 
and knotted the score at 12 all, but 
the Hissouriaus drew away again as 
Johnny Helmburger, Brown and 
Helmaohn potted field goals to move 
the Tigers out to a 22-17 half time 



The K no it mentored boys ran Into 
a stalemate in the second stanza as 
the Tigers ran up a 13 point advan- 
tage in the first 5 minutes before Dick 
Spencer came through with a couple 
of baskets to close in on the 
shooting Tigers. 



Payton Wins Scoring Honors 

Jay Payton, scored 16 points to 
bring him the individual scoring hon- 
ors of the evening. It was his phenom- 
enal shooting from way out that kept 
the Wildcats In the running the first 
half. Joe Ridgway, K-State'g own 
midget forward, netted 10 points to 
get tbe runner-up honors. 

The Tigers scoring honors were 
evenly divided among the teams. 
Brown and Heimsohn led, however, 
with nine each. 

The box Bcore: 
Kansas State — 42 FO 
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Haylett Appeals 
For Football Men 

Despite the cold weather which 
ascended on the Wildcat gridiron 
camp, spring football has begun. 
Practice is being held under the au- 
di urn at the present time, but as soon 
as the weather permits. Coach Ward 
Haylett plans to practice outside. 

Moat of the returning letter men 
and squad members have reported. 
However, Coach Haylett wishes to 
make a special appeal to boys in 
school who have had no previous 
football experience. Coach Haylett 
stated that during spring football 
practice Is the time to gain that 
valuable experience. All men plan- 
ning on coming out tor football next 
fall should be out for'spring football. 
Despite the fact that there are 12 
returning lettermen there is still a 
chance of making the team. 

Coach Ward Haylett also wishes 
to make an appeal to men who think 
that they are going to be drafted. He 
advises that they come out for foot- 
ball anyway because there may be 
a chance that they will be still here 
next fall. 



K-State Kats 
Finish Fifth 
In Big Six Race 

By DALE SORENSON 
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Kansas State's High Flying Bas- 
keteers closed their 194 5 basketball 
season by finishing fifth In the Big 
Six Basketball Conference. This per- 
haps doesn't sound so good to a lot 
of K-State fans, but if you remember 
back, only In one game were the 
Wildcats really beaten. The rest of 
the games were thrilling, hard fought 
contests that weren't decided until 
the final gun sounded. 

This year's Wildcats, one of the 
biggest scoring aggregations In te- 
state court history, stayed in the 
thick of the championship rare most 
ot the season. Coach Fritz Knorr's 
all civilian team, including both con- 
ference and non-confercncB games, 
had a season's record of 10 wins and 
13 



Rifle Team 
Places Third 

The K-State ROTC rifle team re- 
ceived a third place rating in tbe 1946 
Hearst Trophy Matches for the Sev- 
enth Service Command. Competing 
with thirteen other ROTC teams in 
this Corps area, the team placed be- 
hind Iowa State and Wichita Univer- 
sity by scoring 832 ot a possible 
1,000 polnta. Last year's team placed 
first in the Seventh Service Command 
and fifth In the nation. 

Members of the 1946 team, each 
of whom will receive a marksmanship 
medal, are Gene Porter, Roger Lach- 
man, Delmar Salberg, Duane Olsen 
and Charles Bsllnger. 

These matches were held between 
December 1, 1944 and February 16, 
1946. The Seventh Service Command 
matches were Judged by the school 
division of tbe military training di- 
vision at the Corps Area Headquar- 
ters in Omaha, Neb. Comprising the 
Seventh Service Com maud are nine 
states; Kansas, Nebraska, Missouri, 
Wyoming, Minnesota, North Dakota, 
South Dakota, Iowa and Colorado. 
All these schools participated in the 
contest. 



Cancel WSSF 
The faculty basketball game that 
was to be sponsored by the World 
Student Service Fund has-been can- 
celed, Mrs. Dorothy Downey, execu- 
tive secretary of the YWCA, has an- 
nounced. 

Plans tor the "Meagre Msal". 
which the WSSF Is sponsoring, are 
being continued. March 23 Is the 
tentative date for it. 



Business students will meet with 
the YMCA at 7:30 tonight in Rec- 
^reation Center. 

A Quiz Program with Dr. Howard 
T Hill of the speech department as 
quiz master will be the entertainment 



la 1776 it was necessary to own 
16,000 worth of real estate to be 
elected governor of North Carolina. 



Mail Pamphlets 
To War Veterans 

"A Program for War Veterans," 
a booklet designed to acquaint World 
War II veterans who are Interested 
in 'college braining, with Kansas 
State, is being sent out by the office 
of admissions. 

Included in the 19-page* booklet 
are a letter from President Elsenhow- 
er, the G. I. Bill of Rights, the Voca- 
tional Rehabilitation Bill of RlgbtB, 
a discussion of the fields of training 
ottered at the -College and a brlet 
history and other facts concerning 
Kansas State. A postcard to be re- 
turned by the veterans is sent with 
each pamphlet. 

The mailing list Includes veterans 
hospitals, the war manpower commis- 
sion, Kansas selective service boards, 
separation centers, Kansas USO or- 
ganizations, Kansaa American Legion 
posts, chamber of commerce groups 
and mayors of all towns in the state, 
libraries, county agents and home 
demonstration agents, the recreation 
center and service clubs at Ft. Riley, 
alumni and former students who have 
been In touch with the College since 
Jan. 1, 1946, and any persons who 
request the booklet. 

Students who wish to mail booklets 
to friends may obtain them Trom the 
office of admissions. 



Theta Sift Initiates 
Theta Sigma Phi, honorary and 
professional sorority for women In 
Journalism,, held initiation for Doro- 
thy Cochran and Jean Walnscott Feb- 
ruary 21, at Kedzie Hall. 

The initiation was followed by a 
supper given by Mrs. Ralph Lash- 
brook, at her home. Those present 
were the initiates, Dorothy Cochran 
and Jean Walnscott, Mrs. Jane Koe- 
fod, Dorralne port, Joy Talbot, Eliza- 
beth Crandall, and Margaret Wunsch. 

CLASS1FIBD 

Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1324-A 
Moro. Phone 3380. 



FOR SALE: New set of tails and ac- 
cessor les. Size 38. Call 28141. 



DON'T FORGET - BIGGER AND BETTER 

25th Anniversary Presentation 

Y-ORPHEUM 

_ <a> 

8 Big Competitive Acts 

The Melodyanns 

Acrobatic Dancing 



CURTAIN 8 P. M. 



MARCH 17 
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Hats Off to Coach 

Our hats are off to Coach Fritz 
Knorr and the splendid Job he did 
thla year as he assumed temporary 
duties as Wildcat cage mentor.. It 
was no easy Job in taking a group of 
18-year-olds, 4-F'a and discharged 
service veterans and molding them 
into a high scoring "Fighting Wild- 
cat" machine. 

In praising this year's Wildcat 
team one might look back Into K- 
States 1944 season's record and draw 
a comparison. The 194 4 Wildcats won 
only one conference game while los- 
ing nine. In the non-conference tilts 
they fared better winning six and 
losing only four. 

Ridgway Ends College Career 

The Missouri game closed the col- 
legiate basketball career of Joe Rldg> 
way, midget forward who stole Into 
the hearts of the K-State fans with 
his will to win. Joe has played two 
years on the Wildcat varsity. It also 
probably closed the playing career 
of center, Jack Klncheioe, forwards, 
Dave Weatherby and Dana Atkins, 
and guard Jack Bel! aa they probably 
will be inducted into the armed ser- 
vices soon. 



Fresh Vegetables and Meats 

BOTTGERS 



Buy War Bonds and help assure 
the future of the colleges. 
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We're on the 
March Too! 



Don and Jerry's are 'In 
step' with Easter. Some- 
how Spring seems 'just 
around the corner' when 



Start looking for moth 
balls for your winter 
clothes are headed for a 
•retreat.' 

If you want to pass Inspec- 
tion' Don and Jerry can 
readily put you up front 
with just a little of your 
'attention.' 

Sport Coats 

iujt.-tm.7f 



GREETING CARDS 



Don't forget that Birthday 
or 

the Friend who is ill 



Come in. See Our New Selection 



The College Book Store 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 
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SOCIETY 




COLLEGIAN 



Mary Jane Jones has an- 
nounced her engagement to 
Cpl. Johnnie Hayes of Detroit, 
Mich., now .stationed at Fort 
Riley. Mary Jane was editor of 
The Collegian the fall Bemester 
of thlB year and Is now working 
in Detroit, Mich. 

Carol HaJbowrr pa **<-rt- rhoeoUU* 
recently at Tramalal antiounclOK her 
engagement to Earl Haury, IC '46. 

Teed told of her engagement 
to Glenn Rigor of Weslcan when uhe 
chocolates Sunday at Coed 

Kappa Knpp* <«ammu'* new initi- 
ates are Shirley Baker. Barbara Bay- 
lies, Mary Lou Boyd. Madonna Can- 
non, Doris Ann Collins, Ann Charles- 
ton, Connie Frlixell. Martha Louise 
Green, Carol Jean Hitter, Ruth Jacob. 
Mary Frances Jennings, Bmilie Kirk, 
Marie Oberbehnan, Mary Peine, Jean 
Ramsey, Mary Mantaret Sinclair, 
Cbarlene Warner, Bet t ye Weber, 
Barbara West, and Nancy Wilcox. 
Initiation was last Saturday. 

Will Ik Crow* ta Ctovla'a rnoM recent 
pledge. 

Tuewday wa* ion hit Ion day for the 
following Kappa Del Ins: Joan Ben- 
nett, Jean Braden, Jean Douglas, 
Katharine Oats, Margye Flser, Helen 
Riling, Phyllis Huroh. Mary Helen 
Rood, Darlene Melsner, and Norma 
VanBuren. 

Elliabeth Cwlwell, H. E. '44 and 
F/O Howard M. Harris of Kemp, 
Texas were married February 2 In 
Hays. F/O Harris In now In transi- 
tional school at Del Kio, Texas. 

florin will entertain with tin open 
house for 4-H Club men Friday night. 

Hkywood Hull'* new officers are: 
Betty Hlghflll, president; Nadlne 
Harris, vice-president; and Marjorle 
Simpson, secretary-treasurer. 

New Initiate* of Clovln are Marcla 
Btgham, Ruth Peddlcord, Margaret 
Richardson, Loretta Strlcklin. Marlon 
Terrlll, Carol Ward, f.oulse Mosier, 
Oladys Gaff, and Kale CUark. Friend* 
ship rings were awarded Gladys 
Goff and Louise Mould- for being out- 
standing pledges, 

Chi <>, Botty Lee Beatty, IJ '49 and 
Capt. Warren Adcot-k. '41, were mar- 
ried February 1.7 at Fort Leaven- 
worth. Captain Adcock was a member 
of Delta Tau Delta fraternity. 

Virginia Lee Kpp. wn« named out- 
standing pledge, and Genie Martin 
was awarded the scholarship ring at 
Chi Omega's formal dinner honoring 
new InRlates. 

IMta Mel i,i Delta will have open 
house Friday night from 7; 30 to 8:30 
at the chapter house. All men on the 
campus are Invited. 



Orear Speaks 
At Labor Forum 

"Labor is becoming a spearhead ot 
the developing trends In economic, M- 
clal and political life," Leslie Orear, 
Aeid worker for the Kansas City 
United Packinghouse Workers of 
America, told students Monday after- 
noon at the Labor Forum sponsored 
by the YWCA and YMCA. 

For the economic reconstruction 
period, Mr. Orear outlined "an en- 
during peace with victory, prosperty, 
flowering of cultural and Intellectual 
life, and a new division of social re. 
latlons," as labor's conception of the 
people's need. 

"To achieve tbese," Mr. Orear said, 
"labor unions will develop a com- 
prehensive program.'' He pointed out. 
a continuation of high production In 
international terms, and a high level 
of consumer income to solve do- 
mestic problems. "The American 
people are not prepared to accept 
retrogression after the war; we can't 
abandon the present standard of liv- 
ing," Mr. Orear stated. 

The next forum is scheduled for 
Monday at 4 p. m. in W116. Dr. Mabel 
Smythe, professor of economics at Lin- 
coln University, Jefferson City, Mo., 
will be the speaker. Her topic will be 
"Women's Place In Industry." 



-College Calendar- 

Thursday, March 8 

Medical Technician Meeting, Ander. 

son 211, 7:80-3:80 p. M. 
Mortar Board Meeting, Calvin 101, 
»: 80-9:80 p. m. 




Education makes a people easy to 
lead, but difficult to drive; easy to 
govern, but Impossible to enslave. 

— Lord Brougham. 



Keep that poise 
this spring 
in a 

HOLLYWOOD 
BRA 

White -- Black — Tearose 



— 



SGA Asks Return 
Of Questionnaires 

Do you know your Student Coun- 
cil members? Are you familiar with 
the SGA Constitution? These are 
only two of the seven Important 
questions contained In a letter which 
was sent recently to K-State students 
by the Student Council. 

The Council Is vitally Interested In 
getting student opinion as a basis for 
revision of the SGA Constitution and 
In stimulating Interest in student 
government. This Is an opportune 
time for every student to play a part 
in democracy on our campus. 

The letter stated that answers 
should be returned before Friday, 
March 2. Due to the late date which 
the letters were sent out, students 
are urged to return their letters as 
soon sb possible. 



Breakfast 
Lunch or Dinner 

it's 

Johnson's 

AggierlUe 



107, 7:80-0:80 p. 



Friday, March 9 

7-11 p. m. 
Clovla Open House (for 4-H mc 
chapter bou*e, 8-10 p. m. 

Saturday, March 10 

Wranglers Meeting 

I OS, 7:80-11 p. nr. 

YWCA Carnival, Nichols 108, 8- 

II p. m. 

Monday, March 18 

Student Council Meeting, Thomp- 
son 206, 8-10 p. in. 

YWCA Cabinet Meeting, Calvin 
107, 7:15-8:15 p. m. 

Orcheats, Nichols I, 7-7: SO p. m. 

Music Depart mem 

dltorium, 7:30-0:80 p. 

Social Club, Recreotlof 
11:45-5 p. in. 

YWCA Leadership Council, Calvin 
101, 8:15-0:30 p. m. 

Psychology Aptitude Teats, Wll* 
lard 101 and 115, 7:80-10 p. m. 

Tuesday, March 18 

Orchestra, auditorium, 7:15-10 p. 
Choral Rehearsal. Thompson' 202, 

Wednesday, March 14 

Y-Orphetun He h ear-Hals, audito- 
rium, 7:30-11 p. tn. 

Thursday, March 15 

Collegiate 4-H Club Meeting, Rec- 
reation Center, 7:80-0:80 p. m. 

Artist Series, Marie Wilkin*, audi- 
torium, 8:15 p. in. 

Mortar Board Meeting, Calvin 101, 
8:80-0:80 p. m. 



Helen Dahl Member 
Of Broadway Chorus 



•en Lively Arts," Billy Rose's 
Broadway hit, won a place In local 
interest. Helen Dah!, '44 music grad- 
uate from Kansas Bute College, Is 
singing in the Lively Arts chorus, 

Miss Dahl, daughter of Mrs. Carl 
Dahl. 1419 Laramie, graduated with 
honors from the music department 
last year. Since then she has been 
in New York continuing her music 
study and singing In various produc- 
tions. During the summers of 1942 
and 1943 Miss Dahl sang with the St. 
Louis Opera Company, returning In 
the fall of '43 to complete her music 
education degree. 

Some of Miss DahT'B college hours 
were credited at Mary mount College 
in Salina and Kansas State Teachers 
College In Emporia. While at Kan- 
sas State, she was prominent In mu- 
sical activities and was presented fre- 
quently in music department recitals. 
She was a member of Chi Omega so- 
cial sorortty. 

"Seven Lively Arts" has been draw- 
ing capacity audiences since it opened 
three months ago. The musical com- 
edy Is chiefly notable for mocking- 
bird Bea Lillle. 



hU Boh Anderson, B. A. '44, 



Lt. Bob Anderson, graduate of ] 
aas State, is a German prisoner ot 
war, his wife, the former Virginia 
Gem mell, was Informed in a War De- 
partment message received Friday. 

He was reported missing while 
serving with an anti-tank company 
on Dec. 21. Lieutenant Anderson was 
graduated from Kansas State last 
May with a degree In Business Ad- 
ministration. Mrs. Anderson received 
a degree in Home Economics and Art 
and is teaching in Chanute, Kansas, 
High School, 

While attending college Lieutenant 
Anderson was a member of Alpha 
Kappa Lambda, social fraternity. He 
received his commission in July, 
194 4 at Fort Bennlng, Ga. 



More than 100 members of the Col- 
lege staff had entered the war ser- 
vice by June 30, 1943. 



(( A Thought 
Creation" 

DIAMOND 
EARRINGS 

Beautifully Set 



REED'S 

TIME SHOP 

Aggie ville 



FLOWERS 
For All Occasions 
Martin's Flowers and Gifts 

1204 Moro Phone 8814 



Large Selection 
of 

EASTER 
CARDS 

2 for 5c 

and 
5C 




Aquamarine 

The Modern 
Birch stone for March 

BEAUTIFULLY SET 
• Rings • Bracelets 



PAUL DOOLEY 

JEWELER 



Relieve the 

Squeeze 

Move Back 

Please 



College City 



Bus 

Dial 4140 



Red Casual 

One of The Most Popular 
CAMPUS SPORTS now 
in Red Calf with No-Mark 
Composition Sole. Built 
up Leather Soles. 



Connie Shoe 




Ward Keller Store Shoe Dept. 








Manhattan Artist Series 



Marie Wilkins 

Metropolitan Opera Soprano 

COLLEGE AUDITORIUM 
March 15— 8:15 p. m. 



Adults: $1.75, $2.50 Students: $1.26 
(Tax Included) 

Mall orders to Miss Emma Hyde, 
Kansas State College 

Auditorium Box Office Downtown Palace Drug 

March 12-16 



SENIORS! 

If you plan to graduate on May 20 
be sure to order that 

Cap and Gown before 
April First 



CO OP BOOK 




^COLLEGE T 



ASHLEY L. MONAHAH 
PHONK 3604 
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7 Organizations 
Will Compete 
In Y-Orpheum 

Seven organisations will compete 
in the 25th annual performance of 
Y-Orpheum to be presented Saturday 
at 8 p. m. in the College Auditorium. 
The student skits will be packed with 
a variety of song and dance, comedy 
and drama. 

The production, supervised by Prof. 
Earl O. Hoover, will Include acts by 
these campus organizations: Alpha 
Delta Pi, Chi Omega, Clovta, Col- 
legiate 4-H Club, Kappa Delta, Kappa 
Kappa Gamma, and Pi Beta Phi. 
Embert Coles is YMCA manager. 

Pete Gross, a magician from Fort 
Riley, will provide entertainment be- 
tween the ll-mlnute- competitive 
acts. Pat Fairman. Joyce Crippin and 
Ruth Featon, members of the trio 
known as the "Melodyanns" will sing 
several selections. Pat Hartnett will 
be featured fn an acrobatic dance per- 
formed on a piano bench. 

Tickets are now on sale at the 
YMCA office In Anderson Hall. There 
will be no reserved seatB.^ 

Complete dress rehearsal for all 
organizations competing will be to- 
morrow night In the Auditorium. 

Kappa Deltas will turn back the 
pages of Grandma's diary in "Gone 
Are The DayB," directed by Ruth 
Schubert, while the Alpha Delta Pis 
will flip the pages of "Esquire" in 
the "Varga Calendar Girl." directed 
by Lee Masaey. 

Kappa Kappa Gammas have gone 
all out for varsity football according 
to Doris Hickey, director of "Tlmea 
Are Hard All Over This Year ... Or 
Are They?". 

Mingling melody and sentiment the 
Chi Omegas directed by Phyllis Jo- 
hansen will present "Angels of 
Mercy." 

Current campus cuties at Kansas 
State will be depicted by the Col- 
legiate 4-H Club in a "Style Revue." 

PI Beta Phis will give a comedy 
variety show . . . "One Night of 
Vaudeville ... Or No Wonder It 
Died," directed by Helen Lawson. 

Old fashioned portraits with bits 
of old tunes compose the Clovla act, 
"The Family Album.". Dorothy Wil- 
son Is in charge. 

Mike Ahearn will present the tro- 
phies to the winning groups. Mrs. 
Kathleen Knittle Schmltt, H. W, 
Davis and R. R. Lashbrook will Judge 
the competitive acts. Winners will be 
selected from the opinions of the 
Judges and by audience applause. 

Dean Tiemann Is in charge of light- 
ing effects. 

Stamp Drive 
Still Underway 

A goal of 90 percent of the stu- 
dents purchasing War Stamps per 
week has been set by the Student 
Council. Students are being contacted 
through organizations. 

The following organizations have 
turned in money in exchange for War 
Stamps: Chatterbox, Keim's Kabana, 
La Flel, MalBonelle, Pal-O-Mie, Alpha 
XI Delta, Chi Omega, Delta Delta 
Delta, PI Beta Phi, Kappa Sigma, Tau 
Kappa Epsllon. and Van Ztle Hall. 
This constitutes only a small per- 
centage of the students In school. 

The total of stamps sold at the 
booth in Anderson is ?681.60. 

Those organizations who have not 
cooperated with the war stamp chair- 
men are: Aloha, Arcadia, Clark's 
Gables, Coed Court, Hill's Heights, 
Moore th" Merrier. The Shanty, Tra- 
malai. Alpha Delta Pi, Clovia, Kappa 
Delta, Kappa Kappa Gamma, Alpha 
Gamma Rho, Delta Tau Delta. Phi 
Delta Theta, Sigma Alpha Epsllon. 
Sigma" Nu, Annex I, Annex II, and 
House of Williams. Those who have 
not turned In their money should con- 
tact Phyllis Johansen. 



State's New Field House and Men's Gymnasium 




This Is an architect's conception of the new Field House and Men's Gymnasium which will be con- 
structed north of Memorial Stadium with funds appropriuted by the 1S4 5 legislature. The $760,000 
structure will be built of native limestone. In addition to providing space for athletics events and phys- 
ical education classes, the new Field House will provide houainR facilities for such groups as 4-H Club 
Roundup which meet.annually on the campus. 



Schoeppel Signs Appropriation Bill 
For KSC Field House, Animals Lab 



A field house and a small animals 
research laboratory for Kansas State 
College became assured March 8 
when Governor Andrew F. Schoeppel 
signed an appropriation measure 
whlcb included funds for the construc- 
tion of these two buildings. Construc- 
tion will begin as soon as materials 
are available. 

Governor Schoeppel signed Into 
law the bill appropriating $2,675,000 
from the state's special one-fourth- 
mill educational building tax for a 
building program for the next two 
years at the five state colleges of 
Kansas. The sum of $750,000 for 
the Field House and Men's Gymna- 
sium at Kansas State was the largest 
single item in the bill. 

The assurance of a field house at 
the College climaxes five years of 
agitation on the part of students, 
alumni and friends of the College. It 
was on March 26, 1940, that student 
leaders an the campus met and formu- 
lated the battle cry — "Let's Have A 
Crackerjack Field House Instead of a 
Crackerbox Coliseum." The first stu- 
dent group to promote work for a 
Field House was headed by Joe Rob- 
ertBon. Other members were Al Ma- 
klns, Jim Stockman. Norris Holstrom, 
Carl Rochat. Gene Fair, Bill Beezley, 
Don Crumbaker. Leslie Edrington, 
John Eyer and Fred Eyestone. 



In April of that year students 
staged a Field House rally. Members 
of the basketball team attired in bar- 
rels took part in a parade declaring, 
"We might as well be without pants 
as without a field house." Jack Gard- 
ner was coaching hiB first season of 
basketball for the Wildcats. He dis- 
played his interest for a Field House 
where his team could be seen in ac- 
tion by outsiders as well as students. 
He became known as "Jack The Build- 
er" Gardner. On April 30, 1940, a 
cornerstone for the new building was 
laid with great ceremony by Gardner 
on the proposed site north of Me- 
morial Stadium. 

Students sent a petition to Gover- 
nor Payne Ratner May 1, 1940, in 
which more than 3,000 students 
urged the construction of a Field 
House. They requested that the Field 
House be placed first on the building 
list. 

Although student interest died 
down during the summer, it came 
back in full force In the winter of 
1940-41, The campaign of the sec- 
ond year was guided by a permanent 
student Field House committee head- 
ed by Don Maklns. Other members 
Included Jack Haymaker, Bob Wells, 
Pierce Wheatley, Ray Bukaty and 
Mary Grlswold. 



YM 

An all-college dance al the U. S. 
on April 6th is being planned by the 
College YMCA. Guests of honor at 
this dance will be the officers and 
nurses of the newly established evac- 
uation hospital at Fort Riley. Some 
hundred officers and fifty nurses are 
expected to attend. This is the second 
dance to be sponsored by the YMCA 
this year. 



i At 

Dr. Howard T. Hill, head of the 
Department of Speech, will speak at 
a dinner ol the Marshall County 
Teachers' Association Saturday. 



Beach Speaks 
At Assembly 

Dr. Frank A. Beach, Chairman and 
Curator of the Department of Ani- 
mal Behavior at the American Mu- 
seum of Natural History, New York, 
will speak at an assembly Tuesday 
at 9 a. m. The subject of the address 
will be announced later. 

A visitor on the campus from Mon- 
day morning until Wednesday noon, 
Dr. Beach will hold informal confer- 
ences with students. He will also be 
present at the zoology seminar Tues- 
day at 4 p. m. 

Dr. Beach received his master's de- 
gree at the State Teachers College In 
Emporia. After graduation he re- 
ceived his Ph. D. at the University 
of Chicago. From Chicago Dr. Beach 
moved to Harvard University where 
he served as research assistant in 
Neuropsychology lor two years. In 
1938 Dr. Beach Joined the staff of 
the American Museum of Natural 
History. 

The visit of Dr. Beach on the cam- 
pus is sponsored by the Science Club, 
Sigma XI, Assembly Committee Fund, 
the Departments of Zoology, Animal 
Husbandry, Dairy Husbandry, and 
the Graduate School. 



K-Staters were urged by The Col- 
legian to write their legislators. Dur- 
ing the Christmas holidays of 1940, 
rallies were staged by studentB In 
their home towns. The climax to the 
Field House drive was January 13, 
1941, when nearly 1,000 students led 
by the College band. ROTC and cheer 
leaders paraded through Aggleville 
and the business section of Manhat- 
tan. The parade in which the Man- 
hattan Junior Chamber of Commerce 
participated was six blocks long. 
Townspeople who took part In the 
parade displayed signs which read 
"I haven't seen a game In the crack- 
erbox since 1920." 

Senator Rolla W. Coleman of John- 
sfln County, Introduced a bill to create 
a 10-year building program for state 
colleges of Kansas to the 1941 ses- 
sion of the legislature. Opposition 
was great agalnBt the bill and It was 
killed by the senate way* and means 
committee. 

A request for a Field House and 
Men's Gymnasium was placed at the 
bead of the building list by Presi- 
dent F. D. Farrell in his biennial re- 
port June 30, 1942. It also headed 
the list of requests for buildings sub- 
mitted to the Board of Regents by 
President Milton S. Eisenhower In his 
biennial report June 80, 1944. 



Marie 
Gives Concert 
At 8:15 Tonight 

"Ave Maria" by Schubert and 
Mozart's "Alleluia" are among 
the familiar and varied numbers 
to be sung by Marie Witktns In 
her concert tonight at 8:15 in 
the College Auditorium. A lyric- 
coloratura soprano of the. Met- 
ropolitan Opera Association, 
Miss Wilklns is the second to 
appear in the Manhattan Artist 
Series. 

Assisted at the piano by Winifred 
Gallup. Miss Wilklns will sing 'The 
Nightingale and the Rom" by Rimsky- 
Korsakoff, the "Laughing Song" from 
"Die Fledermaus" by StrausB. and 
the aria, "Je Suis Titaiila" from 
"Mlgnon." 

From Handel's "L'Allegro," she 
will sing the recitative, "Let Me 
Wander Not Unseen" and the aria, 
"O Let The Merry Bells Ring Round." 
Another Handel selection will be "O 
Sleep, Why Dost Thou Leave Me" 
from "Semele." 

MIbb Gallup wil present two piano 
numbers. "The White Peacock" by 
Griffes and "Artist's Life" by Johann 
Strauss-Schutt. 

Prodis from the Manhattan Artist 
Series will be used to assure a sim- 
ilar series next year and to help build 
residence halls for women on the 
campus. The third and last program 
of this series will be the Metropolitan 
tenor, Charles Kullman who will ap- 
pear here April 24. 



Dr. Howard T. Hill, head of the 
Department of Speech, led an open 
forum on "Postwar Education" at 
the Salina USO Sunday. 



Income Taxes . . . 

Any student who ha* earned 
leas than *SOO In 1044 is entitled 
to a refund or all taxes withheld 
from 111* kukw. The Federal Io« 
come Tax form Is due today. 
Prof. H. M. Stewart of the eco- 
nomic* depart me nt hit.- volun- 
teered hi* service* to student* in 
filling out them forms. Profea- 
ha* the Income Tax 



Auction Service 

Of Faculty Members 

Various faculty members were at 
the mercy of the student body at an 
auction of faculty services at the Y 
Carnival March 10. Hannah Bacon, 
Hutchinson; Marjorie Manahan, Wel- 
lington, and Beth Jarvls, Kansas City, 
bid approximately $3 each for the 
pleasure of having a coke date with 
President Milton S. Eisenhower. 

Genial Frank Myers of the Depart- 
ment of Athletics, will he serving 
dinner to the PI Phi's one of these 
Sundays. The sorority won the hid 
on Mr. Myers as a houseboy. Dr. A. 
A. Holts, VMCA secretary, will in- 
vade tbe upper floors of the Alpha 
Delta Pi house to make six beds for 
that organisation. 

Spring will And Dr. W. E. Grimes 
pushing a lawn mower over the Chi 
Omega lawns as his part of the Y 
Carnival faculty services bargain. 
. One of the women of that sorority 
made the highest bid for his services. 

Miss Barbara Kelley, Garden City, 
was tbe highest bidder for the ser- 
vices of Prof. H. W. Davis In writing 
a special letter which a girl can send 
to her G. I. boy friend. As the result 
of the auction Misn Anna Stunner 
of the Department of English, will 
write a theme tor Philip DeBrucque, 
Tulsa, Okla. 

During one of the Alpha Delta Pi's 
busiest date nights escorts will find 
Dean R. W. Babcock, School of Arts 
and Sciences, welcoming them Into 
the house as doorman. Dr. V. D. 
"Tiny" Foltz will answer the pbone 
for half an hour for an organized 
group designated by Miss Ethellnda 
Parriah, who bought his services. 

Rosemary Maloney, Kansas City, 
Mo., was the high bidder to win a dale 
with Dr. Fayne. H. Obcrst, School of 
Veterinary Medicine. 

Tbis Is only a partial list of the 
'tasks members of tbe faculty will be 
doing since offering their services at 
a Y Carnival auction. 



The people of Italy and Spain gen- 
erally wear overcoats until July. 



Dr. Smythe On 
Labor Forum 



"Postwar employment will present 
a serious problem due to the change 
of women's place in Industry and the 
fact that many want to stay in their 
present Jobs," Dr. Mabel Smythe, pro- 
fessor of economics at Lincoln Uni- 
versity, Jefferson City, Mo., told stu- 
dents and faculty Monday afternoon 
at the Labor Forum sponsored by the 
YWCA and YMCA. 

"Only a great expansion in civilian 
production will provide Jobs for re- 
turning servicemen, men In essential 
industry and the many women who 
will have dependents after the war," 
Dr. Smythe showed that Jobs cannot 
be distributed but must be given to 
the proper person. 

"There are 1* million women now 
employed in industry, and a great 
many of them will need work follow- 
ing the war," stated Dr. Smythe. She 
outlined the women needing work as; 
"Single women with no homes; those 
who must help the family financial- 
ly; women who enjoy working and 
are psychologically unfit for home 
life; some who are needed In Industry 
for their talents." 

"Reconversion will take time," she 
said, "bo we must not win the war 
and reconvert later. We must have 
in mind where we're going or we may 
get on the wroiiK road." 

Dr. Smythe received her A. B. de- 
gree at Mount Holyoke College, M. 
A. degree al Northwestern University, 
and a Ph. D. degree at the University 
of Wisconsin. Her publications In- 
clude articles In "School and Society," 
"The Journal of Experimental Edu- 
cation," "The Association of Ameri- 
can Colleges Bulletin," "The Negro 
College Quarterly." 

The next forum is scheduled for 
Monday at 4 p. m. In Recreation 
Center. Stan C. Swenson. director of 
U. 8. Employ m -tit Service in Man- 
hattan will speak on "The Place of 
the Returning Serviceman." 



Student Council 
Election April 6 



Patronize Collegian Advertisers. 



The Student Council election will 
be held April 6 in the Administration 
building of each school. The polls 
will be open from 8:1 a. m, to 6 p. 
m. 

• Nine members are elected annually 

to the Student Council. Each school 
of the College has that proportion of 
members which its enrollment bears 
to the total enrollment. The quota of 
candidates from each school receiving 
the highest number of votes are de- 
clared elected. There shall be a min- 
imum of one member from each 
school, and a minimum of one woman 
elected fnitn the School of Arts and 
Sciences. In electing, no names may 
be written in. 

The number of Council members 
from each school according to pres- 
ent enrollment figures arc: one each 
to the Schools of Agriculture, Engi- 
neering and Architecture, and Veter- 
inary Medicine; three each to the 
Schools of Arts and Sciences and 
Hume Economics making a total of 
nine members. 

A student \h eligible to be a can- 
didate to Student Council if he has 
the ruling of sophomore or above, It 
he plans to be in school next year, 
and if he Is eligible due to grades to 
participate In extra-curricular activ- 
ities. 

Candidates lo Student Council are 
nominated by the presentation of a 
petition of nomination signed by 26 
S. O. A. members from that candi- 
date's school. Petitions must he Hied 
with Arlene Shields, Council Record- 
ing Secretary by March 24. The Stu- 
dent Council hiiH voted that Blnce 
only 41 students are enrolled In the 
School of Agriculture, petitions from 
that school wil] be accepted if they 
have 10 signatures. 

The present Council members are: 
Arlene Shields, Jean Peck, and Mar- 
garet McNamee ot the' School of Home 
Economics; Phyllis Johansen, Mau- 
rlne Pence, and Ethellnda Parrlsh of 
the School of Arts and Sciences; Dick 
Olson, School of Veterinary Medicine; 
Charles Schwab, School of Engineer- 
ing and Architecture, and David 
Neher, School of Agriculture. 

Revision of the S. O. A. constitu- 
tion is still in process so that no 
changes in tbe constitution will be 
put to a student vote at this time. 

Three members of the Board of 
Student Publications will be elected 
at the same time. Their qualifications 
and eligibilities are tbe same as the 
Student Council members. Any stu- 
dent on the campus may sign the can- 
didates petition to the Board ol Stu- 
dent Publications. 

Tbe names of tbe candidates for 
the Board will be on all the ballots. 
Each voter will vote for three mem- 
bers. The three receiving the highest 
of votes will be elected. 
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K- State Students 
Are Wet Blankets 

We hear a lot these days about 
"nothing to do"— "nowhere to 
go." Students are forever look- 
ing for greener pastures — "If 
we could only get away where 
there Is something going on," 
they say. 

We imajtemt that thetta student* 
I of wishing for the Kreen- 
i really look at the tn- 
offcm] at 
Thia woek'H 
Calendar I lata nunnt-ouM 
which could tn* enjoyed by K- 
Htate student* — If they would 
only attend Hx-m. Kor example, 
tonight the Artltrt Hi-rle* Is pre- 
i Wilkin*, aa good 
mm any city in the na- 
offer. llat when «tu- 
the word "soprano" 
up their nnlntellectaal 
j, "not lor me." 
Most students are not aware of 
the "lilt" which one K etn from beau- 
tiful music well done. They do not 
realize that beautiful music can he 
an inspiration to perseverance, qual- 
ity, courage, belief in the triumph of 
the beautiful and good which we need 
more than ever In war time. It mattes, 
hard, dreary Jobs — like daily school 
work, tike getting along with our 
friends, or like convalescing from a 
wound — seem easier and more pos- 
sible. It's an escape — but one which 
sends us back to reality better able 
to face it. 



Student Council 

-NOTES- 



The following topics were discussed 
at the last Stndent Council meeting: 

Student Hangout — Student Council 
decided to ask the Palace Drug, Man- 
nings Cafe, Johnson's Cafe and 
Riser's Cale to stay open until twelve 
midnight on Friday and Saturday 
nights. If that is not agreeable a plan 
or rotation was suggested. 

Campos Film— It is planned to Bend 
the movie film taken of campus 
scenes to high schools to interest them 
in Kansas State. David Neher It to 
contact Dr. Howard Hill to see if the 
Speech Department could send a stu- 
dent to the high schools to explain the 
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IfcUe 
Slavf) Alls 
full, No 



(A DPI Kitchen 
f[luM*ea only hair 
nhorlafft' on Mortgage 
a habit of Hlave- Hor- 
etumn's. He target* that there's only 
i>iu' ingredient to bo poured Into these 
glasses. 

Some confusion has arisen ae to 
what the Slg Alphs were celebrating 
last Friday night— whether It was 
Founder'i Day or the launching of 
the Shangri-La. Because we are all 
confused, we-aleo would like to know 
Just where the party was being held 
— behind the screen or In front of 
It. Maybe Doris Johnson and Jim 
Ungles could straighten us out. 

WARNING: Kveryone be sure that 
yon are on yoar beat behaviour these 
next few weeks as we hear that the 
Hmrter members of a certain organ 
laatlon are on the lookout for pledges 
Hearsay has It that this club Is to 
bo the elite of all elite and the Anal 



of one s 
they put the "bee" on 
Overheard at the Can: "But, I al- 
ways wear a Rower in my button 
hole." TKE— Harold. 

"Wanta help paint our car?" Sigma 
Nu — Durham and King. 

"What klndu drawera are you talk- 
in' about?" AG It— Wed man. 

"But I always thought the Beta's 
were such nice boye." Kappa— Col- 
lins. 

"I tell ya'— I don't have anything 
to do with it!" SAE : — Sorenson. 

We hear the Chi O'a and Kappas 
were quite panhellenlc the other night 
down at Meadow Acres. Maybe they 
should go out of town more often. 

The Pi Phis lift their heads proud- 
ly and Bay "We can't take blind 
dates." Which may be true but It's 
Btrange how often they forget their 
date's uame when it cornea to Intro- 
ductions. What I mean Is— 

"Times are rough all over this 
year" say the Kappas. Example A: 
Now with Hwlft and Lou than the 
Alpha XIn have nine dateable men hi 
their house. 

Bulletin! Dirk Olson and Mugs 
Monroe report tlmt Sunset la In 
Nhape <you Just 
hip boots). 
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Student Council Election— Before 
election the Student Council plana to 
have a meeting to present the candl- 
datea tor positions on the council. 
Monday tallowing the election an 
assembly will be held to announce 
and introduce those members elected. 

Ore heat ras— Jake Mosier was pres- 
ent at the last Student Council meet- 
ing. He read a letter from Howard 
White which stated that several bands 
might be available: Nat Towels, Eddie 
Haddit, and Lee Raron. The possibil- 
ity or having one of these bands come 
to Kansas State was discussed. 

VarsltieB— The Council decided to 
have one varsity weekly following 
this week-end. 

Activities — Activity Limiting Com- 
mittee gave their report. The report 
was discussed and a few changes 
were made. The report will be pub- 
lished In the Collegian. The council 
will get student opinion on the mat- 
ter betore it ia actually put Into ef- 
fect. 



Students Give $849 
To Red Cross Drive 

Students contributed $848.34 to 
the Red Cross drive which ended Sat- 
urday noon, according to Mrs. Kath- 
leen Knlttle Schmitt, Assistant Dean 
of Women. The quota for this year 
was 11200, 

All organizations had not lurndH 
in their contributions to Mrs. Schmitt 
on Tuesday. 

Last year $613 was raised on the 
campus, with a quota ol $375. 27 
percent over the quota. This year, 
with the reduced enrollment, the 
students profited about $300 more 
than that raised last year. 

M. C. Moggie, assistant professor 
of education was chairman for the 
Red Cross drive. Mrs. Kathleen 
Knlttle Schmitt and A. L. Pugsley, 
professor of engineering and archi- 
tecture were in charge of the student 
drive which Prix, Junior women's hon- 
orary organization, sponsored. 



Organize Alumni Group 

K. L. Ford, Executive Secretary of 
the Alumni Association, and Prof. V. 
L. Strickland, of the Department of 
Education, attended an alumni meet- 
ing In Concordia recently. A Cloud 
County alumni association was organ- 
ised and nine directors were elected 
from alumni living In that county. 

As their Brat project the association 
will undertake the raising ol $2,000 
In girts to be given to the Kansas 
State College Endowment Fund. The 
money will go Into the general fund 
to help build new women 'b dormi- 
tories. 



WSSF To Sponsor 
'Meagre Meal' 

The committee In charge of the 
World Student Service Fund at Kan- 
sas State hopes to raise $1,000 
through their "Meagre Meal" project 
in which all or the organized houses 
have been asked to cooperate. The 
first or the meals was served Monday 
night at the Pi Beta Phi house. 

A speaker will be sent to each 
house to explain the purposes of tbe 
W. 8. 8. F. The menu which has been 
suggested by the committee consists 
of bean soup flavored with onion, and 
a vegetable salad sandwich made ol 
carrots and cabbage. 

Chairman of the campus commit- 
tee Is Dean Tlemann. Other members 
are Helen Dameron, Maurine Pence, 
Merle Eyestone. Aylo Albertson, Dr. 
Martha Kramer. Bill Guerrant, 
Johnny Bob Pallett and Vernelle 
Bier ins. President Eisenhower is one 
of the vice-presidents ol the world 
organization. 

The rund, which provides relief 
lor students and professors who are 
victims or war, is the American stu- 
dent's part in the world enterprise of 
student-to-student help. 
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Church News 



Mariana Mueller is in charge of 
the bridge party Sigma Eta Chi ol 
the Congregational Church is having 
at the home or their sponsor, Mrs. 
Mary Holland, Tuesday. This group 
has Just completed twenty wool skirts 
for war victims. 



Kappa Phi will meet Tuesday at 
Wesley Hall at 7:30 p. m. Mary Brlles 
is In charge ol the program which will 
be based on the theme "Together we 
Lilt a Mighty Chord." The -Saturday 
Niters will have a backward party 
Saturday at 8 p. m. at Wesley Hall. 
Dorothy Bemls is in charge of the 
lesson on "Personalities of PaBSlon 
No. 2" aj Wesley Hall at 6:30 p. m. 
Sunday. 



A chaplain from Fort Riley will be 
guest speaker at the Christian Youth 
Fellowship Forum on Christian Paths 
for the Service man. Leora Bently la 
planning the vesper program. 



Phi Chi Delta ia holding an initia- 
tion dinner at Westminster House at 
5:46 p. m. Tuesday. After tbe initia- 
tion Dr. Randell C. Hill will show 
some pictures. 



The Citizenship Committee headed 
by Maurine Pence and Frances Ewart 
will present the lesson to Baptist 
young people Sunday. Women ol 
Theta Epsiloti are asked to watch the 
Church bulletin tor time and place ol 
their meeting Tuesday. 
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ka is fighting a global war, 
by thousands, and our service It 

Today, the imlligss are training 
armed services; and the rail and 
Railway Express are being largely 
speeding of war-good* shipment!, 
concerned, please do three simple 
1943 borne pactsgjpi sod baggage 



mrcss cicariy 
sate names. 



NATION-WIDE 



RAIl-AiR SERVICE 



Francis Hoyt Brown, somewhere in 
Italy, was recently promoted to tbe 
rank of captain. Graduated from 
Kansas State with a degree In veter- 
inary medicine tn 1943, Captain 
Brown has been overseas for the past 
year and Is now in charge of a med- 
ical service detachment as food In- 
spector. 



The Bronze Star has been awarded 
MaJ. Wendell L. Kanawyer. D. V. 
M. '39, for meritorious achievement 
during the Leyte campaign. The 
award was made by Maj. Gen. Verne 
D. Mudge, commanding general of 
the First Cavalry Division. Major 
Kanawyer has been overseas almost 
two years and participated In cam- 
paigns on the Admiralty Islands, 
Leyte, and now on Luzon. 



Lt. Lane Nicholas, who was re- 
ported missing as of December 17, la 
now a prisoner of the German gov- 
ernment, according to word received 
by his rather. Lieutenant Nicholas, f. 
a., was with a tank battalion and had 
been overseas 11 months at the time 
of his capture. 



Former student Herbert W. Sim- 
mons Jr. graduated recently from the 
Naval Air Training Bases, Corpus 
Christl, Texas, and was commissioned 
an ensign in the U. S. Naval Reaerve. 
Naval aviators fly carrier-based or 
land-based planes In combat zones, or 
at Naval Air Stations at home, and 
abroad. Whether in the Marine Corps 
or in the Navy, Naval aviators wear 
the ranious "Wings of Gold." 



Surfbachl. Sergeant Callahan's work 
Is with the flame throwers. A former 
student at Kansas State, Sergeant 
Callahan volunteered lor service In 
the Marine Corps three years ago, 
and has been In the Pacific area since 
the summer of 1943. 



Second Lt. Wayne B. Chapin, a 
pre-vet student while at Kansas State, 
haa been awarded the Air Medal tor 
"meritorious achievement" daring 
Eighth Air Force bombing attacks on 
German military and Industrial Instal- 
lations. Co-pilot of a B-17 Flying 
Fortress, Lieutenant Cbapln Is a mem- 
ber of tbe 493rd Bombardment Group, 
a unit of the Third Air Force. 



V 



Promoted to first lieutenant . 
Raymond Caughron, G. S. '30. Lieu- 
tenant Caughron entered the Army 
In 1942, received his commission at 
the Infantry School, Fort Banning, 
Ga., and 1b now an Instructor in the 
IARTC at Camp Gordon, Ga, 

Sam G. Kelley has been promoted 
to, the rank of lieutenant colonel. Colo- 
nel Kelley, Ag. '29. is in Italy. A . 
promotion to the full rank of colonel 
has been given to Temple E. Wlnburn, 
Ag. '29, now serving in the South- 
west Pacific. Colonel Wlnburn was 
a graduate student In the Depart- 
ment of Entomology. 



Patronise Collegian Advertisers, 



Lt. Ruth Baldwin, H. E. '40, Is 
one or 17 Kansas State dietitians now 
tn service with the armed forces over- 
seas. Lieutenant Baldwin la some- 
where in Italy. 



A letter from Sgt. Robert J. Cal- 
lahan of the U. Sr Marine Corps tells 
of his participation in the battle or 
Iwo Jiroa. His battalion, with the 
Fifth Marine Division, took Mount 
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MOTOR CO. 
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EVERY SERVICE 
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This tiny dot 
in the Pacific 



SAIPAN 




has more communications 
equipment than a city of. 
190,000 people! 

The little island of Saipan today has communications 
fccilities greater than those of Hartford, Connecticut. 

Without this vast array of telephone, teletype and 
radio apparatus-much of it made by Western Electric— 
Saipan could not play its key part as an army, navy and 
air base in the great drive our fighting forces are making 
toward Tokyo. 

When you realize that Saipan is only one small island 
—and that many more bases must be taken and similarly 
developed -you get some idea of the job still ahead. 

Today the manpower and manufacturing facilities of 
Western Electric are devoted to meeting our fighters' 
increased needs. That's why there is not enough tele- 
phone equipment for all civilian requirements. 

Buy ail tbe War Bonds you can- and keep them! 
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Two K-Staters On Big Six 
Honorary Basketball Team 

Two Kansas State basketball players. Jay Payton, a guard 
from Emporia, and Dave Weatherby, Neodesha forward, have' 
been named on the all-Blx Six honorary team selected by the 
Associated Press, conference coaches and sports writers. Payton 
was placed on the first team and Weatherby won a spot on the 
second. » 



Sharing first team honors with Pay- 
ton were Jim Myers, Iowa State, tor- 
ward; Gordon Reynolds. Kansas, for- 
ward; Bob Mott. Iowa State, center; 
Jack Land on, Oklahoma, guard. 

On the second team with Weather- 
by were Harold (Scooter) Hinei, Ok- 
lahoma, forward; Art Peterson, Ne- 
braska, center; Oene Kurash, Mis- 
souri, guard; and Bill Block, Iowa 
State, guard. 

Payton, a discharged war veteran, 
Is a Junior at K-State and probably 
will be available for the entire season 
next winter. This was his first year 
in the Big Six, although he competed 
for Emporia Teachers before the 
war. He played his high school ball 
at' Newton. Payton's experience and 
court generalship - helped lead Coach 
Frits K no it's young Wildcats to one 
of the most successful seasons in K- 
State history. The Associated Press 
praised the Wildcat guard's ability 
to make long shots and passes, both 
plain and fancy throws. 

Weatherby, a fresh man, was one 
of the deadliest shotmakers in the 
conference. He finished fourth in Big 
Six scoring with a 10-polnt game 
average. At times, the A. P. said, 
Weatherby waa capable of playing on 
the all-Big Six first team but his 
weakness on defense prevented the 
honor. Lanky Dave, an 18-year-old, 
probably will be lost to the squad 
next year as he 1b expected to report 
to the army air corps soon. 

On the United Press all-star selec- 
tion, both Payton and Weatherby 
were named on the second team with 
Payton receiving co-captalncy honorB. 



Elect Ridgway 
;e Team 



Joe Ridgway, senior forward from 
Oberlln, was elected honorary cap- 
tain of the Kansas State basketball 
team at a cage- team dinner given 
Thursday, March 8, by Mrs. Fritz 
Knorr, wife of the Wildcat coach. 

Ridgway, the only letterman on 
the 194 4-46 Wildcat squad which 
won 10 games and lost 13, scored 144 
points during the season. His record 
was surpassed only by Freshmi 
Dave Weatherby, NeodeBha, who 
tallied 187 points during the season 

Ridgway, smallest man in the Big 
Six conference this past season, 
played with the K-State A. S. T. P 
team during the 1943-44 season and 
with Kansas State In 1942-43. He is 
enrolled in the School of Veterinary 
Medicine. 



Spring 
Is Underway 

Coach Ward Haylett is very pleased 
with the fine turn out for spring foot- 
ball practice, but he la still looking 
for new prospects. Coach Haylett re- 
ports that 28 men have turned out 
for practice. 

The coaching staff has been drilling 
the- men on fundamentals of block- 
ing, tackling and passing. In the 
remaining four weeks of practice 
team plays wilt be emphasised. 

An attractive .schedule has been 
drawn up for next fall. Washburn at 
Topeka Is back on the schedule and 
the Marquette Hllltoppers at Mil- 
waukee, Wis., have been added to 
the list of foes that the Wildcats will 
meet next fall. 

"Several new prospects look like 
they have possibilities." says Coach 
Haylett. "Some of them who have 
reported for practice regularly and 
made a fine showing In practice are 
Bascona, Brandeo, Armstrong, Camp- 
field, Durham, New son, Sage, Schrleh- 
er and Smith." 
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Intramural; 



Quill Club Meet* 
Quill Club will meet tonight at 
7:30 In A227 for a regular meeting, 
according to Miss Ada Rice, faculty 
sponsor. The meeting will be over In 
time to attend the Marie Wilkina' 
concert. 

Manuscripts that have been sub- 
mitted for membership to Quill Club 
will be read and discussed. All mem- 
bers are urged to attend because new 
members will be elected. 



Winners of men's intramurals 
March 8, were Kappa Sifts, House of 
Williams, Sigma Nu and TKE. Mon- 
day the winners were AGR's. Other 
games were postponed. Kappa Sigs 
play the Delts at it tonight and the 
Phi Delts play the Sig Alphs at 9 
Monday night. 

Tonight Jr. A. V. M. A. plays Sigma 
Nu and the Kappa Sigs play the 
TKE "a at 7:30. At 8:15 W. F. A. C. 
will meet the Delts and the Sig Alphs 
play-the AGR's. It's House of Wil- 
liams vs Phi Delta Theta at 9 p. m. 

MondaV at 7:30 p. m. Delta Tau 
Delta playa Jr. A. V. M. A. and House 
of Williams meets the AGR'a. At 
8:15 the Sigma Nus vi the Phi Delta 
and Kappa Sigs va SAB. W. F. A. C. 
plays TKE at 9 p. m. 

Softball and tennis Intramurals 
will be next with practices starting 
the first week in April. 

Women's Intramural basketball Is 
underway with two games being 
played each night from 5 till 6. Pour- 
teen teams are entered and they are 
divided into four groups. The winners 
of each group will play In the finals 
on March 20 and 21. 

The teams entered in the tourna- 
ment are Alpha XI Delta. Alpha Delta 
Pi, Kappa Kappa Gamma, Chi Omega, 



Kelm'a Kabana, Van Zlle Hall, Delta 
Delta Delta, Kappa Delta, Clovta, 
Annex I, Annex II, PI Beta Phi, Blitz 
Babes and Arcadia. 

K-Staters Try-Out 
For Spring Play 

All students are urged to try-out 
for parts tn Kansas State Players' 
spring production, "Over Twenty- 
One," Prof. Earl G. Hoover recently 
announced. The play, a comedy by 
Ruth Ooidpji, was recently released 
from Broadway for amateur produc- 
tion. 

The central character is a young 
newspaper editor who decides to quit 
his job, Join the army, and go to 
OCS. Complications arise when the 



icosnl 

I J THiflTM 

Show*: 2:80 . 7:00 - 0:O0 



TODAY THRU WEDNESDAY 



"NATIONAL VELVET** 

starring- 

ROONI ; v 
with 

Taylor 



Miss Elisabeth Stewart of the 
Home Economics Department, com- 
pleted her copy for a bulletin entitled 
"Cookie Jar." The bulletin went to 
the State Printer last week. 



Barney Youngcamp, Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380. 



QUICK REPAIRING 



Crystal* 



BRADSTREET 

WATCHMAKER 
Fourth A Houston) 




SAVE THE PIECES! 

Qnlck Repairing 

Berries) 




DR. E. L. A8KREN, 0. D. 
Optttnetefc Bye 




WRITE A LETTER 

Wits End 

Air Mail V-Mail 
Every Day Paper 
Thank- You Notes 
COME IN AND BROWSE AROUND 

The College Book Store 




No Matter Which 
One You Pick, 
You'll Be Lucky 

Pluck your Spring desire 
right from our hot-house 
of Styles. 

No matter how particular 
you might be, Don and 
Jerry's have cultivated the 
idea that men like crisp 
styles and newness of color 
combinations In their 



publisher of the paper, and a Holly- 
wood producer enter the scene. Riot- 
ous comedy results. 

Those men who are interested 
should see Professor Huover at once 
or leave their names in the speech 
office in Education Hull. Try-outs will 
begin next Tuesday and Wednesday 
In G206 from 7:30 to 9:30 p. m. 
Books are on reserve at the library. 



Davis Speak*. On KHAG 
The sixth in the aeries of Good En- 
glish talks presented by faculty mem- 
bers of the Department of English 
will be given ou Wednesday over 
KSAC at 5:16 p. m. fl. W. Davis, pro- 
fessor and head of the Department of 
EngllBh, will talk on the subject "A 
Good Word." 



So drop in today and see 
how 'lucky' you can be in 
finding Just the suit you 
want. 

Suits S21t.R0 to 146.00 



H.J.GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 



tUUl* «"Ni ni M»l GMAT St RUN 
It 1 m .-. r. . i \ . i A i I TtMl " " 




4 Days Start inir Sunday 





FRI. - SAT. 







'01 


\ TRIAL 



— PLUS — 



BIGGER AND BETTER 

25 th Anniversary 

Y-ORPHEUM 

College Auditorium 

SATURDAY, MARCH 17, 8:00 P. M. 

Directed bjr E. 8. Hoover 

Special Attractions 

• From Fort Riley— Profession.! Magician (Pfe. Pete Gross) 

Falrman, Bath Fenton and Joyce Crlppen 



Competitive Acts 

A Style Review Collegiate 4-H Club 

Student Manser-Dave Smith 

All£dtf| Of BffOTCy f«„ M ,l(»M I MHt*ltiiiHi|ltlM<ifM«ii Chi 

Student Manager— Phyllis Johansen 

Things Are Rough All Over Kappa 1 

Student Manager — Dorli Dickey 

Varga Calendar (Mr! Alpha Delta PI 

Student Itanaa-sr— L«« Masaey 

The Family Album , Ctoviu 

Student Manager— Dorothy It Wilson 

A Night tn Vaudeville or No Wonder It Died Pi Beta Phi 

Student Manager — Helen 

Are The 



Student Directors 



Muter of Lights , Dean Tlemann 

Stage Manager Craig Bracken 

Publicity Manager Betty Car? 

Head Usher „ Jamee Spencer 



NOTE: Acta will be 




Admission — 35c Tax Included 



— SUN. - M0N. - TUE8 

ROY ROGfltS 

ni i i r 

Vfwm 




CARLTON 



— Tomorrow - Satarday — 




— SUN. THRU TUE9. — 



ABLAZE 

The most exciting ad- 
venture in 2000 years 

FREDRIC CLAUDETTE 
MARCH COLBERT 



"Sign of 
the Cross" 
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Sigma Alpha Epsilon Initiated 
the following members Friday 
afternoon: Ronnie Webster, 
Walter Gage, Arthur Rosenberg, 
and Tom Lyons. Friday evening 
a Founder's Day stag dinner 
was held at the Ware ham Hotel 
followed by a dance in the Flame 
Room. 

Alpha Delta Pi initiate* arc C'ath- 
eryn Bo wen, Peggy Brown, Ho Jean 
Burg win, Jean Crawford. Barbara 
Dial, Phyllis Fredrick son, Mary 
Jeanne Miller, Pat Martin, Maria 
Norman, Ruth Norman. Jo Ann Pe- 
trlch, Rowena Pippin, (Iletuiia Potter, 
Delia Gray Smith, Mary Eleanor 
Smith, Suzanne Smilh. Eleanor Strle- 
gel, and Wllma Ward. At the formal 
Initiation dinner Sunday Maria Nor- 
man was awarded the scholarship 
ring. Jean Crawford received second 
high scholarship recognition and Row- 
ena Pippin got thii award for the 
beat pledge theme. 

iMtbellf* Xeal, Clil Omega, f. R, and 
Ensign Harold Elmer f. s. of Man- 
hattan were married Sunday In Sa- 
lina. Ensign Elmer was a member 
of Sigma Alpha Ensllnu fraternity. 

Ooyle Kern Is the new ] ►resident of 
TKE. Other officers are Larry Mc- 
Claughry, vice president: Lewis Run- 
nels, secretary; Joe Lundholm, treas- 
urer; Albert Maxfleld, pledge master; 
and Gene Spratt, reporter. 

Edna Kspefuharir pawKHt choco- 
lates at Arcadia recently announcing 
her engagement to A/C Robert Houl- 
ton of Abilene. A/C Houlton Is now 
stationed at Memphis, Tenn., as a 
member of the V-fl Navy Training 
Program. ' 

N'ew offirera of Kappa Kappa (Jain- 
ma are Doris Dickey, president; Mary 
Ann Luhnow, standards chairman; 
Barbara Houghton, recording secre- 
tary; Joann Yapp, corresponding sec- 
retary; Helen Hoover, treasurer; 
Dorothy AinBworth, registrar; Bar- 
bara West, rush chairman: Bettye 
Webber, pledge captain, and Doris 
Johnson, social chairman. 

PI Beta Phi formally pledged Ida 
Frederick Tuesday. 

Forniul recognition dinner was 
held Saturday night by the Kappa 
Deltas. Norma Van Buren received 
recognition for making the highest 
grades In the pledge class, and Eliza- 
beth Grimes, for making the highest 
grades In the active chapter. Lois 
Meisner was named outstanding 
member. 

Adelaide Nwlft la the new president 

of Alpha XI Delta, The following 
members were elected to other offices: 
Marlon Asher, vice president; Kath- 
leen Peterson, secretary; Edna Gil- 
more, treasurer; Muriel Becker, so- 
cial chairman; and Flo Hlneman, rush 
chairman. 

New officer* of Hill's Heights are 
Betty Pressgrove, president; Marion 
Dunbar, vice president; and Patty 
Adams, secretary and treasurer. 

Mrs. P a wn Hi-nunlnger of Lincoln, 



Fresh Vegetables and Meats 

BOTTGERS 



Dr. E. B. Pauley 



Complete Optical Service 

Phone 3210 105 N. Fourth 



Johnson's 



a 



good place 
to eat 



Neb., province president of Alpha XI 
Delta, waa a guest of the local chapter 
this week. A formal dinner was given 
in her honor Tuesday ^evening. 

Members of Chi Omega sorority 
were guests at a tea dance for en- 
at Fort Riley. 



"Framed" Men 
Contest Held 
By Home Ees 

"The Most Handsome"" Man In a 
Frame" — Would you like for your 
brother, father, sweetheart or your 
stater's boyfriend to claim that title? 

Home Economics students will 
have the opportunity to display their 
"pin-up (or Is It frame-up 1 boys" 
next week In Calvin Hall and place 
them in competition for that Illus- 
trious title of "The Most Handsome 
Man in a Frame." 

The Home Ec Club Is sponsoring 
the contest and only students enrolled 
in Home Economics are eligible to 
enter the photographs of their men. 
Registration for the contest will be 
In Calvin Hall Monday, Tuesday and 
Wednesday and the pictures must be 
placed on display. Each student may 
enter as many pictures as she wishes. 
There Is an entry fee of ten cents per 
picture. 

Photographs will be Judged by three 
faculty members and the winners will 
be announced at a bam dance in the 
women's gymnasium Thursday night. 

Roberta Ince is chairman of the 
contest. Committees are: publicity, 
Carol Shields, Marie Oberhelman, 
Mary Alice Duer; barn dance, Bar- 
bara RogerB, Marjorie Bunge, Mary 
Peddlcord; Invitations, Peggy Cheat- 
urn. Lola Warden; contest, ,Betty 
Swan, Faye Sloan, Emily Kirk and 
Gladys Goff. 



Social dub Meets 

The College Social Club met in Rec- 
reation Center on Monday, at 2:45 
o'clock. Guests were former mem- 
bers, housemothers, and graduate as- 
sistants. The receiving line included: 
Mrs. M. S. Eisenhower. Dean Helen 
Moore, Mrs. Ned W. Kimball. Mrs. 
George Farmer, and Miss Mary Lou 
Dunkerly. 

The program was an old-fashioned 
melodrama. "Curse You, Jack Dal- 
ton," presented by seven members of 
the club. Those who poured were 
Dean Helen Moore, Mrs. EisenhwWer, 
Mrs. R. R. Snook, and Mrs. Roger 
Smith. 



T. B. Tests . . . 



-College Calendar- 

Thursday, Hatch 15 

Marin Wflkfau' 
«: 18. 



H:in to 



8 p. ». 

Friday, March 16 

VM-VW Dtme Dance, 

Center, 8:80 to 1 1 :80 p. m. 

Sptarday, March 17 

Y-Orphenm, 

11:80 p. m. 
Graduate School Party, 

200, 8 to 11:80 p. m. 
Aloha Cottage St. Patrick Party, 

1728 Laramie, to 10 p. m. 

Sunday, March 16 

Annex II Coke Party, 518 Sunset. 

8 to 5 p. m. 
Recital, Auditorium, S to 6 p. m. 
House Party, Aloha Cottage, 8 to 

10 p. m. 

Monday, March 19 

Orcheals, Nichols 1, 7 to 9:80 p. m. 
Y\V( A Forum, Recreation Center, 
4 to S p. .... 

Tuesday, March 20 

Orchestra, 

p. m. 
Choral RehearHal, 

8 to 8 p. m. 
Junior A. V. M. A. Meeting, Vet. 

18, 7:80 to p. m. 

Wednesday, March 21 

Calvin 107, 7:80 to p. 



la. 



7:15 to 10 



Children's Claaw Recital, Nichols 
802, 7:80 to 0:80 p. in. 

t'nlveraity of Chicago Alumni Meet- 
ing, Halt In 107, 7 to p. m, 

Thursday, March 22 

Mortar Board Meeting, Calvin 101, 
8:80 to 0:80 p. m. 



Dr. Martha Kramer of the Home 
Economics Department, ' spoke in 
Wichita Saturday at the American 
Association of University Women's 
luncheon. Dr. Kramer spoke on "Nu- 
trition Problems of China." 



report at the 
north end of the Kaat Stadium 
for their tuberculosa X-ray ex- 
amination at the time Indicated 
on their appointment card. These 
cards have been sent oat by Stu- 
dent Health and should be called 
for at the College 



FLOWERS 
For All Occasions 
Martin's Flowers and Gifts 
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College City 
Bus 

Dial 4140. 
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WEDDING KINGS 
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Formal Is Planned 

The annual spring formal, spon- 
sored by Amfcossetnbly, will be March 
23 from 9 to 12 p. m. at Thompson 
Hall. Harold Hunt's orchestra will 
play. The dance Is for independent 
students only. 

The receiving line Includes Dean 
Helen Moore, Miss Dorothy Hamer, 
Mrs. Kathleen Scbmltt, Mrs. E. E. 
Rogers, Miss Eva Lyman, and Hope 
Watts, president of Amicossembly. 
Housemothers of Independent organ- 
ized houses will be cbaperones. Re- 
freshments will be served. 

Tickets will be on sale soon. Only 
50 tickets may be sold, and women 
of the independent organized houses 
will be given first chance to buy them. 
The rest of the tickets go on sale at 
a booth In Anderson Hall on March 
82 and 23 to other 
dents. 



Action Exhibit* Will Be 

Hospitality Day Feature 

Action exhibits will be a feature of 
the 1946 Hospitality Day, April 20, 
according to Gladys Richardson, 
lairman of Hospitality Day exhibits 
committee. Actual demonstrations of 
food preparation, time saving helps, 



will be In 



and clothing 
progress on 

Members of the committee are: 
Dorothy Mcintosh, food research; Pat 
Putnam, nutrition research; Shirley 
Gesaell, clothing; Betty Sharp, tex- 
tiles; Betty Gail Parker and Mary 
DreBsel, art; Mrs. Alice Klema, child 
welfare; Jean Belby. nursing; and 
Arlene Shields, home economics and 
business. 
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With V-E day In sight, 
let's Hick to our war 




our rubber — 
salvage our tin , 
r "—and buy 1 
| keeps. 

k Became some must 
travel— think before 



make a 

UNION BUS DEPOT 
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Time to 
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Re-tie? 



The Gremlins 
When the Arrows Gome! 




by Gremlin, that .it on your da 
knot and yank It to on* side when you're 
ast loosing? Or Fttawllss that paw and 
ami your tiu until they're created 
WOTM daw • washboard? Well Arrow 
Ties km a special 
that keeps tb 
awsyl Thh 

St a diftsnos. 

r, Nary or 
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FOR ARROW TIES 




Now* the time to stock np on those swell-looking 
Arrow ties! Arrow has smart numbers to suit every 
taste in a wide range of fabrics, including foulards, 
macclesweaves, satins, and repps. Arrow tie* axe 
extra special because they are made with a patented 
lining which resists wrinkles, and tie into easy good- 
looking knot*. Get some Arrow ties today! 

$lanj«1.50. 

And how 



YARROW*. 

Y SH1KTS and TIES j 
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Alpha Belts, 
Kappas Top 
Orpheum Acts 

The Y -Orpheum Oscar went to Al- 
pha Delta Pi sorority and the Kappa 
Kappa Gamma skit won second place 
In the 85th annual Y -Orpheum com- 
petition Saturday night. A skit by 
Kappa Delta was given honorable 



The winning "Varga Calendar 
Girl" eklt was directed by Lee Mas- 
soy. Twelve Varga girls beautifully 
costumed to represent the months 
of the year emerged in turn from a 
huge replica of the « over of an Es- 
quire magazine. Charles Esllnger sat 
on a park bench watching the beauty 
parade as a sextet of can-can girls 
chanted Jingles for each of the 
months. In the finale Esllnger sang 
"Day Dreaming" with the Varga girl 



The dressing room of the Kansas 
State coed football squad was the 
scene of "Things Are Rough All Over" 
which won the second place trophy 
for the KappaB. Coach Nina Heberer 
was giving the "boys" a last minute 
pep talk before a game with K. U., 
when word of the war's end was 
brought in by a news boy. Gerald 
Goetcb appeared to represent Kansas 
State men returning from the wars. 
The act ended as the girls abandoned 
the football game shouting "Beat 
*em next year." Doris Dickey was the 
director. 

The reminiscent "Gone Are the 
Days" presented by the Kappa Del- 
tas was honorably mentioned by the 
judges. As a little old lady sitting 
In a rocking chair remembered her 
youth, two couples pantomimed her 
memories and a 1946 version of them. 
PhylllB Hugos as grandma picked up 
her skirts and did a tap dance to 
bring the skit to a hilarious close. 
Ruth Schubert was in charge. 

The Chi Omega's "Angels of 
Mercy" depicted the work of Ameri- 
can war nurses. A chorus of girls 
dressed in white formed, huge V 
to sing "Angels of Mercy* 1 with Lots 
Johnson as soloist. Phyllis Johans- 
sen was Chi Omega director. 

The Clovias opened "The Family 
Album" to reveal the ancient family 
skeleton of "Wild Cat Kelly." baby 
plotures and wedding portraits of 
grandma and grandpa. 

The PI Phis returned the audience 
to vaudeville days with "One Night 
in Vaudeville, or No Wonder It Died." 
Rosemary Atzenweller was featured 
as vocal soloist. Helen LawBon was 
manager of tbe act. 

Between-act features included a 
hypnotic demonstration by Pfc. Pets 
Grose of Ft. Riley, an acrobatic danci 
by Pat Hartnett and several selections 
by "The Melodyanns, Ruth Fenton, 
Joyce Crlppen and Patt Fairman. 

Mike Ahearn presented the trophies 
as a representative of tbe group of 
Judges which also included Mrs. 
Kathleen Knjttle Schmitt, H. W. 
Davis and R. R. Lashbrook. 




Coeds Say Gallagher 
"Ideal" A. P. Man 

Two Moore Th' Merrier girls, June 
Rucker and Barbara King, recently 
followed the good old American 
custom of expressing their opinions, 
and found themselves In newsprint. 
A letter from the two studentB ap- 
peared in the "Letters to the Edi- 
tors" section of the March 6 issue 
of Life magazine. 

Pictures of war correspondents bad 
appeared in an earlier issue, and the 
two girls dfclded to pick one as their 
"ideal" correspondent. Life pub- 
lished their letter: 

"We have decided that A. P.'s cor- 
respondent, Was Gallagher, Is the 
correspondent we would most like 
to correspond with." 



Speaks On Radio 
Tbe seventh in the series of Good 
English talks presented by faculty 
members of the Department of En 
gllsh will be given on March 28 over 
KSAC at 6:15 p. m. J. 0. Faulkner, 
professor of English, will talk on the 
subject "Diction: Improprieties." 



Seniors . . . 



I Orders must be 
for invitations for the 
by March 27 




Independents . * • 



i of Independent candi- 
dates for next year's Student 
Council Is In Anderson Hall to- 
day from 8 a. m. until 5 p. m. 



Romberg Will 
Appear Here 

Sigmund Romberg and his concert 
orchestra will appear at tbe College 
Auditorium on Thursday, April 12, at 
8:16 p. m. His orchestra Is com- 
posed of sixty artists including out- 
standing soloists. Mr. Romberg is 
the famous composer of "The Desert 



Song", "The Student Prince". "May- 
time", "Blossom Time", "New Moon", 
and the new Broadway hit, "Up In 
Central Park". 

This concert Is sponsored by the 
American Association of University 
Women. The proceeds will be given 
to the women's residence hall fund. 

Tickets will be on sale from April 2 
to 12 at the Brown Music Store and 
the auditorium box office from S to 
8 p. m. 



K-Staters 
Marie Wilkins 

The Manhattan Artists Series pre- 
sented Marie Wilkins, lyric-color- 
atura soprano of the Metropolitan 
Opera Association, to a very enthu- 
siastic audience at tbe College Audi- 
torium March 16. Mrs. Wilkins' pro- 
gram was quite varied. Each Indi- 
vidual number was carefully pro- 
jected with reference to the style de- 
manded. Her musicianship was be- 
yond question, everything being in 
the best of taste. Tonally the lyric 
songs were more satisfactory and 
pleasing than the coloratura ones. 

She has a very good command of all 
the fireworks of the coloratura, scales, 
arpeggios, accented trills, etc. The 
Proch variations, the dell 'Acq ua "La 
Villanelle," the Strauss "Laughing 
Song," the Thomas "Je suis Tltanta" 
ably demonstrated this side of her 
art. More satisfying, however, were 
the Handel and Mozart arias. Most 
attractive also were three songs by 
Falls and Longas. The Schubert 
"Ave Maria" and Rlmsky-Korsakoff's 
"The Nightingale and the Rose" were 
especially fine, exhibiting fine control 
over shading. 

■ A rather carefuly considered use 
was made of a rather wide dynamic 
range in singing. The "Norwegian 
Echo Song" was especially pleasing in 
this respect. Mrs. Wilkins sang a 
number of encores Including How- 
ells' "The Stuttering Lovers," Som- 
ervell's variation in the style of 
Strauss on "Long, Long Ago," Offen- 
bach's "Doll's Song" from the "Tales 
of Hoffman," and tbe "Last Rose of 



Mrs. Wilkins was accompanied by 
Winifred Gallup who also played a 
group of two piano solos. — C. W. S. 



Prof. Pelton, Cpl. Myrvlk 
Present Becital Sunday 

Miss Marion Pelton, assistant pro- 
fessor of piano, and Cpl. Norman C. 
Myrvlk, stationed at Fort Riley, will 
present a recital Sunday at 4 p. m. 
at the Manhattan USO. It la spon- 
sored by the Department of Mnslc. 

Corporal Myrvik recently won the 
regional contest In the tenor division 
held at Omaha for service men. Be- 
fore Joining the armed forces, he 
was a member of tbe faculty of Augs- 
burg College, Angsburg, Minn. 

Miss Pelton received her degree at 
the University of Wisconsin, and 
ted at the 



Phi Alpha Mu 
Ranks Highest 
Scholastically 

Phi Alpha Mu, honorary organisa- 
tion for women In tbe School of Arts 
and Sciences, heads the scholarship 
list of 22 campus organizations for 
the first semester with a 2.39 grade 
average, MIbb Mary Kimball, College 
registrar, announced today. Omlcron 
Nu, honorary home economics organ- 
ization, had a 2.38 average, and Mor- 
tar Board, honorary organization for 
senior women, had a grade average 
of 2.28. 

The 10 high ranking organizations 
were Phi Alpha Mu. Omicron Nu, 
Mortar Board, Prix, Mu Phi Epsllou, 
Sigma Tau, Quill Club, Thela Sigma 
Phi. PI Beta Phi and Kappa Kappa 
Gamma. 

Heading tbe list of the various 
types of organizations were: honor- 
ary organizations, women, Phi Alpha 
Mu, mixed. Quill Club, and men, Sig- 
ma Tau: professional organizations, 
women, Theta Sigma Phi, mixed, 
Business Students Association, and 
men, American Society of Mechanical 
Engineers; and sororities, PI Beta 
Phi. 

The entire scholarship list as re- 
leased by Miss Kimball Includes: Phi 
Alpha Mu, 2.39; Omlcron Nu, 2.38; 
Mortar Board, 2.28; Prix, 2.23; Mu 
Phi Epsilon, 2.14; Sigma Tau, 2.06; 
Quill Club, 2.04; Theta Sigma Phi, 
2.00; PI Beta Phi, 1.87; Kappa Kappa 
Gamma, 1.86; Clovla, 1.82; Alpha 
Delta PI, 1.79; Delta Delta Delta, 
1.727; Business Students Associa- 
tion, 1.726; American. Society of 
Mechanical Engineers, 1.71; Chi 
Omega, 1.70; Alpha Xi Delta, 1.698; 
Kappa Delta, 1.690; American Insti- 
tute of Electrical Engineers, 1.27; 
American Institute of Architects, 
1.26; Agricultural Association, 1.23; 
and K Fraternity, 1.18. 



K-Staters Exceed Quota 
In Red Cross Campaign 

With late gifts to be recorded and one department still un- 
reported, Kansas State College already has oversubscribed Its 
Red Cross goal $664.84, Dr. Maurice C. Moggie, chairman of the 
campus drive, reports. Faculty, employees and students have 
contributed $4,289.84 to the drive. The whole drive was 18.3 

percent over the original quota. 



Blueprint New 
Field House 

Kansas State's dream-come-true 
Field House, to be constructed when 
building materials are available, will 
provide an ultra-modern haven for 
athletes, physical education stu- 
dents, coaches, instructors, sports 
fans and such groups as 4-H Club 
members, who hold annual meetings 
on tbe K-State campus in Manhattan. 

According to preliminary plans 
drawn by tbe College Department of 
Architecture, the Field House and 
gymnasium will be built of native 
limestone and located Just north of 
Memorial Stadium. The main en- 
trance will face east toward the Stu- 
dent Union which probably will be 
constructed at the same time. 

The Interior of the Field House 
proper will be 176 feet wide and 316 
feet long and will have a dirt floor 
suitable for Indoor football practice, 
tennis, hockey and similar sports. A 
removable section of wooden floor will 
be installed over part of the area for 
basketball games and other events, 
and there is to be adequate space for 
Installation of an Indoor running 
track. 

Along the north, east and west 
sides of the Field House Interior will 
be a U-shaped balcony with seats built 
similar to those In the football sta- 
dium. Ample space will be provided 
below the balcony for erection of tem- 
porary seats. It is estimated the Field 
House will seat 7,600 persons. The 
height of the celling will range from 
38 feet near the side walls of the 
building to 80 feet In the center. 

The gymnasium part of the L- 
shaped building will be a section built 
onto the west side of the Field House. 
The new gym, chiefly for physical 
education work and athletics depart- 
ment offices, will be a five-story build- 
ing. 

Glass brick panels on each end of 
the Field House will facilitate light- 
ing In tbe spacious natural limestone 
building. 



ft 



Award to Van Winkle 

Professor and Mrs. W. A. Van 
Winkle have received the Purple 
Heart, awarded posthumously to their 
son, Richard J. Van Winkle, who 
died of wounds received in action on 
January 7. 

Van Winkle was serving la a tank 
battalion In tbe European theatre of 
operations when wounded. He at- 
tended Kansas State for one and a 
islf years before entering the Army. 

ti-iii !s associate professor in 
£3 ^emiitrx department. 



Beach Speaks 
At Assembly 

Dr. Frank A. Beach, chairman of 
the Department of Animal Behavior 
at the American Museum of Natural 
History in New York, addressed the 
student body at an assembly Tuesday 
morning In the College Auditorium. 

To explain how animals are influ- 
enced by early habits, Dr. Beach 
showed a film which pictured the 
different social habits of young sheep 
that were fed at birth by man as con- 
trasted with Bbeep of tbe same age 
which were fed by tbe ewe, Similar 
examples in the training of geese also 
were shown in the film. 

Social behavior of adult human 
beings depends on early training in 
childhood Just as behavior of lower 
forms of animals depends on their 
early experiences. Dr. Beach told the 
students. 

"Since a dim a Is show different 
scales of intelligence," he concluded, 
"their learning scales can be com- 
pared with the various learning scales 
qf human beings." 

Dr. Beach addressed the zoology 
department seminar Tuesday after- 
noon and also had Informal confer- 
ences with small scientific groups and 
with individuals. 



"Meagre Meal" 
Becomes Reality 

StudentB In organised houses will 
eat a "Meagre Meal" tomorrow night 
In cooperation w with a program spon- 
sored by the World Student Service 
Fund. 

Helen Dameron 1b in charge of the 
arrangements for the event. Student 
representatives talked at organised 
houses Monday and Tuesday nights 
to explain the work of the W. S. 8, F. 
In connection with World Student 
Relief. Speakers were Aylo Albert- 
son, Helen Dameron, Frances Ewart, 
Merle Eyestone, Margaret Parker, 
Ruth Fenton, Maurlne Pence, Lois 
Johnson, Dean Tiemann, and Joan 
Stoecker. 

W. S. S. F. Is an educational and 
fund-making organisation which 
operates primarily in the colleges and 
universities of the United States In 
order to raise money for world stu- 
dent relief which goes to students 
and faculty members who are vic- 
tims of war In all parts of the world. 

Next week a poster with pictures 
of former Kansas State students who 
are now prisoners of war will be put 
up in Anderson Hall. This poster 
will be behind a barbed wire fence 
as a reminder of the need for the 
work which Is done by the World 
Student Service Fund. 



K-Staters Attend 
Wichita Conference 

Last weekend Frances Ewart, 
Jeanne Patterson, Mary Brass, Rai 
Upchurch and Judith Cosier attended 
a conference held for young people 
of college age at Friends University 
in Wichita. They studied the prob- 
lems of building international peace, 
eliminating racial tension, providing 
economic Justice and making religion 
a need on tbe college campus. - 

Two outstanding purposes led tbe 
young people In their thinking. These 
were to gain Information about the 
nature of the Job to be done and to 
fellowship together and mutually 
strengthen each other la our com- 
mon concern. Speakers for the con- 
ference included Ethel Alpenfels, 
anthropologist of the University of 
Chicago and William J, Faulkner, 
dean of the Chapel at Fist University 
and Maharry Medical College. 

On Saturday afternoon those at- 
tending the conference were divided 
into three groups. Each group went 
out into the city to put Into practical 
use their knowledge of dealing with 
these vital problems. Their visit in- 
cluded tbe settleme 
'• 



Student contributions were 60 
percent more than civilian stu- 
dent contributions a year ago. 

Faculty and employees have turned 
In 83,364.70. Students contributed 
1926.17 to the drive. Dr. Moggie said 
tbe average gift of faculty and em- 
ployees was about 85. Approximately 
138 gifts were of 110 or more. 

Although tbe students had placed 
their goal at $1,200, Dr. Moggie 
pointed out that tho Red Cross had 
planned to ask the students for 1800 
had they not set their own goal. At 
this rate, the students alao exceeded 
their quota In the eyes of campus Red 
Cross officials. Last year the civilian 
students contributed $666.63. This 
year's student enrollment which la all 
civilian Just about equals the civilian 
enrollment of a year ago. 

The student drive was conducted 
by Prix, Junior women's honorary or- 
ganliatlon. Working with this group 
was Prof. A. K. Pugsley and Mrs. 
Kathleen Schmitt, tht< organisation's 
sponsor. The drive among faculty 
and employees was conducted through 
departmental and administrative of- 
fices. 

"The students, faculty and employ- 
ees of Kansas State College are to be 
congratulated on the way they re- 
sponded to the recent Red Cross 
Drive,". Dr. Moggie said. "It is grati- 
fying to' know that people on this 
campus did their part In contributing 
to this great American volunteer or- 
ganisation. The men on the fighting 
fronts all over the world can Indeed 
be proud of Kansas State." 

The goal for Riley County Is 114,- 
800. 

, _ ' 

Independents Elect 
SGA Candidates 

Independent Student Council can- 
didates are being selected today at 
a primary election in Anderson Hall. 
Nominees were chosen at a meeting 
In Recreation Center Monday. In the 
Student Council election April 6 three 
members will be elected from the 
School of Arts and Science and three 
from the School of Home Economics. 
One member each will be elected from 
the Schools of Veterinary Medicine, 
Engineering and Architecture and 
Agriculture. 

Home economics nominees are 
Hope Wat Lb. Margaret Bennett, Annie 
Gardner, Rachel Gossard, Jean Re- 
neau, Jean Greenawalt, and Louise 
Darby. 

Frances Ewart, Dean Tiemann, 
Jean Walnscott, Elisabeth Fllppo 
and Carol Halbower are tbe nominees 
from the School of Arts and Science. 

Engineering nominees are Otis 
CroBs. Dick Smith, Dick Stockman 
and Stanley Stuart. Myron Krom- 
mlnga, Glynden Easley and John 
Woodbrldge are the nominees from 
the School of Veterinary Medicine, 

Independent candidates for the 
Board of Student Publications will 
be chosen from the nominees, Betty 
Engle. Dorothy Mcintosh. David 
Neher, Jean Kelby and Dorothy 
Cochran. 



Eisenhower Keeps 
CokeDateWithCoeds 

A coke date with President Milton 
Elsenhower pays dividends when the 
"cokes" are transformed into choc- 
olate malts. 

At the Y Carnival auction Hannah 
Bacon. Beth Jarvis and Marjorie 
Man a him were the successful bid- 
ders for a coke date with the Presi- 
dent, and Monday at 4 p. m. he called 
for them In his car and took them to 

Lj.1L f.jllltt.'M. 



Attention Seniors 1 
Senior class moating will be held 
tomorrow at 116 Wlllard. Commence- 



at this time. 



Hoi ton To Topeka 

Dr. E, L. Holton attended a meet- 
ing of the State Board of Education 
in Topeka, Monday. He Is a 
of the State 1 



■ 
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The Art Of Giving. . . 

Behaviors are revealing of at- 
titudes. How do we show a 
sympathetic attitude to those 
who are in. trouble or need? 

We can be sympathetic by our 
reassuring presence when we 
can give food", write notes — or 
maybe just visit friends. But 
«ay that these people in need live In 
China— or other parts or the world. 
These people who have lost their 
home, family, friends, and livelihood 
can not be visited. But we can al- 
ways send gifts. 

It we send only our surplus our 
gift will lack the warmth of personal 
sacrifice. If we put. aside some of our 
own food, the Chinese hungry will 
receive both the gift and the, giver. 

The cohesireneM of society la 
based on sympathy and cooperation. 
In these troubled Union anything we 
can do to cement friendship will bring 
closer the days of international 
neighborhood. We must remember 
that when we're asked to give. 
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Spring has come! So again we take 
to the rolling green hills of Sunset. 
Sunset, that's the land of picknecks— 
plcknecks consist of blankets, Slg 
Alpha, Kappas and 3.2. Sometimes 
there's even some food (usually 
frowned upon by the elite). 

At last the little bird has come 
to roost. Dag wood (I love '9m all) 
Wed man Anally decided to bestow his 
affectionate Ford V-8 on one Char- 
lene Warner only to have the Coast 
Guard move In, Is it "anchors away" 
again, Dag? 

Well-reared Ray Walker stole the 
show at the recent Y-Orpheum. He 
wore a rose nightgown so flattering 
to most Power's models. 

Speaking of Y-Orpheum, wonder 
who emptied all thoso bottles for the 
PI Phis? Jean Smith was overheard 
saying, "Why did I have to break my 
leg before all the Chi O's became 
Angels of Mercy?" — Were those really 
ADPlsT— Wonder what the Kappas 
would do without Goetch (from re- 
cent rumors they may have to). The 
Glorias enaeted their favorite living 
room scene, looking at the family 
album. And the K-D's got honorable 
mention, but we'd still vote for the 
4-H girls. 

overheard at the Cant (Waving 
the box In bis hand) — "I got some 
Kleenei too, Freda!", Phil Kyser. 

Apology: Sorry we mentioned Ol- 
son and Monroe together — they aren't 
yet! Our apologies to you Mugs, we 
knew you weren't that kind of girl. 
It was Just a temptation to play cupld, 
you know. 

Question of the week: Will Craig 
Bracken take the lead or will he not? 
(Stage managers are essential too.) 

Once upon a time a little man, 
whose first love is women (whose 
isn't) and the second motorcycles 
mad« a trip to vltU his old hometown 
flame. The story goes that his Annex 
I dreamboat had to spend a dreary 
week-end alone. 

Bmbert (Sum Goldwyn) Coles 
appears to he following in the foot- 
steps of C. B. Bracken (B stands for 
Barrymore, you remember). Heard 
Bracken turned down four movie 
offers last week. They wanted him 
for a stand In for Frog, Roy Rogers 
side kick. 

Tom Tuttle wishes It to be known 
that senior sneak tryouts will be held 
each and every Friday night from now 
until such time he feels the cast is 
ready for the final production. Ed. 
Note: Dean Helen Moore and Dr. 
Holts will assist him. 

Since the Alpha Delta won the Y- 
Orpheum the old telescope at the 
domicile of 608 Sunset has really 
seen hard days (correction— nigh to) 
P. S. Jake Mosier's room has a north- 
ern exposure. 

Well, kids gotta go hoe the rubarb 
now. Since the rain the weeds are 
about to take over. See you all next 
week. 



At the last meeting of the Student 
Council It was reported that Man- 
ning's Cafe in Aggleville has con- 
sented to remain open until midnight 
every Friday and Saturday night In 
cooperation with the S. G. A. request. 

An opinion of the students on the 
plan for the limitation of activities 
will be token at the time of the Stu- 
dent Council election. The entire sys- 
tem as presented by the committee 
will be published In the next issue of 
The Collegian. 

Ethel Inda Parrish and Dick Olson 
met last week with Roy Durham, 
chairman of the committee on budg- 
ets and admissions of the Community 
Chest. The meeting was called to re- 
quest that the W. S. S. F. be included 
in the Riley County National War 
Fund and Community Chest next 
year. 

The Student Council will hold an 
assembly April 4 at 4 p. m. in Rec- 
reation Center. At that time the can- 
didates for Student Council will be 
Introduced. 

The newly-elected members to the 
Student Council will be announced at 
an assembly April 9 at 4 p. m. in the 
auditorium. The campus film will 
also be shown at that meeting. 



Church News 



The Christian Youth Fellowship 
will have a Consecration Service led 
hy Mary Long, at the Christian Church 
next Sunday. Leila Reed Is planning 
the vesper program. Fellowship hour 
starts at 6 p. m. and will be followed 
by vespers and the consecration ser- 
vice. 



A point system which will limit 
student activities has been passed hy 
the Student Council and la now up be- 
fore the faculty council for its ap- 
proval. A student poll, for opinions on 
the system, will be taken at the time 
of Student Council election on April 8. 

The committee appointed by Stu- 
dent Council to devise the plan, wrote 
to the Big Six schools for Information 
about their point systems. The only 
replys received so far were from Iowa 
State and the University of Nebraska. 
Both schools have point systems In 
effect, but the mechanics of their 
I plans are slightly different from the 
I Plan proposed for Kansas State. * 
If the system that has been devised 
goes into effect, a part-time secretary 
will be hired to file cards, similar to 
Dean's card, which list the activities 
of each student. The secretary will 
also check the number of points used 
by each student. 

When deficiencies are discovered 
by the secretory, the case will he 
brought before a standing committee 
elected by Student Council. This 
committee will be composed of one 
Student Council member who will act 
as chairman, one faculty member, and 
one person as representative from 
each school. 

The main objectives of the point 
system are to distribute leadership, 
in order to Increase efficiency In the 
performance of duty, and to encour- 
age better scholarship by concentrat- 
ing energies on fewer and more 
profitable enterprises. 

The committee put a limit on the 
number of points each student may 
have In a year, and devised a table 
of point values for membership and 
holding office In every campus organ- 
ization, Including all professional, 
honorary, religious, social and ath- 
letic groups. Point values are based 
on factors of time, energy and re- 



* Bars and Stripes * 



Recently assigned to the AAF train- 
ing command radio school at Sioux 
Falls Army Air Field Is John A. Mc- 
Coy. , Now training as a radio opera- 
tor mechanic, Private First Class 
McCoy will become a member of a 
bomber crew upon completion of the 
26-week course. 



The Wesley Saturday Niter will be 
a scavenger hunt at Wesley Hall at 
8 p. m. Sunday morning, Methodist 
students will have a Palm Sunday 
breakfast at d: 30 a. m. at the Church. 
Tickets for this may be obtained In 
Illustrations Building. Neva Jean 
Fieener Is planning the Passion Week 
Communion Service, to be held at 
Wesley Hall at 6:30 Sunday evening. 



A letter received from Sgt. Robert 
J. Callahan Informed his parents, 
Prof, and Mrs. J. P. Callahan, that 
he had been wounded March 2 while 
in action with the Fifth Marine Di- 
vision on I wo J I ma. Sergeant Calla- 
han, f. a., first entered the service In 
February, 1942, as a member of the 
Marine paratroopers. He was sent to 
the Pacific battle area In March, '43. 
Returning to the United States early 
in 1944, he was transferred from the 
paratroopers division Into the Fifth 
Marine Division and after a few 
months additional training, was sent 
again to the Pacific in September, 
1944. In Sergeant Callahan's letter 
he said, "... It was on March "2. 
about noon, when I was shot In the 
right arm between, the elbow and 
wrist. The bullet went through but 
broke my arm. I also was shot In the 
thigh, but it is not so serious as my 
arm wound." A previous press re- 
lease told of his participation in the 
capture of Mount Suribachl, where 
he was in charge of his unit of flame 



For "meritorious 
while participating in aerial 
over the Southwest Pacific area, Lt. 
James W. McKlnley, f. s., recently 
was awarded the Air Medal. Flight 
bombardments were directed against 
enemy installations, 
supply bases. 



First Lt. George A. Fredrlckson, 
a bombardier on a B-17 Flying For- 
tress, is on leave In the United State* 
after serving for the past few months 
In England. Lieutenant Fredrlckson 
Is a former student of Kansas State 
College where he was a member of 
the Pi Kappa Alpha fraternity. 



Capt. Jack Haymaker, serving la 
an Infantry unit with the First Army, 
was wounded in action in the Euro- 
pean theater. Evacuated to Belgium, 
he expects to be moved back to the 
front lines later. Captain Haymaker 
graduated from Kansas State in 19*1, 
entered the Army with a reserve 
commission and received his advance 
training at Fort Bennlng, Oa. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

»tI0 10B N. Fourth 



The Sunday evening program is be- 
ing planned for Baptist young people 
by Irene Gehrke and Dora Lee Dau- 
ma. It will be at the Baptist Church 
at 6:30. 



The present campus of 1GB 
was purchased for a College farm In 

1871. 
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Wise Club of the Episcopal Church 
will have Sunday breakfast at 8 a. 
m. at the Church, to be followed by 
Communion Service. 



The Lutheran Church is alao hav- 
ing a breakfast Sunday morning at 
f :S0. Tickets may be purchased from 
Helen Carlson, Dean Tiemann or 
Charlotte Dorf. There will be a short 
service before breakfast. 



Y W Election Thurwday 
Next Thursday will be the election 
of YW officers for the coming year. 
Every member has a chance to nom- 
inate the person of her choice. Nomi- 
nations may either be sent into the 
Y office or given at the booth In 
Anderson. The booth will be open 
all day. 



Patronise Collegian Advertisers. 



KODAK 
FINISHING 

Enlarging and Copying 
Leave Films at the Canteen, 



HOUOWAY & BUM 

Over Tint Sitl. : 




S. G. A. VARSITY 

March 23 

AVALON 



9-11:45 



$1.00 plus tax 



MUSIC BY VARSITY CLUB BAND 



TRACKING DOWN 
TROUBLE 



This laboratory, ready to move anywhere on short 
notice, rune down "crimes" against good tele- 
phone service. Finding these threats is one of the 
many jobs of the Bell Telephone Laboratories* 
scientists. 

The "criminals" are such things as threads of 
lint, traces of acids, or sulphur compounds in the 
air— any of which might damage telephone equip- 
ment 

In their interesting war work Bell Laboratories* 
scientists have been on a new kind of hunt They 
have tracked down different materials, for those 
now hard to get, found others that would serve in 
special conditions, and have detected in captured 
equipment the kinds of material the enemy uses. 

These are some examples among many of the 
ways Bell System research is helping to seme 
America at war. 



® 
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Twenty-Nine KS Men 
Report For Grid Drill 

Twenty-Dine men have reported to Coaches Ward Haylett, 
Charles Socolofsky and Fritz Knorr for spring football practice 
at Kansas State. • 

Included In the list are eight of 12 lettennen who Coach 
Haylett says have a "strong chance" to be on hand for the open- 
ing kickoff next September. The 



Intramural: 



s. 



eight are: guards August Bo 
gina, Glrard, Marvin Norby, 
Pratt, and Russell Hardin, 
Knightstown, Ind. ; center, Har- 
old Kinard, Ruffln, S. C.J tackle, 
Dale Cowan, Wichita; end, John 
Goforth, Cboteau, Okla.; and 
fullbacks Bill Clary, Kansas 
City, Mo., and Bob Mooney, 
Mankato. Ronnie Webster, 
Manhattan, halfback, has re- 
ported but may be lost to the 
Army air corps. 

Among the lettermen who have 
not reported are Harvey Haae. Junc- 
tion City, end; Bob King, Broken Ar- 
row, Okla., tackle: and Jay Payton, 
Newton, quarterback. 

Newcomers and last season's non- 
letter winners who have checked out 
suits are George Bascom, Manhattan ; 
Charles Armstrong, Muscot&h; Bur- 
ton Barnes, Phllllpsburg; Roy Camp- 
field, Topeka; Clarence Dei ten man, 
Kansas City; James Durham, Con- 
cordia; James Harrison, Mulvane; 
Stanley Heathman, Kansas City, Ho. : 
Laurel Henry, Newton: Ben Hebert, 
Mcnlo Park, Calif.; Dean Hoppas, 
Menlo; Carroll Nelson, Clifton; Wil- 
liam Pritchard, Randolph, Wls,;*Wil- 
11am Scblecty, Geneva. Neb.: Ralph 
Schrelber, Ransom; S. S, Sage, Dar- 
ren Sharp and WUllam Dreese, all of 
Council Grove; James Shively, Moran; 
and George (Bucky) Smith, Long 
View, Texas. 

Practice sessions started March 5 
and since that time most drills have 
emphasised calisthenics, fundamen- 
tals and learning of plays. There has 
been some dummy scrimmage. Charles 
Socolofsky Is working with the back- 
field candidates while Fritz Knorr 
tutors the line hopefuls. Head Coach 
Haylett divides time between football 
and spring track. 



Heads Engineers 




M. A. norland, assistant dean of 
the School of Engineering and Archi- 
tecture, was installed as president of 
the Kansas Engineering Society at 
Topeka March 10. The meeting of 
the society scheduled In February 
was called off to comply with O. D. T. 
travel regulations. 



Sigma Nu, Belt, Phi Delt. Kappa 
Slg and AGR were winners of men's 
Intramurala last Thursday. Winners 
Monday were the Delta, Stgma Nus, 
TKE's. AOR's, Kappa Sigs and Phi 
Delta. 

AGR leads with tlx games won and 
no losses. Kappa Slg is next with a 
score of five to one. Sigma Nu won 
four and lost one. 

Tonight Jr. A. V. M. A. meets Phi 
Delta Theta and Slg Alph plays W. 
F. A. C. at 7: SO. Its the Delts vs the 
TKE's and House or Williams vs 
Kappa Slg at 8: IS. At 9 the AGR's 
defend thefr title against Sigma Nu. 

Monday TKE will play the Jr. A. 
V. M, A. and Sigma Nu wil^ play 
Kappa Slg at 7:30 p. m. The Phi 
Delts play the AGR's and W. F, A. 
C. meets Hoase of Williams at 8:16. 
The Delta play the Slg Alphs at 9 p. m. 

Men's Softball and tennis Intramu- 
rals begin the first week in April. All 
who wish to enter must have entry 
blanks filed In the physical educa- 
tion office, N107, by March 30. Newly 
organized teams may get entry blanks 
from Prof. L. P. Washburn in the 
physical education office. Anyone I 
planning to enter the tennis tourna- 
ment may also get a blank there, j 
A golf tournament will be held this 
spring at the Manhattan Country 
Club. The date of this tournament 
s not been announced. 



Football Schedule 

Kansas State will play a nine-game 
football schedule next fall Including 
a non-conference night contest with 
| Marquette In Milwaukee. Wis., Oc- 



THREE 



toner 13, M. F. Ahearn, director of 
athletics, announced here today. 

Eight of the Wildcat games have 
been scheduled, leaving October < 
as an open date. Ahearn said he 
hoped to fill the open date with a gams 
to be played In Manhattan. Non-con- 
ference foes already on the Wildcat 
1946 listing are Wichita University, 
Marquette and Washburn University 
of Topeka. 
The schedule: 

Sept. 19— Wichita at Manhattan 

Oct. « — Open 

October 13 — Marquette at Mil wan 
kee (night) 

Oct. 10 — Missouri at Columbia 
Oct. 27 — Oklahoma at Manhattan 
Nov. 3 — Iowa State st Ames 
Nov. 10 — Nebraska at Manhattan 
Nor. 17 — Kansas at Lawrence 
Nov. 22 — Washburn at Topeka 



H. J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 



Swenson Speaks At 
Third Y F< 

"Most of the returning soldiers 
want to work in their home commu- 
nities for good wages," Stan C. 
Swenson, director of U, S. Employ- 
ment Service In Manhattan, told stu- 
dents and faculty Monday afternoon 
st the Labor Forum sponsored by 
YWCA and YMCA. 

"Our biggest problem now is In 
convincing them that they have been 
misinformed about the huge resourc- 
es civilians are piling up. They want 
to reap the "big money" before taking 
advantage of training offered them 
In the G. I. Bill of Rights and Public 
Law 16," stated Mr. Swenson. 

The local U. S. Employment Ser- 
vice's program includes finding new 
Jobs, and giving counseling and infor- 
mational services to the returning 
veteran. "We have had no particular 
trouble In placing them so far," Mr. 



Br. It. L. Parker On l eave ; 
Aids Bermuda Apr Oepartment 

Dr. Ralph Parker, professor of ento- 
mology, is on a three month's leave In 
Bermuda where he will serve as con- 
sulting entomologist to the Depart- 
ment «of Agriculture. His trip came 
as a result of a research paper writ- 
ten by Dr. Parker which attracted 
the attention of Bermuda entomolo- 
gists. 

Dr. R. C. Smith, Department of En- 
tomology head, said Parkers paper 
was written after research on a Juni- 
per midge, a tiny fly, which destroys 
cedar trees. A similar insect hi 
been attacking cedars in Bermuda, the 
only tree whicb grows there. 

A member of the Bermuda Depart 
of Agriculture, while at Cornell, read 
the -paper and contacted Br. Parker 
for assistance. Dr. Parker volunteered 
to go to Bermuda and was immediate- 
ly accepted. While there he will also 
work on other insect problems prev 
alent in that area. 



Riddell Takes Job 

Dr. William H. Riddell, formerly 
of the Department of Dairy Hue 
bandry at Kansas State and later 
head of the Department of Dairying, 
University of Arizona, has received 
the appointment of agricultural at 
tache of the United States embassy, 
The Hague, Netherlands. Dr. and 
Mrs. Riddell and their two children 
now live In Washington, D. C. 



To acquire Immunity to eloquence 
Is of the utmost importance to the 
cltliens of a democracy. — Bertrand 
Russell, In 



Women's basketball tournament 
ended Tuesday with Kappa Kappa 
Gamma as the winner with a score of 
12-3 over the Alpha Delta Pi's. Clovia 
and Kappa Delta reached the semi- 
finals. 

Next on the schedule is the swim- 
ming contest. The list dt entrants 
must be in the office by tomorrow. 
Practices will start Monday at 5 p. m. 
and will continue Mondays and | 
Wednesdays at 6 p. nt. and Tuesdays 
and Thursdays at 4. p. m. Everyone 
must have two practices before com- 
peting. There will be individual 
events as well as team competition. ■ 



I J TMflTM 

Shows i MtWO • 7:00 ■ QiOO 

TODAY THRU SATURDAY 
Greer Garton 
Walter Pidgcoo 
in 

"MADAME CURIB" 



SUNDAY THRU WEDNESDAY 
Spencer Tracy- Irene Dunne - 
V.o Johnson in 

"A GUY NAMED JOB" 



Union board members of Michigan 
State College at a recent meeting 
asked a coed to see her ring. They 
had heard she was engaged. The se- 
nior coed had the grace to blush and 
explained that the story must have 
started when she put a diamond ring 
on her left hand so she could get 
into an over-filled marriage class. 



The last in the series o! forums 
will be held Monday at 4 p. m. In 
Recreation Center. A student-faculty 
panel, composed of Phyllis Hickney, 
Art Roseberg. Ethelinda Parrlsh, Dr. 
A. A. Holts, Dr. V. L. Strickland, 
and Professor W. H. Pine, will sum 
up all of the talks given the laat 
three weeks. 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380, 



LOST — Green and black Shaeffer 
fountain pen. If found, call Mar- 
Jo rie Ward. 3-7221. Reward. 



LOST — Silver Indian Bracelet with 
green set, valued as gift. Reward. 
Call Helen J. Carlson. 4-«142. 



LOST — Large Cameo Pin. Reward. 
3-6366. 



FOR RENT — Two nice single rooms 
for boys, 1408 Laramie. M-21 



for 

good food 

it's 

Johnson's 



Don't delay the but 

'cause 
When the bus 
is late 
You Wait 



College City 
Bus 



Dial 4140 



QUICK REPAIRING 
SERVICE 

Free Estimate* 



Crystals 



BRADSTREET 




April 12th 

COLLEGE 
AUDITORIUM 

PRICES: -$1.22-$1.83-$2.44-$5.05- 
$3.66 (Inc. Tax) 
Tickets on Sale: BROWN MUSIC 
STORE (9 A.M. to « P.M.) 
AUDITORIUM BOX OFFICE (3 to 8 
P. M.) April 2 to 12 
tnNow: Mf» Emau Hrdf. Ben 361, 
tLS.C, 




Here's Good 
'Hobby' Horse 
Sense 



You've been 
winter. 



'fenced in' all 



Spring is heading this way. 

Get out into the open as 
soon as you can but when 
you do— be dressed for it. 

That's why we at DON & 
JERRY'S have prepared a 
line-up of slacks, sweaters, 
sport shirts, jackets and every- 
thing for a Man who wants 
to 'get out and get under' the 
early Spring sun. 



. EASTER 

Greeting Cards 

Place Cards and Tallies 

Easter Bunnies 

The College Book Store 



The 




4 Bays Starting Sunday 




| STATE 

FBI. - SAT, 

Splna-TlnStTS-Thnlling! 




ALSO-.-BEVIL 



— SUN. • MON. - TUBS. — 



IT'S* TICKET 
ON THE 
JOY-RIDE 
SPECIAL! 




2nd— FEATURE— 2nd 



WMCON 



CARLTON 



— Tomorrow - Saturday — 

GIRLS 10 MAKE YOUR HEAD j 
SMH! 




SUH. THBU TtJES. 

CAP II A 1 Mil 




— 
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Pat MeCnrj, PI Phi, 

non need her engagement to A/C 
Kenneth Hunt now stationed at 
Lowry Field, Denver, Colo. 
More Pi Phi chocolates were 
from Virginia Buster as she 
chained the TKE pin of Bob 
Stalnbrook to her own. 

Joanne Htoecker i- the new presi- 
dent of Delta Delta Delta. Other Dew 
offlceri are Jltl Broberg. recording 
secretary; Marfan? t Parker, pledge 
trainer: Coral Wilson, corresponding 
secretary: Marge Mclnteer, rueh 
captain; Phyllis Gfeller, loclal chair- 
man: and Dorothy Ituekle. house 
manager. 

Kappa Deltas had chocolate* 
Wednesday night from Evelyn Schol* 
ae she placed the diamond ot Pvt 
Don Potter on her third finger, left 
band, Private Potter's home le In 
Frankfort. He'* now stationed at 
Fort Ord, Calif. 

Virginia UrandnVId we* formally 
pledged by Clovia Tueeday. 

Virginia Flook, HE '45, told of her 
engagement to Lt. BUI Burton by 
passing chocolates to the Trt Delts 
Sunday. 

Row-nary Ensign of Coffej villle is 
the newest pledge' ot Alpha XI Delta. 

Van Zlle Hall had chocolates re- 
cently from Harriet Fisher announc- 
ing her engagement to S 1/c Bob 
Edgar of Sterling who Is now sta- 
tioned at Pittsburgh, Pa. 

Alpha Delta PI had open hou*e 
for offlceri from Fort Riley Sunday 
from 3 to 6 p. m. 

Annex II entertained with a Coke 
Dance Sunday afternoon for enlisted 
men from Fort Riley. 

Jamcw Hurls and Roy Drown were 
Initiated by Delta Tau Delta March 
14. 

a Van ZUe Hall entertained women 
of Annexes I and II Monday evening 
from 7 to 8. 

Alpha Uamma Rim will hold their 
annual Rose Dance at the Avalon 
Saturday night from 8:30 to 12. 

Maurlne Fence announced her en- 
gagement to Lt. Raymond E. Har- 
baugh of Akron, Ohio, when she 
passed chocolates at Theta Epsllon re- 
cently. Lieutenant Harbaugh Is now 
stationed at Fort Riley. 



Cosmopolitan Club 
Plans Teast' Soon 

The annual banquet, "Feast of the 
Nations," of the Cosmopolitan club, 
will be held April 14, at the Method- 
ist church, according to Leora Bent- 
ley, president. The club will cele- 
brate Pan American Day, because of 
a majority of South 



«. 1145 



K -State Grads Meet 
At Winter General 



An officer woke up In Winter Gen- 
eral Hospital, Topeka, recently only 
to find that the man in the adjacent 
eot was his former school mate. The 
two men who were reunited were 
Second Lt. Gerald McMastera, Ag. Ad. 
'40, and Capt. Emit Klentt, Ag. Ad. 
'3». 

The men discovered they not only 
were both In the First Army but alto 
had participated in the same battle. 
Captain Klenti's division had re- 
lieved the division in which Lieuten- 
ant MaMastert was serving in a hat- 
tie In Germany. 

Captain Ktentz spent 28 months 
In the Aleutians after which he was 
stationed at Fort Benntng before go- 
ing to the European Theater. This 
was his second wound. He formerly 
taught vocational agriculture at La 
Cygne. Lieutenant Mr Masters was 
teaching vocational agriculture at 
Auburn when he entered the service. 



Home Ec's Dance 
At 'Agnes' Acres' 

"Agnes' Acres" will be the name 
given to the women's gymnasium to- 
night at the barn dance being held 
for all horns economic* students. At 
the end of the evening ths winner of 
the "framed" men contest, held 
earlier this week, wilt be announced. 
The party will begin with group sing- 
ing at 7:30 and will end at 9:30 
with the prise winning picture an- 
nounced. 

Half of the women will wear blue 
Jeans and farmers' shirts, while the 
other half will dress as their dates in 
plain cotton dresses. Each woman 
must have a so-called "date." Dur- 
ing the evening they will participate 
in square dancing and social dancing. 
Those on the dance committee are 
Barbara Rogers, MarJorle Bunge and 
Mary Peddicord. 



Show FUvm Today 
Three films will be shown today at 
4 p. m. at the home economics lec- 
ture. "Report from Russia," "Here's 
China," and "Right of Way" will be 
the titles of these War Information 



Each year, members of the club do 
their own cooking, and prepare dish- 
es of their native countries. Angelina 
Leporl and Dr. Martha Kramer are 
In charge of the foods committee. 

There will be a few tickets avail- 
able to the public. 



Los Angeles covers a greater area 
any city In the world. 




First the 
Engagement 
Ring 

Then the Wedding Band 

Have Them Both 
From Our Fine Stock of 

DIAMOND RINGS 

PAUL DOOLEY 

JEWELER 



New Chic Hats 
For Easter 

Bicycle Sailors 

Flower Trim 
or Tailored Pill Boxes 

STRAWS and FELTS 

$3.98 to $7.95 
Wareham Hat Shop 



mail r^<r^ 




NORCROSS 

OREETINO CARDS 



K'S 



1222 Moro 



DisJ 3913 



>ry Books — Scrap Books 
Photo Albums 

REAL VALUES 

$1.00 

CO-OP BOOK STORE 



Spring Formaftg 
Tomorrow Night 

The Amicoasembly Spring Formal 
1* tomorrow evening from 9 to lt p. 
m. at Thompson Hall. This dance 
!• for all Independent students in- 
cluding those living In organised 
houses. Harold Hunt and his orches- 
tra will play. 

The ballroom will be decorated 
with spring psslels and flowers will 
decorate the refreshment table. The 
receiving line Includes Dean Helen 
Moore, Miss Dorothy Hamer, Mrs. 
Kathleen Schmitt, Mrs. E. E. Rogers, 
Miss Eva Lyman and Hope Watts. 
Housemothers of Independent organ- 
ized houses will chaperone. 

Tickets are on sale at a booth in 
Anderson Hall. If there are any left 
they will be sold at the door. Lor- 
raine Bryan Is In charge of ticket 



Aloha Cottage Entertains 

Officers At St. Fat Party 

Using St. Patrick's Day as a theme, 
women from Aloha Cottage, Inde- 
pendent organized house, entertained 
twenty officers from Fort Riley last 
Sunday evening from eight to ten. 
The house was attractively decorated 
with shamrock designs and cut flow- 
ers. The evening was spent In danc- 
ing and playing games. Patty Wil- 
cox was in charge of the party. Helen 
Warner te president and Mrs. B. F. 
Wohlberg Is housemother. 



Of the 1,608 degrees conferred by 
the College during the past two years 
1,326 were Bachelor of 
grees. 



-College Calendar- 

Thursday, Karen I* 

Mortar Board Meeting, Calvin 101, 
8:80 to 0:80 p. m. 

WmomlcA Club Party, Girts 
7:80 to p. m. 
Practice, Claes 
h DetMi-taienl, 
7 to 10: SO p, in. 

Friday, March 28 



to 12 p. in. 

Saturday, March U 

Wrangler's Meeting, 
100, 7:80 to 11 p. ro. 




B to 12 p. tn. 
Alpha Mamma Rb 

mat. Aval on. 8:80 to 19 p. m. 
Associate Veterans of World War 
II Formal Dinner Dance, Coun- 
try Club 8:80 to 18 p. m. 

Monday, Hareh 36 

student Council Meeting, Thomp- 
son 8O0, 7 : 80 to 10 p. m. 

YWCA Cabinet Meeting, Calvin 
107, 7:lSto8:lA p. m. 

Orchrals, Mr hols I, 7 to 0:80 p. m. 

Ensemble, Music Department, Au- 
ditorium, 7:80 to 0:80 p. m. 



YWCA 1— dusfclp Council, Calvin 
101, 8: IS to 8:80 p. m. 

YWCA Forum, Recreation Center, 
4 to R p. m. 

Tuesday, Marrh 27 

Orchestra, Auditorium, 7:18 to 10 
p. m. 



8 to 8 p. m. 

Wednesday, 



7:80 to 9: SO p. m. 



Collegian Advertising Pays. Try lt. 




FL0W-BR8 
For All Occasions 
Martin's Flowers and Gifts 

1804 Moro Phone 8814 



EVERYTHING 
FOR THE 

College Girl 

Skirts 
Sweaters 
Dresses 
Scarfs 

Mrs. Rtmmele's 

STYLE SHOP 



Be True 
To the Heart 
You Can't Be With 

Wear OnmHalf-a-Heart 

Send the Other 
HaJf-a-Heart 
To the One You Love 

Join 

the Legion of the Hsif-s-Hesrt 
PINS IN GOLD OR SILVER 



Gillctt Gift Shop 



Lapel Pins 

Beautifully Set 
Cleverly Designed 

A Must 
« for the New Suit 

REED'S 

TIME SHOP 



For Easter 

Get Your Dress Early 



Spring and Summer 



HATS and PURSES 
Styled to Match 

SMART SHOP 




Tfon'i 



ienly your train 
aht Mi turned 
has flashed Its 



Suddenly 
stops. Ahead— a signal light 
red. The "talking fence" ~ 
warning to the engineer. 

Technically known aa the "slide detector 
it la erected parallel to Union Fa- 
is a protection against falling 
or other possible obstruc- 
Any such object striking the fence 
an electrical contact, "setting up" 
signals miles down the track to warn 
in either direction. A 
mst then make a 



tion to safeguard its passengers and freight 
. . . troops and war materials . 
over its Strategic Middle Route 
the East with the Pacific Coast. 



The "talking fence" Is but one of the ) 
safety devices developed by on 
railroads. Such improvements result from 
enterprise and initiative; characteristic 
American traits that built the Union Pacific 
... that built your America land of 



UHION PACIFIC 

RAILROAD 
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23 KS Students 
Nominees For 
Student Council 

Candidates for Student Council 
will be introduced to one another at 
a meeting Wednesday at 4 p. m. In 
Recreation Center. All present Coun- 
cil members will attend and the can- 
didates will be given a cbance to 
e peak. 

Nominees for Student Council 
from the respective schools are: 
School of Agriculture— Merle Bye- 
atone and Gene Spratt ; School of Arts 
and Sciences — Dean Tlemann, Fran- 
ces Ewart, Jean Wainscot t. Dorothy 
Wilson, Virginia Stoecker, and Mary 
Ann Luhnow; School of Home Eco- 
nomics — Ruth Hodgson, Evelyn 
SchoU, Hope Watts, Rachel Gossard, 
Lonise Darby and Mary Louise Mark- 
ley. 

Candidates from the School of Vet- 
erinary Medicine are Giynden Easley 
and Ralph Stuesser; from the School 
of Engineering, Stanley Stuart and 
Claud Sbelor. Board of Publications 
candidates are Maria Norman, Eunice 
StoKenberg, Jean Selby. Betty Engle 
and Bob Jackson. 



President 




President Mltton S. Eisenhower keeps "coke date" with coeds who won him at the YWCA Carnival 
auction. The group celebrated the occasion with malts at one of the students' favorite Jelly Joints. Tbe 
women, who paid approximately $3 each to have the pleasure or sipping malts with K-State's president, 
are. left to right. Beth Jarvis. Kansas City; Hannah Bacon. Hutchinson; and Marjorle Manahan, 
Wellington. 



Elect YW Officers 
In Anderson Today 

Kansas State women students will 
cast their votes for YWCA officers In 
Anderson Hall from 8 a. m. to 5 p. 
m. today. 

Candidates for president are Aylo 
Albertson and Frances Ewart. Aylo 
baa been a member of the YWCA cab- 
inet and was the worship co-chair- 
man. She was active in the religious 
faith workshop and 1b a Y office host- 
ess. She attended the Estes Student 
Conference in 1944. Frances also 
has been on the cabinet besides the 
leadership council and is a past pub- 
licity chairman and workshop leader. 
She has atitended Beveral conferences 
and is an office hostess. 

Margaret Parker and Betty Jean 
Yapp are the candidates for vice- 
president. Margaret has been on the 
YWCA cabinet, freshman fellowship 
and was active on the hostess com- 
mittee, music groups and community 
service worship. Betty Jean has been 
active in the YWCA cabinet, leader- 
ship council. She has been the dime- 
dance chairman for two years and 
was on the baiaar committee In 1944. 

The two candidates for secretary 
are Gladys Goff and Beth Jarvie. 
Gladys was an active member of the 
leadership council and was carnival 
booth chairman. Beth also Is in lead- 
ership council and was active on the 
bazaar committee, college sister pro- 
gram, hostess committee and was a 
carnival booth chairman, 

Candidates for treasurer are Flor- 
ence Merrlam and Bonnie Smith. 
Florence has been' in leadership coun- 
cil and freshman fellowship. She was 
program chairman in workshop and 
a member of the carnival central com- 
mittee. Bonnie was co-chairman of 
the Christmas bazaar and was active 
In the YWCA cabinet. 

YWCA members are requested to 
leave names of women for cabinet 
positions In "the YW office some time 
this week. 



YW-YM Sponsors 
Easter Assembly 

Faculty members of the music de- 
partment will present the College 
Easter Assembly, Wednesday at 2 p. 
in., sponsored by the YWCA and 
YMCA. 

Miss Hilda Grossman, assistant 
professor of voice, will sing four se- 
lections. One of Mies Grossman's num- 
bers will be "Song of the Open" by 
the present day composer, La Forge. 
The other numbers will be, '.'Evening 
In May" and "Lullaby" by Brahms 
and "Wobln" (Whither) by Schubert. 
Miss Grossman will be accompanied 
by Miss Clarice Painter. 

Mr. Lyle Downey, assistant profes- 
sor of music and director of College 
band and orchestra, and Mr. Richard 
Jesson, assistant professor of music 
and organ Instructor, will play "So- 
nata In A Minor for Cello and Piano" 
by Schubert. This was originally writ- 
ten for a now extinct instrument, the 
Arpeggione. 

"Symphonic Variations for Piano 
and Orchestra" by Franck will he 
played by Mr. Charles Stratton, as- 
sociate professor of music and piano 
Instructor, and Mr. Richard Jesson. 
Mr. Jesson will play the orchestral 
part on - the organ. 



Royal Purple Queens 
Receive Fan 



Labor Panel Ends 
YW Forum Series 

A Btudent-faculty panel, composed 
of Dick Olson, Dr. A. A. Holtz, Phyllis 
Hlckney, A. F. Peine and Art Rose- 
berg, discussed the talks given dur- 
ing the last three weeks in the YWCA 
Labor Forum series In Recreation 
Center Monday afternoon. This was 
the last meeting in this series. 

They emphasized that husbands, 
sweethearts and brothers returning 
from the war will hold the determin- 
ing factor on whether or not women 
would continue to work in industries. 
Men will expect tbe home life whicb 
they have been fighting to preserve 

Stress was placed on the broader 
outlooks of future labor leaders 
Due to more and higher education 
especially In economics and sociology, 
the labor leaders of tomorrow will 
have a greater understanding of labor 
and Its problems, thus helping to 
make an Industrial democracy. 

At the close of the session, Dick 
Olson announced that plans were be- 
ing made for another Forum series 
on "Love and Marriage." 



GI Framed Flume 
Wins Picture Contest 

Pvt. Edward J. "Tjidinsky was 
named the "most handsome man In 
a frame" at the Home Economics 
barn dance last Thursday night. The 
picture, belonging to Verna Lee 
Butcher, wai given first place by 
Judges Opal Hill, instructor in the art 
department, and Gertrude Lienkaem- 
per, clothing and textiles Instructor. 

Marilyn Larson received the prize 
as the "most typical barn dance char- 
acter." Judges for that event were 
Margaret Raffing ton and Eva McMil- 
lan, assistant deans of Home Eco- 
nomics. 

The women's gymnasium, called 
"Agnes' Acres" for the evening, was 
decorated with hay, corn, harnesses 
and saddles. Frank Myers, assistant 
director of Physical Education, led 
group singing. 



Two Kansas State College beauty 
queens have become pin-up girls to 
several score of servicemen stationed 
In outposts dotting the globe. 

Tbe Tan letters began to pour In 
after photos of Betty Gail Parker and 
Arma Jo Smith, queens of the 1944 
Royal Purple, appeared in the Au- 
gust overseas edition of Country 
Gentleman magazine. 

A Flying Fort crew has named 
their Bhip "Queen of Kansas State" 
in honor of Betty Gall. In Identical 
letters each girl was nominated "num- 
ber 1 pin-up girl" of the South Pa- 
cific by the Bame group of engineers 
who evidently did not suspect that 
two beautiful coeds might compare 
notes. 

The fan mail, written with typical 
Yank ingenuity, contains samples of 

moat of the lines In the doughboy* 
books down to and including the old 
"haven't I met you somewhere?" 
line. But no matter what the method 
of persuasion, the appeal is "I am 
lonely, won't you write and send a 
picture." 

.-The Bervicemen's praise was In- 
spired by the typically American 
beauty of the two coeds which made 
the men say "We d rather come home 
to you than to Grable." 

These two coeds, who were elected 
beauty queens of the Royal Purple 
by a group of servicemen last year 
are active in a variety of campus or- 
ganizations and are officers In their 
sororities. 

Betty Gail, a blonde, la 20 years 
old, lives in Manhattan and is a mem- 
ber of Alpha XI Delta sorority. She 
is a senior majoring in home eco- 
nomics and art. Arma Jo, who is 
a brunette, 18 years old and a soph* 
omoK, lives in Kansas City, Mo. She 
is studying languages at KansaB State 
and is a member or Kappa Kappa 
Gamma sorority. 



Persons dying in Nigeria are not 
buried until all of their debts Tftve 



Coles, Wilson, Holleoker 
Enter Debate Contest 

Emberr 1 Colee, Dorothy Wilson, 
and Rita Hollecker will represent 
Kansas State College in the Missouri 
Valley Oratorical Contest at Wichita 
this weekend. Embert Coles and 
Dorothy Wilson will enter the debate 
contest which Is on the question of 
compulsory peacetime military con- 
scription. Rita Hollecker is an en- 
trant In the oration contest and Em- 
bert Coles will give an extempora- 
neous speech in other contests of the 
event. 

Iowa State. Oklahoma, South Da* 
kota State, Nebraska University, 
Kansas University. Wichita Univer- 
sity, Texas University, and Kansas 
State will be represented at this an- 
nual event. Dr. Howard T. Hill, head 
of the speech department, Is coach- 
ing the Kansas State group and Dr. 
A. A. Holtz will accompany them to 
Wichita. 



Mrs. R. F. Gingrich wlU lecture on 
"Girl Scouts" before tb« Home Eco- 
nomic* students today at 4 p. m. In 
Calvin 208. 



K-State Plans 
V-E Day Assembly 

The College has planned a V-E 
Day assembly ror the day of Allied 
Victory In Europe. The college whlBtle 
will blow at the time of the first an- 
nouncement of the victory. If the col- 
lege whistle blows between 3 p. m. 
and 8 a. m. the assembly will be held 
ait 9 a. m.; If the whistle blows be- 
tween 8 a. m. and 10:30 a. in. the 
assembly will be held at 11 a. m. that 
day; the sound of the whistle between 
10:30 a. m. and 3 p. m. will indicate 
that the V-E Day assembly will be 
held at 4 p. m, that day. 

"The National Anthem" will open 
the assembly in the College Audito- 
rium. The Rev. W. U, Ouerrant will 
read the invocation. Three World 
War II Veteran speakers will be 
introduced by Dr. A. A, Holtz. 

Patriotic music will precede a 
speech given by President Elsen- 
hower. Following his speech tbe au- 
dience will sing "America." The Rev. 
B. A. Rogers wilt pronounce the ben- 
ediction. 

Hophomore women are anked 
to Bead grade point average**, ac- 
tivities, and state w hether or not 
they plan to be 



Increase Funds 
By $117,000 

Kansas State College received an 
annual Increase of $117,000 in appro- 
priations for salaries, wages, main- 
tenance and laboratory equipment for 
the next biennium as compared with 
the present biennium which ends 
June 30, 1MB. Increases in the ap- 
propriation bills signed by Governor 
Andrew P. Schoeppel include 182,000 
more a year for the next biennium 
Tor salaries and wages; $30,000 more 
a year for maintenance and repair? 
and a $6,000 annual Increase for the 
laboratory equipment fund. 

in tn- Unchanged 

Annual appropriations which re- 
main the same as for the present bi- 
ennium include the President's con- 
tingent fund $60.0, ..extension work 
$100,000, Northeastern Kansas ex- 
periment fields $6,000, and $6,000 
each for the Southeastern Kansas ex- 
periment fields, the South Central 
Kansas experiment fields, the South- 
western Kansas experiment fields, 
the North Central Kansas experiment 
fields. an<| the bindweed experiment 
fields; veterinary research work $15.- 
000, industrial research fellowships 
$5,000. milling and baking research 
$7,500 and (supplemental summer In- 
struction service for veterans $26,- 
000. 

Of the new Items Included In the 
budget for the next biennium, $92,- 
500 is for grass utilisation and pas- 
ture management investigations at 
Manhattan and Hays for the next two 
years. Ten thousand dollars was ap- 
propriated for the purchase of equip- 
ment to modernize the College mill. 
An equal amount was allowed to 
modernize the College creamery. 
Other new items are $10,000 for soil 
surveys in the state and $6,000 for 
the improvement of campus roads end 
walks for the two-year period. 

For Sit. mi) Veur Only 

Money appropriated for the sec- 
ond year only of the biennium In- 
cluded condensing equipment and 
auxiliaries or heating and power plant 
$25,000, resetting boiler No. 3 in the 
heating and power plant $26,000, 
and water softening equipment $12,- 
500. 

Other items included In the budget 
for the next biennium are $124,600 
for a new small animals hospital 
($49,500 of which was reappropri- 
atedj and $42,000 for three new home 
management houses ($28,650 of 
which was reap propria ted ) . The Col- 
lege also received $760,000 for con- 
struction of a Field House and Men's 
Gymnasium. 



Hit Composer 
Presents Show 
Here In April 

SLgmund Romberg, the composer 
of the Broadway hit, "Up In Central 
Park," and hie troupe of sixty artists 
will appear at the College Auditorium 
on Thursday, April 12, at 8:16 p. m. 
He Is also the composer of "The Des- 
ert Song," "The Student Prince," 
"Maytime," "Blossom Time" and 
"New Moou," 

Mr. Romberg has a photographic 
mind for music. He can pick up a 
completely unfamiliar piece of music, 
play It over once, close the sheet and 
promptly play the entire thing 
through by memory. He admits that 
his wife Is his most out spoken critic, 
but she is also his first public since 
he plays his brain-children for her 
before they have actually taken form. 
He recalls carrying a score of "Lover, 
Come Back To Me" in his pocket for 
several days before getting up enough 
courage to play It to her. 

Mr. Romberg has had record 
crowds at hlB concerts In other cities. 
In Kansas City be smashed Enrico 
Caruso's 35-year-old record and also 
topped concert artist attendance fig- 
ures in Oklahoma City and Atlanta, 
Oa. "When times are good, people 
want to be amused," he says, "but 
when times are hard, they want to 
be soothed." He confesses his only 
headache now is how to keep up with 
his laundry. 

The concert is sponsored by the 
American Association of University 
Women. The profits will go to the 
women's residence hall fund. Tickets 
are on sale now at the Brown Music 
Store and the Auditorium box 
from 3 to 8 p. m. 



Students Discuss 
World Organization 



Fifty students and faculty members 
met Saturday afternoon to discuss tbe 

possibilities' of na*vlng"a World *tt>-' 
gankatlon Conference on our cam- 
pus. This is a movement which will 
help the students to become better 
acquainted with world affairs. 

Joy Talbot, Margaret PaTker, Jo 
Ann Stoecker, Dorothy Cochran, Mary 
Alice Doll, Mrs, Kathleen Knlttle 
Schmltt and Mrs. fl. I. Thackrey at- 
tended a meeting at the University 
of Nobraskn on March 9. Fifteen 
hundred N, U. students took an active 
part In the Peace Conference. Thirty 
houses and organisations chose coun- 
tries of the world they wanted to 
represent. Twelve committees 
made up of representatives of 
country. Each committee worked on 
different problems such an treatment 
of war prisoners and boundaries. Dur- 
ing the last week in March they had 
two plenary sessions at which a peace 
treaty was unanimously ratified. 

The students and faculty members 
were so impressed with the confer- 
ence at Nebraska University that the 
meeting was called Saturday to dis- 
cuss possible adoption of a World 
Organisation Conference here. The 
world-wide conference In Han Fran- 
cisco on April 25 may Bet up some 
sort of world framework that may be 
UBPd as a basis. Definite plans are be- 
ing made to set up a World Organiza- 
tion Conference but they have not as 
yet been announced. 




SGA Spring Ball 
Features Lee Baron 

Lee Baron, one of today's leading 
swing maeatroa, and his orchesrta 
will play Tor the SGA Spring Ball at 
the Avalon April 28 from 9 to 12 p. 

m. 

Mr. Baron's orchestra Is composed 
of nine pieces and has played for nu- 
merous top Jobs recently, such as 
tbe Tromar, Des Moines; Cherot Ball- 
room. Omaha; Sky Lon Ballroom, 
Sioux CRy; and the Frog Hop, St. 
Joseph. 

Tickets' will be limited to 300 
couples and sold at a booth In Ander- 
son and by Student Council members. 



Clovia Pledges 
Top Scholarship 

The Clovia pledge class, with a 
grade average of 1,926 placed flrBt 
In the fall semester scholarship re- 
port of K-State's eight sorority pledge 
classes.- This report, sponsored by the 
Senior Women's Panhellenlc, lists 
three girls with three-point averages 
for the past semester. These girls are 
Loretta Strlckliu, Clovia; Ruth Anne 
Wolfe, PI Beta Phi; and Charlotte 
Dorf, Alpha XI Delta. 

The other pledge classes and their 
ratings are PI Beta Phi, 1.887; Delta 
Delta Delta, 1.71 7; Kappa Kappa 
Gamma, 1.696: Kappa Delta, 1.688; 
Alpha XI Delta. 1.629; Chi Omega, 
1.339; and Alpba Delta PI, 1.282. 



KaMU-r Holiday Monday 

Students will have their first and 
last holiday of the semester Monday 
when they receive a one-day Easter 
vacation. The one-day break in regu- 
lar classwork is the only one Included 
for the spring semester under the 
accelerated wartime educational pro- 
gram. 
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Students Look Ahead 
To Post- War World 

The no are moment«u« days. 
An effective world onranlzatlnn 
to maintain peace must be estab- 
lished »oo«. Bepresentatlrea of 
the United Nation* will meet In 
Ann Francisco In lens than a 
month for that purpose. 

The U. 8. State Department nan 
asked for opinion* on the Dumbarton 
Oaks proposals. President Roosevelt 
returned from Yalta with the request 
that the Senate pans on a world or- 
ganization plan before the end of the 

y6 For the first time In history men 
have waged total war; no parson haa 
not feH the sting of this war. Moat 
thinkers today believe that It la pos- 
sible to maintain "total peace —pro- 
vided that enough of us are willing 
U> work toward that end. 

An rtadente wo roimt bwomt" awaw* 
of ftach vital matU-r* a* I ho Dumbar- 
ton Oato aaggtwtliMis and the out- 
romp of til© Han Francisco confer- 
ence. Our brother* and claaamatee 
are fighting a war for u*. Can t wo. 
in turn, do our part by being Intel- 
ligent, Informed citizen* of the world? 

K-Btate student* are not asleep In 
tliewe- matter* of world organisation. 
There la a plan under way now on our 
rumpus whereby we sliidentM 
really study the problems or 
world. Let's get behind it IO0 
rent! — Dorothy Cochran. 



Student Council 

— NOTES — 



Th&lM-E-O-W 



Nun** goers of IhnI weekend give 
forth with the Info that picnic proa- 
peeta for the coining weapon are very 
dark. Of course, you remember Hhw 
are the days when the Haying* of the 
April fool are prevalent, no bear It 
In mind while reading the material 
Included In this week'n rolunin — 

Hate to complain with war condi- 
tions and all but Sunset wae mighty 
crowded on the nights of laat week- 
end. Six people that I had never seen 
tiefore were also enjoying the use of 
my blanket. 

strolling along highway 24 weat of 
town on one of the beautiful evening* 
we've been having watt Dick (I'm Just 

J 



The commute© planning the point 
system for the limitation of activities 
Is now reallocating points for activ- 
ities as recommended by the Faculty 
Council. 

Candidates for the Student Council 
will be introduced at a meeting 
Wednesday in Recreation Cehter at 
4 p. in. Student Council members will 
be present and the candidates will be 
given a chance to speak. 

The Student Council has amended 
the Peace Pact with K. U. The amend 
ments are: (1) The Student Council 
shall enforce the terms of the KU 
KS Peace Pact regarding property 
damage during the entire school year 
rather than merely during football 
season. (2) In the event of damage 
u> property at KU or to that of any 
other school by Kaunas State students, 
the Student Council will make those 
students financially responsible for 
the damage. 

Election for Student Council and 
Board or Student Publications mem- 
bers will be held April fl. There will 
be a Joint meeting of the old and 
newly elected Student Council mem- 
bers on April 10. 



a luacloua blonde 
his pack home friend were lamt 
Keen headed weat. Hhe with six blan- 
kets and he with the food (one pack- 
age of potato chips). Ed. Note: Score 
iiow reads Tri Delt, 00, Dodderidge, 1 
Another good man has fallen by 
the wayside of the trail of Chi O Joan 
Uykeman. Dave {I tried anyway) 
Underwood feels he la qualified to act 
In the capacity or Dorothy Dlx's Ad- 
vice for the Lovelorn Club, 

Larry (the hunted) Watts and 
Jean (the hunter) Han ley had a nice 
reunion in Topeka Saturday. A Joy- 
ous time was bad by all, especially 
the hunter. 

We hear the KKO house Is to close 
its doors Bonn to hold a bivouac week 
In the woods southwest of town. 
Doris (running mate of the quarter 
circle U) Johnson. Arma Jo (Crlaco) 
Smith and Liz (Ued Dog) Humphries 
have beert doing some exceptionally 
good reconnaissance work since the 
snows melted. 

TIiIh week inn not go by without 
mentioning the ACJR formal. 'Twa* 
one of the "better*' parties — if you 
don't believe H. iwk Dick 



H. K. Club Ald> Red Crow* 
The Home Economics Service Club 
is working with the Red Cross this 
semester. The girls in the ser- 
vice club will report to the Red Cross 
rooms downtown on Tuesday to help 
pack kits for the navy, Betty Jo Mc- 
Cauetland. chairman, reports. 
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Student Opinions 
Reported To SGA 

"Returns from the questlonalre 
sent to every student on the campus 
by tbe Student Council", said Ethel- 
Inda Parrish, "were good," They are 
not yet complete but a general idea 
of the results have been obtained 
from the returned questionalres. 

It was found that nearly seventy- 
five percent of the students were not 
familiar with the S. G. A. Consti- 
tution. Juat one-half of the students 
knew the names of one-half of the 
present Student Council members. 

The fact that students do not vote 
on the qualification basis but on the 
party basis In the selection of Student 
Council members was brought out. 
Some did not know the qualifications 
for a Student Council member. 

Eighty-seven percent of the stu» 
dents felt that there should be at 
least two meetings yearly for all stu- 
dents. A few voiced the opinion that 
there should be two meetings a se- 
mester for all studenta and the at- 
tendance should be~compulsory. 

Only seventy-eight percent of the 
students felt they would go to the 
Student Council If they were met 
with a problem of student interest. 

A large percentage felt that the 
faculty supervision or Student Coun- 
cil was adequate. Some felt that the 
control or the Faculty Council should 
not be absolute as students can make 
wise decisions. The students felt that 
the Student Covernment of Kansas 
State was weak because or lack of 
student meetings and student Interest: 
They felt that more publicity la need- 
ed and that more Information should 
be given out about Council meetings. 

Lack of student body "oneness" 
was emphasized. They felt that the 
divisions Into the Boclal groups, even 
the Independents, was undemocratic. 

Others felt that the Student Coun- 
cil should furnish final examination 
schedules without charge, handle 
complaints about poor t earlier a and 
poor teaching methods, do more for 
the war effort, encourage enrollment 
of veterans, and make stricter re- 
quirements for constructive activities 
of campus organizations. 



EngllHh Proficiency Teats 
The English proflciency tests will 
be given April 3rd for all first semes- 
ter Juniors and all transfer students 
who do not bave credit for these testB. 
These will be given In Wlllard 115 
from 7 to 10 p. m. 

Students who will take these testa 
are to report to Dean Babcock's office 
today. Friday and Saturday to get 
their assignment nu 



Most animals have 



KANSAS STATE COLLEGIAN 



Heter and Harlow 
Win 4-H Awards 

Two Kansas State College women 
are among the 1944 winners of the 
State 4-H leadership award, former- 
ly known as the Washington trip 
honor, according to the state club 
department at the College. The two 
are Carol Jean Heter, Bon Ame 4-H 
Club, Rice County; and Virginia Har- 
low, West Beloit 4-H Club, Mitchell 
County. Tbe two young men who re- 
ceived awards are John Good, Mon- 
mouth 4-H Club, Crawford County; 
and Jim Pratt, Sunshine 4-H Club. 
Sheridan County. 

Carol Jean's club record shows that 
she has completed 36 projects In six 
years. She Is a sophomore In home 
economies and 1b an officer In the 
Collegiate. 4-H Club. Carol Jean, 
whose home is at Sterling, is a mem- 
ber of Kappa Kappa Gamma, social 
aorority. 

Outstanding in all phases or club 
work, Virginia has completed 34 
club projects and has had eight offices 
in her local 4-H Club. She also is a 
sophomore in home economics. Her 
home Is at Beloit. 

Since the outbreak of the war, the 
National 4-H Encampment In the na- 
tion's capital has been cancelled and 
the topflight leadership winners are 
sent Instead to the American Youth 
Foundation Camp at Shelby, Mich., 
with expenses paid. 
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As tbe Nazis are driven further 
into Germany, the Air Transport 
Command base of the European Divi- 
sion has bad to increase Its tempo 
proportionately. American soldiers 
and Seabeesr American and English 
civilians, and WACs all work together 
at increased speed to meet the essen- 
tial demand. Pfc. Virginia Nay lor. 
Cimarron, Kansas, Is assigned to this 
station as a Finance clerk. She has 
been in the WACs since May 31. 1944. 
and ha* been stationed In the Euro- 
pean Division, L'RAAF Air Transport 
Command for the past three months. 
Private Naylor attended Kansas 
State College for two years before en- 
tering service. 



Church News 



— 



The regular Baptist young people's 
meeting will have a music program, 
"Life of Christ In Songs." which will 
be Bung by the senior and youth 
choirs Sunday evening. Candlelight 
communion will be a part of the ser- 
vice. "Stewardship of Tomorrow" 
will be the theme ror Theta Epsilon's 
meeting on April 3 at the home or 
Mrs. L. L'. Longsdorr, 1100 Thur- 
ston. Qeraldtne Gehrke is In charge 
of the program. 



Congregational Sigma Eta Chi will 
meet with Mrs. Mary Eck Holland 
at 1638 Osage Tuesday evening. The 
program will be on music apprecia- 
tion and Schubert's Unfinished Sym- 
phony and other classics will be 
played. A chapter of Kerby Page's 
book, "Living Creatively" and a news- 
cast will complete the program. 



Christian Youth Fellowship of the 
Christian Church Is planning a Bap- 
tismal service for Easter Sunday eve- 
ning. This is a part of the Church's 
76th anniversary program which will 
continue through the next week. 
Kappa Beta will have election of of- 
ficers at their regular meeting at the 
church on Tuesday at 7:30 p. m. 

v An outdoor meeting and sack lunch 
wilt take the place of WBBley Foun- 
dation's regular Sunday evening meet- 
ing. Maurice Hull is in charge and 
there will be a gueat speaker. Kappa 
Phi entertained its national spon- 
sor, Mrs. H. M. Le Sourd, at a pot- 
luck dinner at 8 p. m. at Wesley Hall 
Monday. 

Phi Chi Delta of the Presbyterian 
Church wilt give a lesson on "Live 
in Deed" at their regular meeting at 
Westminster House Tuesday at 7:30 
p. m. Jean Greenawalt wilt lead the 
lesson. 



A non-denominational cha pel will 
be held in Illustrations tomorrow 
from 12:30 until 3 p. m. 



Democracy Is baaed upon the con- 
viction that thai* are extraordinary 
possibilities In ordinary people. 

— Harry Emerson Fosdiok. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

Phone Silo 106 N. Fourth 




Ss lsfs all keep on our 
war Job i hasp on law* 

on buying IVas^ Bond#— =- 
to keep. 

Ride on the buses if It 
will help win the war — 
thaf s our job. If it won't 
,d£ tMk .non- 



UNION BUS DEPOT 

5th & Poyott Dial 4)51 



OVERLAND 

GREYHOU 






Lt. Darrel Rnssel, overseas with 
143rd Infantry Division, was reported 
missing last October, then discovered 
to be a prisoner in Germany. Recent- 
ly his parents received a letter from 
blm written January 1, from Aflag, 
Germany. He wrote of meeting two 
former Kansas State students. Robert 
Mclntyre and Bob Kirkpatrlck. 



AlBop 1b credited with the sinking of 
two ships and several barges. 



Home on leave last week 
sign Luman O. Miller, Belleville. An 
Industrial Journalism graduate In 
1944. Ensign Miller will report at 
San Diego at the end of bts leave. 



Marietta Spencer. H. E. and Art 
'43. la doing special work in Wash- 
ington as a WAVE. Her address Is 
Marietta 0. Spencer, Bp. Q Ifc, TJ. 8. 
Naval Observatory, c/o George Qln- 
graa, Washington 26, D. C. 



Transferred to Stoux City, Iowa, 
from Hobbs. N. M.. is First Lt. Jack 
Sayre, former student at Kansas 
State College. Lieutenant Sayre vol- 
unteered Tor the air corps and Is now 
an instructor in instrument flying. 



Now stationed at Arlington, Va„ 
with the Army Signal Corps, is Lt. 
Horton M. Laude. son of Dr. and Mrs. 
H. H. Laude. Dr. Laude is a profes- 
sor In the Department of Agronomy. 
Lieutenant Laude graduated In 1937 
from the Department of Agronomy 
and took graduate work for two years 
at Oxford University In London under 
a Rhodes Scholarship. He returned at 
the outbreak of the war and com- 
pleted work ror a Ph. D. in Botany 
at the University of. Chicago In 1941. 
He then entered the Bervlce. 



Col. Lloyd H. (Hank) Dalton has 
been awarded the Air Medal for 
"meritorious achievement" while par- 
ticipating in bombing missions total- 
ing more than 100 hours. Graduated , 
In 1934, Colonel Dalton was an out- 
standing athlete at Kansas State, let- 
tering in both basketball and foot- 
ball. He entered the air corps in 1938, 
first commanded a tactical rorce of 
the Tenth Air Force, and since Sep- 
tember was commanding officer of the 
Twelfth "Eartbquaker" group In 
Italy. He is now In the Burma theater. 



In Manhattan on brief furlough 
from Seattle. Washington, was C.P.O. 
Fredrick J. Palmer, f. s. C.P.O. 
Palmer took part In six naval battles 
In the Pacific, served on the North- 
hampton which was sunk In the South 
Pacific, and was recently promoted to 
Aviation Chief Machinist Mate. He 
will return to a naval air base on the 
for 



Sgt. Raymond Dale Allen, f. s., 
first reported missing In action, was 
recently reported killed in action in 
Germany as of December 26, 1944. 
Sergeant Allen was in an infantry 

\ glider regiment with the 82nd Air- 
borne Division and went overseas In 

| February. 1944. While at Kansas 
State he was enrolled In Agriculture 
and was well known on the campus 
as a member of the Tau Kappa Epsl- 
lou social fraternity and the Collegi- 
ate 4-H Club. 



Lt. Russell R. Goff. formerly sta- 
tioned at Kansas State with the air 
corps, now is with the Chinese de- 
tachment at the San Antonio Avia- 
tion Cadet Center, San Antonio, 
Texas, 



Lt. Jerry Porter. G. S. '43, has been 
reported killed in action in the Euro- 
pean area. While in College he was 
a member of Acacia fraternity and 
prominent In athletics. Upon gradu- 
ation be entered the army with a 
reserve commission. His wife, the 
former Patty Hodgson, and their 
young eon are living with her par- 
ent! at Little River. 



Recently promoted to the rank of 
First Lieutenant, was Jack Evans, f. 
s. in Chemical Engineering. He flies 
a B-24 bomber and is based In the 
Netherlands East Indies. He Is now 
leader of the 424th Bomber Squadron, 



Robert J. Alaop, pilot of tbe 
"Snoopers", a 13 th AAF Bomber 
Command Liberator Unit, has been 
promoted to the rank of captain. Cap- 
tain Alaop has participated in 40 mis- 
sions over strongholds such as Truk, 
the Mandated Islands, Yap, Palau, 
Woleat. Borneo, the Celebes, and has 
participated In shipping searches in 
the South China Sea. He was awarded 
the Oak Lear Cluster In lieu of an ad- 
ditional Air Medal a few days before 
receiving his promotion in rank. He 
is now serving as an aaaistant opera- 
tions officer. Besides bis many- mis- 
sions over enemy territory, Captain 



Word has been received that Lt. 
John Cawley has been seriously 
wounded on the island of Iwo. Lieu- 
tenant Cawley received his degree in 
Physical Education in 1928, was a 
college athlete while in school, let- 
tering in football in '36 and '37 



KODAK 
FINISHING 

Enlarging and Copying 
l*»Te Films at the Canteen, 



HOLLOWAY & BUNK 

lint Natl. Haak ph. 48SS 



Highlight 
in the Spring 
Style Picture! 

Sport Coats 
New Slacks 
Sport Shirts 



All expertly tailored in 
fine fsibricS" 



GIBBS 

Clothing Co. 
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Dave Weatherby Cops 
Top Scoring Honors 

Dave Weatherby, freshman forward from Neodeeha, copped 
the scoring honors for the season from his high scoring Wild- 
cat teammates with 18T points in 23 games. The freshman for- 
ward flash rang up 77 field goals , 26 more than his nearest com- 
petltor, Joe Ridge way. Dave 

Publish Article 

By Josephine Hahn 



Intramurals . . . 



added 33 points at the free 
throw line in 58 attempts for a 
.569 percentage to bring his av- 
erage for 23 games to 8.1 per 
game. 

The freshman flash's nearest com- 
petitor for the scoring title was Joe 
Ridgway, who poured 61 field goals 
through the hoop and continued his 
uncanny abllKy by dropping in 42 
from the gift line to. grab off record 
place honors on the high scoring 
Wildcat quintet. 

Grabbing off third place honors 
was Jack Kincheloe, tall center from 
Cunningham, who rang up 136 points 
this season while holding down the 
regular center berth. 

Close behind was Jay Payton with 
130 points, only member of the Wild- 
cat quintet to be chosen on the all 
Big Six starting five. Jay was a big 
gun offensively besides being a spark 
plug in setting up Wildcat plays. 

From the free throw line Ralph 
Stuesser took the honors, dropping 
in 16 in 20 attempts for a percentage 
average of .760, Jay Payton was run- 
ner up for the free throw honors with 
.640 average followed by Dave Weath- 
erby with a .636 average. 
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An article describing life at Van 
ZUe Hall, written by Josephine Hahn. 
Bloomington, a freshman in Indus- 
trial Journalism, will appear In the 
April 7 issue of the Kansas Farmer, 
a Capper publication. 

The description of the residence 
hall for women was prepared by Miss 
Hahn during the magazine-sponsored 
contest for students who make their 
home there. Miss Florence McKln- 
ney. woman's editor of the publica- 
tion, arranged the article to empha- 
size the importance of adequate hous- 
ing facilities for women at Kansas 
State College. Farm women of the 
state have undertaken to raise funds 
for the construction of a new resi- 
dence hall. 

Photographs illustrating the article 
were made by-Floyd Hanna, College 
photographer. Entries in the contest 
were submitted also by two other stu- 
dents in industrial journalism, Eliza- 
beth Ann Schllcter of Clay Center, 
and Janey Hackney of Wellington. 
All three young women will receive 
awards in the form of mounted photo- 
graphs of Van ZUe Hall and Miss 
Hahn will be paid for her article by 
the magazine. 



Note; Last week's column 
that Kappa Kappa 
was the winner of the wo> 

"to^T^r^t^tnis itafe»Mtf with 
the following paragraph. 

Arcadia came out on top by win- 
ning the final game of the basketball 
tournament last week. They won over 
Alpha Delta Pi with a score of 24 to 
13. The Blitz Babes and Kappa Kap- 
pa Gamma' reached the semi-finals. 

Swimming practice tar Intramurals 
has started and all teams or indi- 
viduals entered should check the 
schedule at the gym for try-outs. 



Campus Undergoes 
Spring Cleaning 



Phi Delta Theta, Delta Tau Delta. 
Alpha Gamma Rho, Sigma Alpha Ep- 
sllon and Kappa Sigma were the win- 
ning teams In men's volley ball in- 
tramurals last Thursday. Winners last 
Monday were Jr. A. V. M. A., Alpha 
Gamma Rho, Delta Tan Delta, Kappa 
Sigma and the House of Williams. 

Tonight ends the volley ball tour- 
nament. The AGR's play Jr. A. V. M. 
A. and the Delta play the House of 
Williams at 7:30. At 8:16 the Slg 
Alpha meet the TKE's and Sigma Nu 
plays W. F. A. C. At 9 it's Kappa Slg 
vs Phi Delta Theta. 

Soft ball Intramurals begin April 
4. All entry blanks must be filed in 
the men's physical education office, 
N107, by March 31. 



Prof. R. r. Gingrich, 
maintenance superintendent of Build- 
ing and Repairs, announced that the 
"spring cleaning" for the campus is 
in full swing. 

The office of the Dean of Women 
has been redecorated and plans are 
being made for the redecoratlon "of 
Recreation Center. Structural changes 
have been made In the Registrar's of- 
fice and an Insullte celling put In. 

The meats laboratory, which was 
used as an army mess kitchen last 
year, has been remodeled, and will 
be ready for occupation next week. 

The property across from the ten- 
uis courts, which was given to the 
college through the Wareham estate, 
will be remodeled for the use of the 
Extension Division. 

A new walk will connect the Engi- 
neering and Military Science Build- 
ings with the Power Plant. The Cam- 
pus Department will have charge of 
landscaping the area. 



Black horses are afiected more by 
the heat than horses of other colors. 



WSSF Benefits 
By Student Meals 

Independent organized houses and 
sororities had "Meagre Meals" dur- 
ing the past week in cooperation "with 
the World Student Service Fund drive 
on the campus. The money saved by 
serving such meals will be contrib- 
uted to this International student aid 
organization. The campus quota is 
|1,000. 

Potato soup and left-over meat 
sandwiches was thB menu at Clark's 
Gables. At La Flel and Maison-elle 
the meal consisted of bean soup and 
lettuce-tomato sandwiches. The Pal 
O Mie women ate bean stew and egg- 
carrot sandwiches. 

Peanut butter and jelly sandwiches 
with potato salad and apricots was 
the "Meagre Meal'' at the Alpha Delta 
PI and Delta Delta Delta houses. Chi 
Omega members dined on bean soup 
and milk. Potato soup and crackers 
were served at the Kappa Delta house. 
Kappa Kappa Gamma's had bean soup 
and carrot-raisin sandwiches while 
the Clovla'B had potato soup and let- 
tuce-tomato sandwiches. 



Intra Squad Game 
Will Be April 14 

Spring football practice is going 
along smoothly under the warm 
spring sun. Coaches Haylett, Socolof- 
sky and Knorr are very pleased with 
the manner In which the practice Is 
going. 

The coaching staff is drilling the 
men in team plays with little stress on 
fundamentals in preparation for the 
intra-squad game April 14. 

Kansas State's football hopes have 
been dimmed by the loss of halfback, 
Ronnie Webster and end, Dave 
Weatherby, to the armed services. 

Track Prospects 
Are "Looking Up" 

Coach Haylett reports that several 
new men have reported for track, and 
track team prospects are brightening 
up considerably. 

New members which have come out 
recently are Boh Jackson, Alva Kel- 
man, Dana Atkins, Burt Howard and 
John Hamilton. The track team suf- 
fered a loss, however, in losing Dave 
Weatherby to the air corps last week. 

Coach Haylett hopes to be able to 
get a team together to enter In the 
Colorado Relays this spring. 



Font Casualty Pictures 
Of Journalism Students 

Pictures of Journalism graduates 
and former students, who are known 
by the department to have lost their 
lives or to be missing in World War 
II, will be posted in Kedzie Hall. This 
iB part or the work of the Journalism 
Memorial Fund Committee. 

Journalism graduates and former 
students known to be casualties of 
this war Include MaJ. George T. Hart, 
Washington, D, C; Ens. 'John M. 
Williams, Parsons: Lt. Kendall 
Evans, Las Cruces, N. M.; Pvt. Jack 
Eckhart, Almena; Capt. Alfred E. 
Makins. Abilene: Ens. Ed Potter, Os- 
wego, killed. Lt. Stanley Dwyer. 
Hastings, Neb., and Sgt. James Miller, 
Manhattan, were reported missing. 

Approximately 1 2,1 00 has been 
received by the Journalism Memorial 
Fund Committee as contributions of 
relatives and friends of these men. 
The fund will be used for. teaching, 
research, scholarship, or awards which 
the donor may designate. 

Patronize Collegian Advertisers. 



Ags Send Questionnaires 
To Students In Service 

The School of Agriculture has sub 
mltted 200 questionnaires to former 
students of the school now In service. 
The questionnaires are concerned 
with the plans of the service men fol- 
lowing their discharge. 

Only 60 of the 200 questionnaires 
mailed two weeks ago have been re- 
turned. The cards returned so far In- 
dicate that a very high percentage 
plan to return to Kansas State. Moat 
of them are planning to get a degree. 
From the number returned so far it 
is indefinite as to whether more pre- 
fer taking refresher courses or ad- 
vanced courses. 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phone 3380. 



An airplane makes about 87 times 
as much noise as an automobile. 



LOST — Silver identification bracelet 
with the Chi Omega crest. If found, 
please notify Mary Alice Durr, Tele- 
phone No. 4416. 



QUICK REPAIRING 



Crystals 



BRADSTREET 

% 

WATCHMAKER 
Corner Fourth A Houston 



BREWER 

MOTOR CO. 



PHONE 

BYEBY immCE 



BEST WISHES 
for 

A Very Happy Easter 
The College Book Store 





THI ffUbSMT ftlHCt 
THfr NtW MOON 
M A T T I M f 
■ THf BfWtf 
• tLOSIOM 
«<*J Ms www _ 
ws* hit "UP IM 
CENTRAL PARI" 



April 12th 

COLLEGE 
AUDITORIUM 

PRICES:-$1.22-|1.8M2.44-|3.05- 
(loc. Tax) 
Tickets on Sal* BROWN MUSIC 
STORE (9 A- M. to 6 P. M.) 
AUDITORIUM BOX OFFICE (3 to 8 
P. M.J April 2 to 12 
ma Now. MiM Emm* Hrde, Boa Ml, 
K. 



Jftfbsnfl 

I *J TM ATM 

Shows: 2:80 • 7:00 . SiOD 



TODAY THRU WEDNESDAY 



Laralne in<> 

co-starring In 

"KEEP YOUR 

POWDER DRY" 

with 




8AYB THE PIECES! 
Qvlek Repairing 

Broken 



DB. E. L. ASKBEN, 0. D. 



1B20 Moro 
GLASSES THAT FIT 




The Same Idea 
Only Different 

Don and Jerry suits for 
Easter haven't changed 
very much. After all, It's 
either double-breasted or 
single-breasted. 

But there's a new twist to 
them. As usual they're 
hand tailored; they have 
that extra touch of style at 
important points. 

That extra stress you give 
your suit today needs to be 
thought of. That is why 
we know our suits give you 
better wear and look 



I20.&0 to lie 



H. J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 




4 Days Starting Sunday 
5* 




MITCHELL 



STATE 



FBI. - SAT. 




YOUR FAVORITE 
ACTION ACE 

. . , I N 

^ACTIONI 

rTIKSOII 



Wild Bill 

ELLIOTT 




AUK) -Kml of thf HtwtV 



— SUN. • MON. - TI EM. — 




PLUS Action Filled W«'nlorn 
BOB MITCH I'M in 

"NEVADA" 




Tomorrow • Saturday — 




Also "Cowboy and the 



__ SUN. THBtT TUBS. — 

'Greenwich Village' 

with Don Ameche, Catmen Miranda, 
William Bendiz, Vivian Blaine 



— 
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Dorothy Racket, Delta Delta 
Delta, passed chocolates Sunday 
announcing her engagement to 
Sgt. B. L. Griffeth who is now 
stationed at Dodge City. 

N'rw officer* of Alpha T>rlt« PI sre: 
Betty Carr. praaldenl; Florence Mer- 
rlam. vlce-preatdent : Harriet Donley, 
secretary; Wanda Nannlnga, treasur- 
er; Wilma Ward, corresponding sec- 
retary: Ella Mae 8ltnnt>u, rush chair- 
man; Mary Belle Jenkins. scholarship 
chairman; Rojean Rurrwln. histo- 
rian; and Mary Avis Johtmon. report- 
er. 

I ttith MniH-htlen of Clearwater in 

Clovla's newest pledge. 

Kurt), I) u IhtVlH I- tlW tll'W IITWllNt 

of Kappa Delta. Other officers are 
Mnxine Falling, vlce-pre*ldent; Joyce 
Whiting, secretary; Harriett*? Yost, 
treasurer; Norma VanHuren, assist - 
ii in treasurer; and Lois Meistier, edi- 
tor. The new officers were installed 
March 21. 

Alpha XI DoltA had formal pledg- 
ing for JnAnn Holecek Tuesday eve- 
ning. 

KMtellnda Pnrrlult, PI Plil. And 
Wendell Amos, U. S. N. will be mar- 
ried Easier Sunday at St. Paul's Epis- 
copal church In Manhattan. 

Alpha XI Deit* attended a t*a 
dance at Camp Funston Sunday af- 
ternoon, 

fill Omega had an hour dance Fri- 
day night from 7 to 8 for all frater- 
nity men. 

Nig Alpha and <Utc* picnicked at 
Sunset Park Sunday evening. 

Ranter Sunday will t>< the- wedding 
day of Maurlne Pence, <;. u . 4, and 
Lt. Raymond E. Harbaugh, now sta- 
tioned at Fort Riley. 



Sears Scholarship 
Winners Selected 

Sixteen recipients of the second an- 
nual Sears, Roebuck Foundation 
scholarships for women in home eco- 
nomics have been announced by Dean 
Margaret M. Junius of the School of 
Home Economics. A total of 12,500, 
nlse awards of $200 each and seven 
of $100 each, will aid these outstand- 
ing high school students in starting 
their college educations! next fall. 

The $200 awards are granted to 
Carolyn Anderson, Admire; Betty 
Lou Blackburn, Arkansas City: Mary 
Lou Kirk, Topeka; Donna Jones, Cot- 
tonwood Falls; Virginia Eddy, To- 
peka; Lillian Lacy. Onuga; Dorothy 
Lung. Abilene; Darlene E. Reed, 
Hope; and Ruth Steiner, Lebanon. 

The $100 scholarships will go to 

Merldell Byler, New Carolyn E. 

Cameron, Atwood; Virginia Lee 
nhamberlln, Gardner; Patricia Deitz, 
Topeka; Mary LouiHe Madden, Au- 
burn; Eleanor Sommer. Manhattan: 
and Phyllis Woodard. Downs. 



AGR's Entertain 
At Pink Rose Dance 

Alpha Gamma nhos entertained 
their dates Saturday night at the an- 
nual pink rose formal. 

The Avmlon ballroom was decorated 
for the occasion in the fraternity col- 
ors of green and gold. A trellis bor- 
dering the band shell was covered 
with pink roses. The Greek letters of 
the fraternity were spotlighted in the 
background. 

John Paul Jones and his orchestra 
from Salina played for the dancing. 

Mrs, Olive Kfpfer, former A. G. 
K. housemother, was a guest. Alumni 
present were Dr. Melvin Scoby, Mc- 
Pherson; Dr. Nell Cuiialy, Welling- 
ton; Willis Walsteln, Hutchinson; 
and Edwin Kline, Kansas City. 



K- St ate Dietitians 
Serve Oversea* 

Of the 33 Kansas State College 
students who in the last 10 years 
have received bachelor of science de- 
grees In home economics after ma- 
joring in dietetics and Institutional 
management and are now In the Army, 
17 are serving overseas. These women 
are scattered from the Southwest 
Pacific to Italy and from Africa to 
England and France. At least one of 
their number. Lt. Helen Tipton. H. 
E. '41, Paola, la on a hospital ship. 

Many of these women are working 
under adverse conditions. Lt. Mar- 
garet Blaylock, H. E. '43, Mankato, 
has her tent pitched in an apple or- 
chard, somewhere in France. She says 
she has no mattress but Is more than 
thankful for the electric lights. Lt. 
Ruth Baldwin, '40. Manhattan, who 
is stationed in Italy, has served meals 
to patients scattered through 104 
buildings. 

It's not all so hard, however. Some 
of the women have had undreamed of 
experiences. For instance, Lt. Doris 
Klaumann, '42, of Belleville, who had 
never been as far as Kansas City at 
the time she received her degree, 
served tea recently to the Queen 
Mother Mary of England. 

Lieutenants Ethel Olney, '34. St. 
Joseph, Mo.; Elizabeth Allbee. '39. 
Marshall, Mo.; Frances Moss, '35, 
Lliicoln; Betty Boehm, '41, Manhat- 
tan; Elaine Carson, '42, Clay Center; 
Irene Kenneck, '42, Wichita; and 
Marian Jensen, '43, Hays, are all 
with the armed forces somewhere In 
the Pacific region. 

Women In the European theater In- 
clude: Lieutenants Tbelma Harman, 
'38, Indianapolis. Ind.; Winifred 
Needels, '39, and Evelyn Smith, '40, 
both of' Salina; Helen Perkins, '42, 
Kansas City; Una Morlan, '27, Court- 
land; and Irene Tolliver, M. S. '37. 



-College Calendar- 

Thursday, March t% 

Mortar Hoard Meeting, Calvin 101, 
8:80 to 9:80 p. m. 

Monday, April 2 



Select Speakers For 
Hospitality Day 

Dr. Llta Bane, head of the Depart- 
ment of Home Economics at the Uni- 
versity of Illinois, will be the assem- 
bly speaker for Hospitality Day, April 
20, In keeping with the Hospitality 
Day theme, Dr. Bane will discuss the* 
future of home economics. Formerly 
president of the American Home Eco- 
nomics Association, she received an 
honorary doctor's degree from Kan- 
sas State College in May, 1938. 

Active In home economics since her 
graduation from college. Dr. Bane 
haB taught and has done extension 
work. She served as associate editor 
of the Ladies' Home Journal for five 
years and was employed In food con- 
servation work of the Department of 
Agriculture during the last war. 

Dr. Banc received her bachelor of 
science degree from the University of 
Illinois and has studied at Columbia 
University and thn University of Chi- 
cago. An active leader in adult home 
economics education, Dr. Bane taught 
at the University of Wisconsin and 
Washington Stale College before be- 
coming head of the Department of 
Home Economics at the University ot 
Illinois. 



comprise about 
26 percent of the undergraduate stu- 
dent body at Kan*** State College. 
About 85 per cant of the 
student* come from Junior 



K-State Players . , . 



: of the 
in Educa- 
tion 206 Tumtay al 7:80 p. m. 
At that time the now cast and 
crews for the play "Over 21" 
will be announced. Also a re- 
|x>rt will be given concerning the 
organisation's becoming a part 
of the National Collegiate Play- 



Home Ec Election 
The Home Economics Club elec- 
tion will be held next Thursday and 
Friday afternoons in Calvtn Hall. The 
candidates are: President, Betty 
Swan and Betty Jo McCaustland; 
vice-president, Dorothy Mcintosh and 
Rachel Gossard; lecture board, Ruth 
Deewall and Roberta Ince; secretary- 
treasurer, Hope Watts and Jean Sut- 
ter, 



Collegian Advertising Pays. Try it. 



Fresh Vegetables and Meats 

BOTTGERS 



Aggteville 



FLOWERS 
For All Occasions 

Martin's Flowers and Gifts 

8814 



Symbolic of Easter 

ROSARIES 

Crystal 
Colored 
> Pearl -Gold 

PAUL DOOLEY 

JEWELER 

Anptitfilie 



LAST CALL 

Don't Fail to Order That 

Cap and Gown , 

BEFORE SATURDAY, MARCH 31 

* 

CO-OP BOOK STORE 



— 



— 



Flowers Say More Than Words 

AT EASTER . 

v Select from Our Large Stock 

CUT FLOWERS — PLANTS — CORSAGES 

Manhattan Floral Company 

112 South Fifth Dial 3322 
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I 
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YELLOW 
CABS 



Efficient -- Courteous - Dependable 



4 

4 




Council Meeting, Thomp- 
son 206, 7 :80 to JO p. m. 
YWCA Cabinet Meeting, Calvin 

107, 7:18 to 8:19 p. m. 
Orcheslw, Nichols I, 7 to 9:80 p. m. 
KnMtnWf, Music Department, Au- 
ditorium, 7:80 to 0:80 p. m. 
YWCA Leadership Council, nil vin 
101, 8:18 to 0:80 p.m. 

Tuesday, April 3 

OrftiPHtrn Rehearsal, Auditorium, 
7:15 to 10 p. m. 

Choral Rehearsal, 
B to 6 p. m. 

Junior American Veterinary Medi- 
cal Association Meeting, Vet IS, 
7:SOtoOp. m. 

KngllHh Proficiency Tests, W II lard 
15, 7 to 10 p. in. 

Wednesday, April 4 

Amlstud, Calvin 107, 7: SO to p. 
m. 

Women's Auxiliary Meeting, Vet 
18, 7:80 to 10 p. m. 

St ndent Governing Association 
Election of Officers, Assembly, 
Auditorium, 2 to 3 p. m. Recre- 
ation Center, 4 to 5 p. in. 

Thursday, April 5 

Mortar Board Meeting, Calvin 101, 
8:30 to 0:80 p. m. 



7:80 to 9:30 p. 



Patronize Collegian Advertise™, 



for 

good food 

it's 

Johnson's 



YW Backs WSSF 
Booth In Anderson 

YWCA Is sponsoring a booth for 
the World Student Service Fund this 
week in Anderson Hall. WSSF gives 
students of tbe college campus a 
chance to help former students who 
are prisoners of war. The WSSF Is 
organized in 15 countries. It provides 
books, study materials, food, cloth- 
ing, medical supplies, and aid wher- 
ever it 1b needed. 

One dollar will supply notebooks 
and paper for a prisoner of war for 
six months. Ten dollars will Bupply 
condensed milk for a Russian stu- 
dent for a year. Two hundred dol- 
lars will make it possible for a re- 
located Japanese-American or refu- 
gee student to go to an American 
college. A thousand dollars or more 
will operate one student center In 
China for a year with facilities for 
bathing, recreation, reading and aelf- 
help. 

Kansas State has 40 former stu- 
dents who are now prisoners of war. 
Pictures of a few may be seen In the 
show case in Anderson Hall. 
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Downtown 



Aggteville 



Spring and Summer 

DRESSES 

Arriving Daily 



Come in 



See Our New Selection 

SMART SHOP 



Just Arrived 

EARRINGS 

Smartly Styled 

in Yellow Gold 
Pink Gold 
Sterling Silver 

$1.95 to $5.95 



Gillctt Gift Shop 

Glllett Hotel Building 



Rosaries 

SILVER 

CRYSTAL 

BEADS 

for Easter 

REED'S 

TIME SHOP 

Agglevllle 



Don't delay the bus 

'cause 
When the bus 

* 

is late 
You Wait 



College City 
Bus 



Dial 4140 




Open Toes . . Punching!* 
Halter Backs 




A 




1. Black Reptile, Patent or, 



2. Patent or Tan 
$5.00. 
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Students Go 
To SGA Polls 
Tomorrow 

The student body will go to the 
polls tomorrow to select their Student 
Council members and representatives 
to the Board of Student Publications 
for next year. Election will be 
held in the administration buildings 
of the respective schools from 8:30 
a. m. to 6 p. m. Students will also vote 
on the Point System for the limita- 
tion of activities. 

Those students elected will be In- 
troduced at an assembly at 4 p. m. 
Monday In the College Auditorium, 
Ross Sc hi mm el and his orchestra will 
play and a movie taken on the cam- 
pus will be shown. Classes.will not be 
dismissed for this assembly. 

Candidates for Student Council 
from the School of Agriculture are: 
Merle Eyestone, YMCA cabinet. Wes- 
ley Foundation, Collegiate 4-H Club 
and business manager of the "Who's 
Whoot;" and Gene Spratt, a member 
of the Board of Student Publications 
and Agricultural Association. 

Arte and Sciences 

Candidates from the school of Arts 
and Sciences are: Dean Tiemann, 
YMCA cabinet, vice-president of Busi- 
ness Students Association, vice-presi- 
dent of Kansas State Religious Fed- 
eration, and member of the Nations! 
Collegiate Players; Frances Ewart, 
YWCA cabinet, District Representa- 
tive of YWCA. Baptist Youth Fellow- 
ship, president of Religious Federa- 
tion, president of Theta Epstlon, Col- 
lege orchestra, debate; Dorothy Wil- 
son, YWCA Leadership Council, de- 
bate team, Kansas State Players, 
treasurer of Chi Omega; Jean Waln- 
acott, assistant editor of The Col- 
legian, Royal Purple Staff, vice-preai- 
dent of Amlcossembly, Theta Sigma 
Phi, Quill Club, Purple Pepstera; Vir- 
ginia Stoecker, president of Delta 
Delta Delta, treasurer of YWCA, 
Business Students Association, Kappa 
Beta, Prix. Phi Alpha Mu; Mary Ann 
Luhnow, treasurer of Junior class, 
Purple Pepsters, Glee Club, vice-pres- 
ident of Phi Alpha Mu, Standards 
Chairman of Kappa Kappa Gamma. 



Soloists Featured By Romberg 




Featured soloists of the "Evening with Blgm tinri Romberg' 
to the College Auditorium, April 12 at 8:15 p. in. will be, left to 
Ann Andre. Romberg's program Is being brought to the Kansas State 
American Association of University Women. 



which the famous composer brings 

of the 



Ruth Hodgson is a candidate for 
Student Council from the School of 
Home Economics. She is president of 
Miniwanca Club, secretary of YWCA, 
Wesley foundation, vice-president of 
the sophomore class. Other candidates 
from the School of Home Economics 
are: Evelyn Scholz, rush chairman 
of Kappa Delta, Phi Chi Delta, Col- 
legiate 4-H Club, YWCA group cap- 
tain, freshmen Home Economics 
counsellor; Hope Watts, Prix, presi- 
dent of Amlcosaembly, president of 
Arcadia. Kappa Phi, Wesley Founda- 
tion council, YWCA; Rachel Cos- 
sard, Prix, YWCA, freshman counsel- 
lor of Home Economics; Louise Darby, 
president of Home Economics Pub- 
licity Club, member of Home Econom- 
ics Club Executive Council, vice-pres- 
ident of Amlstad, Kappa Phi, Wesley 
Foundation; Mary Loubje Markley, 
Collegiate 4-H Club, Purple Pepsters, 
Prix, Home Economics Radio Club, 
Board of Student 
YWCA. 

School of Veterinary Medicine 
didates are Glynden Easley and Ralph 
Stnesser. Glynden's qualifications are 
Alpha Zeta, Sigma Xi, Junior A. V. 
M. A., B. S. degree in agriculture 
from University of New Mexico. Ralph 

(Continued on page three) 



SGA Adopts New 
Election Rules 

New rules which will govern the 
Student Council election tomorrow 
are: 

Members of the student council 
shall be in charge of the polls, Stu- 
dent council members shall be 
only persons having access to the 
names of persons who have or have 
not voted. The student council mem- 
ber in charge of the polls shall not 
leave the polls at any time while he 
Is in chargei- 

There shall be no electioneering In 
the building where voting is taking 
place. 

If parties are represented on the 
ballot, each party shall be required 
to furnish Judges to be at the polls 
while voting is taking place. 

Members of the faculty council on 
student affairs shall be asked to ob- 
serve that the rules governing con- 
duct of the election are not violated. 

Members of the Student Council 
shall count the ballots following the 
election. 

The Student Council shall appoint 
three Judges representing the Faculty 
Council and the student body at large 
who shall observe the counting and 
who shall certify the results of the 
election to the President of the Coun- 
cil and the President of the College. 
The exact number of votes cast for 
each candidate shall be recorded In 
the Student Council mlnuteB. 

From each school the candidates 
receiving the highest number of voles 
shall be declared elected to the Stu- 
dent Council. At least one woman 
shall be included in the quota from 
the School of Arts and Sciences. 

It shall not be considered legal to 
write in the name of any candidate 
for the Student Council. 

Any violation of the above regu- 
lations shall be treated as a discipli- 
nary case, except that publicity may 
be given to that 



Girl With Camera 
Records KS History 

Who is the girl with the camera? 
Dee Preusch, Royal Purple and Col- 
legian photographer, I J 3, keeps busy 
covering campus activities taking pic- 
tures for the college yearbook. On a 
the .typical busy weekend Dee looks in on 
nine or ten parties snapping scenes of 
each. 

"An amusing discovery I have 
made In this work is that vanity so 
often described as purely feminine Is 
Just as prominent among masculine 
subjects of my pictures.'" Dee Preusch 
commented. Meeting people and not- 
ing their various reactions also in- 
terests this campus camera girl. 

Dee Preusch takes pictures at ath- 
letic events, formats, programs and 
school assemblies. The picture she 
took at the Thanksgiving assembly of 
Helen Griggs appeared in the national 
music magazine, Musical America. 
Several shots of Lt. Walter Ehlera, 
Manhattan hefu, were sent to papers 
throughout the country. 

Interested in writing, radio, and 
photography, Dee Preusch plans to 
combine these fields when she grad- 
uates. A course In photography taken 
here started this "picture shooter" on 
her way. Although interested In 
photography when in high school, Doe 
Preusch had her first pictures pub- 
lished after coming to Kansas State. 

Dee Is a member of Quill Club, cre- 
ative writing organization, and the 
School of Arts and Sciences honorary 
women's fraternity. Phi Alpha Mu. 



Plan To Issue 
Annuals May 10 

All copy for the 1946 Royal Pur- 
ple has been sent to the printer ac- 
cording to Elisabeth Crandall, editor 
of the yearbook. She hopes that the 
book will be ready for distribution 
by May 10. 

The covers will be completed by the 
end of this week and will be shipped 
to the bindery, but because of help 
shortages In both the printing plant 
and bindery, a definite delivery date 
cannot be given. 

Sixteen hundred and sixty copies 
of the annual are being printed this 
year, and 164 books have been pur- 
chased by the College and Student 
Coutcil to be sent to high schools In 
the state. These books will be distrib- 
uted by the Journalism department 
to the scbools from which the ma- 
jority of students 




t the U. B. O. 
night from 8:80 until 
1 1 :3d p. in. Harold Hunt and 
his orchestra will play for the 
dance sponsored by the College 
YWCA and YMCA. 



YW Election 
Results In Tie 

Election for officers of the YWCA 
last Thursday resulted In a tie for 
presidency with candidates Frances 
Ewart and Aylo Albertson receiving 
an equal number of votes. A second 
election is being held today in An- 
derson Hall to determine the winner. 

Offices that have been filled are: 
vice-president, Betty Jean Yapp; sec- 
retary, Beth Jarvls; and treasurer, 
Bonnie Smith. 

Any women who are Interested In 
becoming members of the YWCA cab- 
inet should turn in their names to 
the YWCA office this week. 



Hoover Chooses 
"Over Twenty-One" 

Prof. Earl G. Hoover has chosen 
"Over Twenty-One" by Ruth Gordon 
as the spring stage production for 
Kansas Slate Players. Betty Caldwell 
will star In this play to be given May 
4 and 6. 

The supporting cast Includes Armo 
Jo Smith. Italiih Fogelmati, Craig 
Bracken. Embert Coles, Pauline 
flook, Dean Tiemann. Dorothy Wil- 
son. Seymour Cohen, Joan Scheu. 



RombergBrings 
Concert Group 
To Auditorium 



Slgmund Romberg and his concert 
company will present some of his 
best-loved compositions next Thurs- 
day at the College Auditorium. The 
well-known composer hus gained ad- 
ditional laurels recently with his 7 7th 
Broadway .musical. "Up In Central 
Park." This musical comedy, a smash 
hit on Broadway, tells of the color- 
ful days of Boss William Tweed of 
New York and of New York's back- 
yard. Central Park. With the book by 
Herbert and Dorothy Fields and con- 
taining such Romberg songs as 
"Close As Page* In A Hook" and 
"When She WalkB In the Room," 
"Up In Central Park" is assurred a 
long run before the nation's theater- 
goers. 

The music for this production and 
78 others is from the pen of an Aus- 
trian emigrant who entered this coun- 
try 3G years ago, unable to speak 
English and practically penniless. In 
his native Austria Romberg never 
received a formal music education but 
at the age of seven he began the study 
of the violin and a year later learned 
piano rudiments under his father's 
tutorage. At 1« he composed his 
first musical work, an Austrian 
march. 

From his childhood in the gay, 
near-mythical city of Vienna he 
gained the background and musical 
feeling which Is so prevalent in his 
beloved operettas. Through his musi- 
cal genius Vienna is again brought to 
life .the concert stages of America. 

h *' berg came to this country In 
1910 and after working In a pencil 
factory and playing the piano in a 
Second Avenue Cafe, he finally gained 
recognition of his musical taleut. Hts 
first show. "The Whirl Wind of New 
York," was produced by the Shu- 
berts In 1913. Since that time the 
rate of his musical output has been 
magnanimous. Between 1914 and 
1919 he composed-. 33 ."rondwey pro- 
ductions Including the ever-popular 
"Maytlme." "Blossom Time" was pro- 
duced In 1924 and a year later hla 
"Student Prince" began Its long run. 
Three of his works— "Maytlme." 
"Desert Bong," and the "New Moon" 
—have the distinction of having been 
mudn into pictures twice. The latest 
was Warner Brothers production of 
"Deserl Song" starring Dennis Mor- 
gan. 

In 1942 Romberg began a series 
of road tours to bring his music di- 
rectly to the people. Since then more 
than a million people have thrilled 
to his melodies. Ills current show fea- 



"Over Twenty-One" has been do 
scribed as a gay. glib, daffy and enor- tures three noted soloists who will 
mousty funny comedy, giving the Btar 



North America is a million square 
miles larger than South America. 



opportunity for a seatful and hilari- 
ous performance. 

It is the humorous story of what 
goes on in a tricky cabin In a Florida 
auto court, where lives an editor try- 
ing to get wings an an aviation cadet. 
The editor's authoress wife arrives on 
the scene in lime to booat her dis- 
couraged husband over the top just 
as he bad become convinced that the 
ability of learning is gone when a 
man passes the age of twenty-one. 



VhweVcrtta Varsity 

A "Visa-Versa Varsity" sponsored 
by the Purple Pepsters is schedule* 
for April 21 at the Avalon ballroom. 
It will be a "woman asks man" sport 
dance and women may come stag. 



Apples will not grow In Florida. 



appear with the orchestra, Victoria 
Schools, Ann Andre and Lorna Ilyron. 

His Manhattan appenrance Is being 
sponsored by the American Associa- 
tion of University Women. Tickets are 
on sale at the Krown Music Store or 
by mall order from Miss Emma Hyde, 
liox 361, Kansas State College. 



Collcgiiilc 4-H Mi-el* 

The Collegiate 4-H Club meeting 
announced for last Tuesday was post- 
poned and will he held in Recreation 
Center at 7:30 this evening. 



Veterans . . . 

Will all veterans pi caw 
turn their <|tiPfftlonnttlrcM 
quickly a* poMMlble. 
needed Immediately. 



Collegian Surveys Work of K-State Student Council for Year of 1944 



As one Student Council term has 
drawn to a close and a new one be- 
gun, the old Student Council mem- 
bers paused a moment in retrospect 
of their record for the past year. 

"I think this year's Student Coun- 
cil baa ddne an excellent piece of 
work," waa a statement made by 
Dean Helen Moore when stressing her 
appreciation for the accomplishments 
of the student governing body. "They 
have been alert to student needs and 
interests and have Instituted several 
movement* for the welfare of stu- 
dents on the campus," the 
eluded. 

To sum up the 
by the Council this year, the Student 
Council president, Ethellnda Parrish, 
pointed to numerous activities, such 
as adjustments made in regard to the 
betterment of student governing. 
They sent out questionnaires to every 
on the 



ing more effective, and are now In 
the act of revising the SOA consti- 
tution, which contains material usu- 
ally found in the by-laws. In this 
connection, they also revised the spe- 
cial privileges section of the SGA 
social regulations and drew up elec- 
tion rules for class elections and Stu- 
dent Council elections where no rules 
existed before. 

Student committees were appointed 
to draw up a point system for limit- 
ing participation in activities, which 
has been reviewed by tbe councils 
and is being adjusted. Standing cam- 
pus committees, such as the Ap- 
portionment Board, . Organization 
Control, Holiday Board, and Student 
Union, were appointed by the Coun- 
cil, who In turn received these various 
committee reports. 

The Student Council Board of Pub- 
lic Relations worked with the col- 
lefe Board of Public Relations on col- 

$200 by 



vote of the Board of Regents to send 
Royal Purples to high schools, and 
succeeded In sending twice as many 
as were sent last year. The K-Book 
was published and mailed to hundreds 
of prospective students for the first 
time, and assemblies are being 
planned which will be presented In 
Kansas high schools to Interest stu- 
dents in coming to K-State. 

The War Stamp booth sad spring 
stamp drive are credited to the Coun- 
cil's activities. They also conducted 
the National War Fund Community 
Chest Drive among students, which 
went |800 over the quota reaching 
approximately $2000; approved W. S. 
S. F. contributions and are working 
to get it included in the War Fund 
and Community Chest drive next 
year. 

Various activities were carried on 
by the Con net) to make adjustments 
nodi improvomO'iitA in th6 colldso It-* 



self. The "no smoking" rule was re- 
moved by taking a poll of student 
opinion and recommending to the 
President that It be made a proclama- 
tion. The Council sent a letter to 
ChlBf of Navy Personnel In Washing- 
ton, D. C. requesting that a Navy 
ROTC unit be established on this 
campus. 

The Council Hponeorod a church 

night In cooperation with the city 
churches; bad charge of and rented 
out a public address system; helped 
to sponsor a post war education series 
to explain curriculum changes; ob- 
jected to high rates charged by Build- 
ing and Repair; held hearings for 
discipline cases; and met with Presi- 
dent Elsenhower and presidents of 
pep organizations to discuss ways of 
inspiring better demonstrations of 
school spirit. 

the Manhattan Chamber of Commerce 



for a student hangout, but progress 
was baited temporarily by tbe OPA 
midnight curfew. 

A I no in connection with the Col- 
lege, the Student Council played 
Christmas carols from Anderson 
tower;' had a column In Tbe Collegian 
for the Ural time for Student Council 
activities; and amended KU-K8 peace 
pact. 

In addition (hey have conducted 
tbe more or Ichs routine affairs of 
the, Job, Including sponsoring all-col- 
lege mixers with YM and YW; having 
cbarge of class elections; printing 
Student Directory in Collegian; spon- 
soring SOA Varsities and pep rallys. 

For the first time the Student Coun- 
cil conducted all Homecoming activ- 
ities Including Homecoming Ball, ac- 
tivities at the game half, and selec- 
tion of Homecoming Queen and la 
now sponsoring a SOA Spring Ball 
with Lee Baron and his orchestra. 
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Do You Let Politics 
Influence Your Vote? 

Tomorrow 1b our day to prove 
that we want student govern- 
ment on this campus — not just 
politics! To be sure that we do 
have the best government pos- 
sible, we most choose the can- 
didates by their qualifications 
rather than their party. It's cer- 
tainly not conceivable that the 
best qualified students would 
all belong to one party. 

I* n't. it possible thai differ- 
ence* of opinion might be culti- 
vated within mi ot-gnnlwMl honse? 
It solid* to be the iradiUon at 
Kansas State Out every member 
or a certain group votes tlie sum 
— Jn»t m though they were 
a mold to reg* 
vote at the ballot 



When you go to the noils tomor- 
row—think! Don't be a weak char- 
acter by voting at you are told to 
vote — make up your own mind and 
vote Intelligently! 



Tt&lM-E-O-W 




The Easter bunny has come and 
gone and lite at K-State goes on. 
What we mean Is — love is in bloom — 
In fact you might even say Bill Street- 
er Is susceptible. (Ed. Note: He's a 
very eligible bachelor, girls.) 

BUI Bohnlta journeyed to K. C. re- 
cently to see his old alma mater take 
the western conference, la It 
cldence that Arm* Jo 
at the A. O. It. formal that 
end with a certain Hig Alph? Goeas Its 
true that while the rat's away the 
moose will play. 

If you didn't go home for Easter 
with someone you just don't rate. 
For example — Great house journeyed 
to Wichita with Myers: Beuhler made 
It there, too, to see Hath despite the 
rervent pleas of his many Salfna wo- 
rn -n that he remain at home; Bobby 
Relnhardt went home with Max Har- 
vey to And out how life would be with 
a vet; then there were Donnley and 
Chapman. Martin and Walker, and 
many of the other campus couples 
going In-law visiting. Oh yes! Olsen 
went home with Unfiles! 

Ungle's rating has shot up 90 de- 
grees on, the date barometer Blnce he 
came hack from Easter vacation with 
a ear. 

Overheard at the Can: 

"We Trl Delts don't let grass 

grow under our feet" — -Broberg. 
"OS with the old and on with 

the new" — Staley. (Wonder If 

she's sent those pins back yet.) 

Kappas will open a box office at 
a I lms to solicit dates for their party 
May 6. They ask men from 6 to 96 to 
volunteer for service. 

Big John in relating his tales of the 
Easter weekend to Mary Teaford was 
overheard saying, "I fainted. They 
brought me to. So 1 fainted again." 
"Why?", Mary asked. "Well, they 
brought me two more." 

Wo ADITn are 

For thbt wi> all 

Hut .tin re we've left the farm for 
school 

We ain't lutri nutrient*. 

Too bad It rained and rained and 
snowed and Rot the ground too wet 
tor blankets, or did It7 



Point System 
Put To Vote 



The Point System devised by a 
committee appointed by student 
Council, has been passed by both the 
Student and, Faculty Councils and 
will be put to student vote at the SGA 
election tomorrow. 

This system which will limit stu- 
dent activity, is designed to distribute 
leadership, lessen the burden on out- 
standing individuals, lead to better 
performance of duties, and create bet- 
ter scholarship. 

According to the plan that is pro- 
posed, there will be a standing com- 
mittee composed of one Student 
Council member who will act as 
chairman, one faculty member, and 
one person as representative from 
each school on the campus. A secre- 
tary will be selected from the com- 
mittee who will be responsible for 
keeping the records. 

The regulations concerning the 
Point System, state that a maximum 
of 60 points per semester will be al- 
loted to each student enrolled (n col- 
lege undergraduate work. Student 
reports will be presented to the one 
who keeps the records within a week 
fallowing election, participation, or 
discontinuance. The committee will 
have the authority to allot the ap- 
propriate number of points to new 
organisations, or to re-allot points 
when it Is deemed necessary. 

Special cases of activities, such as 
District, Regional, State or National 
officers will be under the Jurisdiction 
of the committee, as well as cases in-f 
volving one or two points over the 
maximum. 

Recommendations for changes In 
the rules and regulations of the sys- 
tem will be approved by the Student 
Council and Faculty Council on Stu- 
dent Affairs Wore becoming effec- 
tive, 

Violators of the Point System regu- 
lations will be referred to the Student 
Discipline Committee. 

The table of point values estab- 
lished by the committee is baaed on 
Tactors of time, energy and responsi- 
bility involved. Every campus organ- 
ization, Including all honorary,, pro- 
fessional, religious and athletic 
groups, is represented. 

The highest point values have 
been assigned to Student Council. 
In this organization the president Is 
assessed 40 points, vice-president 36, 
other officers 33 and membership 30, 

Presidents of sorority and frater- 
nity houses are alloted 18 points, and 
major officers 12. President and 
major officers in Independent organ- 
ized houses count 10 and 8 respective- 
ly. 

Participation in varsity basketball, 
football and track countB 15 points 
each. 

Points have been assigned to staff 
members of alt student publications. 
Royal Purple and Collegian editors 
are given 35 points each and the as- 
sistant editors recBlve 15 points. Edi- 
torship of either Who's Whoot or 
Kansas State Engineer counts 20 
points. Other staff members receive 
points in relation to the work and 
responsibility of the position. 

Points assigned to presidents range 
from « to 40, and the average Is 12 
to 18. 



Old Clothes . . 



old clothes for the War 
Relief Fund, may leave then In 
the VMCA office anytime daring 
rhe VMCA office b lo- 



Aprtl I, IMS 




Church News 



Officers who were elected for Kappa 
Phi at their regular meeting Tues- 
day were: president, Mildred Socolof- 
sky; vice-president, Roberta lace; 
recording secretary. Betty Engle; 
corresponding secretary, Viola Davis: 
chaplain, Wanda Mcintosh; member- 
ship chairman, Louise Darby. 

The "Saturday Niters" will have 
a "Spring Fancy's" party. Louise 
Darby. Ruth Esther Kimball and 
Janey Hackney are planning It. Sun- 
day at 6:30 p. m. at Wesley Hall the 
Rev. B. A. Rogers will give the first 
In a series of talks on relationships 
between men and women. 



X-Rhy Report h 
Seventeen hundred and fifty X-ray 
plates were completed In the time 
allotted for the use of the photofluoro- 
graphic unil on the Kansas State cam- 
pus. 

Everyone who took the examina- 
tion will receive a report of the radio- 
graphic interpretation of the exami- 
nation from the centra) office in To- 
peka. The Student Health Service 
will have reports of positive 



Kappa Beta also elected officers 
Tuesday. Serving next year will be 
Hope Lelaud, president; Jean Selby, 
vice-president; Ethel Rogers, record- 
ing secretary; Eleanor Suapp, corre- 
sponding secretary; Derlene Schrel- 
ber, treasurer; Leila Reed, Jo Ann 
Stoecker, and Margaret Parker, pro- 
gram committee; Joanna Harbison, 
chaplain; and Mac McKlnley, Radius 
reporter. 

Christian Youth Fellowship of the 
Christian Church will not meet as a 
group next Sunday because of the 
Church 'c 7Sth anniversary celebra- 
tion. 



Lloyd Meve, regional president of 
the Lutheran Student Association, 
will be guest of honor at a program 
at 4:00 on Sunday at the Lutheran 
Church. Lenore Sjogren will present 
the lesson which will be based on The 
Lord's Prayer. Helen Carlson Is la 
charge of the meeting and Dean Tle- 
mann Is in charge of the food. 



Wise Club or the Episcopal Church 
will have a 6:00 supper meeting Sun- 
day at the church. 



Baptist Youth Fellowship meeting 
Sunday will be led by Frances Ewart. 
The lesson will be on practicing Chris- 
tian Citizenship. 



First Lt. James R. Jesson. recently 
stationed at Marfa Army Air Field. 
Texas, has been assigned to Lt. Oen. 
Barton K. Yount's AAF Training 
Command Headquarters staff at Fort 
Worth. Texas, as assistant to the chief 
of the management control division. 
Lieutenant Jesson graduated from 
Kansas State In 1939 with a B. S. 
degree in education and attended the 
AAF Officer Candidate School in 
Miami Beach, Fla., In 1942. Prom 
this headquarters, the training com- 
mand operates a nationwide network 
of flying and technical schools for In- 
dividual training of virtually all AAF 
personnel. Including pilots, bombar- 
diers, navigators, gunners and tech- 
nicians. 



A former student of Kansas State 
College. Lt. Billy J. Hutton, was re- 
cently awarded* the Air Medal "for 
meritorious achievement In aerial 
flight while participating In sustained 
operational activities against the 
enemy," it was announced by 15th 
Army Air Force headquarters. Lieu- 
tenant Hutton Is stationed in Italy 
with a veteran B-24 Liberator squad- 
ron that has flown more than 200 
long-range bombing assaults against 
key industrial and transport targets 
throughout Germany's behlnd-the- 
lines war machine. The lieutenant's 
wife. Mrs. Betty Hutton. resides in 
Lyndon, 



M/Sgt. Earl L. Untidy of Chanute is 
now a squadron Inspector la Italy 
with a Fifteenth Air Force Liberator 
group which has been awarded the 
Distinguished Unit Citation, a con 
bat honor which permits Sergeant 
Bundy to wear the distinctive blue 
and gold Citation Badge. 

,'■ 1 — 

The first Oak Leaf Cluster To the 
Distinguished Flying Croes has been 
awarded to First Lt. Lawrence L. 
Elder, it was announced recently by 
Maj. Gen, Howard C. Davidson, Com- 
manding General of the Tenth Air 
Force. Lieutenant Elder graduated 



from Kansas State College and 
the proprietor of Varsity 
Boulder, Colo., prior to 
armed forces. A pilot with a 
cargo squadron of the Tenth Air' 
Force, Lieutenant Elder has chalked 
up 180 combat missions totaling 660 
hours during his nine months ot i 
vice in the India Burma theater. 



Capt. D. L. Mackintosh has been 
spending a leave at fats home, 1614 
Humboldt, after two years overseas. 
Formerly a professor in the depart- 
ment of animal husbandry at Kansas 
State College, Captain Mackintosh 
has been a nutrition officer for the 
Fifth Air Force in the Southwest Pa- 
cific theater. After leaving Manhat- 
tan he will report to Miami -Beach, 
Fla., for reassignment. 



James -Duncan Lament recently re- 
ceived his promotion from the rank 
of first lieutenant to the rank of cap- 
tain. He is serving with an Infantry 
regiment fighting on the Fifth Army 
front In northern Italy. Captain La- 
mont Is a regimental veterinarian 
and wears the European Theater rib- 
bon with one battle star. Before en- 
tering the army he attended 
State College. 



Thelma Herman, a graduate dieti- 
tian from Kansas State, Is now a first 
lieutenant with the 130th Hospital 
Unit In England. Her address Is APO 
26, New York City. 
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Nt tinner Talks On KSAC 
The ninth in the series of Good 
'English talks presented by faculty 
members of the Department of En- 
glish will he given on April 11 over 
KSAC at 6:15 p. m. Anna M. Stur- 
mer, associate professor of English, 
will talk on the subject "Verb-Adverb 
Combinations In English." 



Dr. Jack Conlaon Will Speak 
At Si |f ma XI Lecture Tomorrow 

E. Jack Coulson, Kansas State grad- 
uate, now a biochemist working on 
allergen investigations for the United 
States Department of Agriculture in 
Washington, will speak at the annual 
Sigma XI lecture tomorrow at 8 p. m, 
in Willard Hall, room 116. Dr. Coul- 
son's topic win be "The Chemistry of 
Allergy." The lecture, which follows 
the Initiation and annual dinner for 
members and invited guests of Sigma 
Xi. will be open to the public. Dr. 
Couison will supplement his talk with 
lantern slides to illustrate some of 
the work being done by the. Bureau 
of Agricultural and Industrial Chem- 
istry on allergen Investigations. 
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Dr. E. B. Pauley 
Optometrist 



Phone 3210 101 N. Fourth 



QUICK REPAIRING 
SERVICE 

Free Estimates 

Satisfaction Assured 

Crystals 



BRADSTREET 



IM PORTANT Cm <S&m^^A/ 




1, Ovarlaad 




Phons vow Overland 
Greyhound agent now to 
familUrlsa^onreelf with 



UNION BUS DEPOT 

Phone 4)51 



OVERLAND 

GREYHO 





Speaking of Operations! 



An invasion fleet of several hundred warships l 
some 48,000 telephones— from 1,500 on a battle- 
ship to 10 on a motor torpedo boat, That's as 
many as are used by most cities of 160,000! 

Our fighting men are using telephones, wire, 
switchboards, and other communicationB equip- 
ment in huge quantities. And Western Electric 
workers, peacetime suppliers to the Bell System, 
are busy meeting those needs. 

That is why there are not enough home tele- 
phones right now. But we are looking forward to 
the day when the Bell System can again provide 
le service to anyone, anywhere, at any 1 
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Grid Prospects Bright 
After Spring Scrimmage 

Wildcat football coaches wore a big smile last Thursday as 
they watched Wildcat gridders stage a 45 minute scrimmage In 
which 26 players participated. Head Coach Ward Haylett be- 
lieves that with the gridders' fine showing in this scrimmage, K- 
State's football hopes for next fall are conside rably brighter. 
Charles Soeolofskv and 



Intramurals . . . 



Frit* Knorr were equally pleased 
with the power that the backs dis- 
played. 

The hard hitting backfleld Is what 
caught the coaches' eye. BUI Clary, 
who played fullback tor the Purple 
and White gridiron machine last fall, 
was shifted to center on one of the 
Wildcat elevens and Harold Klnard, 
245 pound Wildcat center, played 
fullback in the practice scrimmage. 

Heathmu Stars 

Stan Heathman, back who failed 
to letter on K-Btate'a team last fall, 
was 146 pounds of dynamite during 
the practice scrimmage and displayed 
power and drive that is going to make 
him Tltal to the Wildcats' machine 
next fall. 

Another player that Impressed the 
coaches In the practice scrimmage 
was George Bascom, guard at Man- 
hattan High School last season. He 
was moved to the fullback slot for 
the game. 

Bob Moqney, halfback, performed 
brilliantly at left half on one of the 



la one lineup which stayed on the 
offense most of the 46 minute* were: 
left end, Boy Campfleld; right end, 
Bill Pritchard; left tackle, Jim Dur- 
ham; right tackle, Dale Cowan; left 
guard, Marvin Norby; right guard, 
August Boglna; center. Bill Clary; 
quarterback, Dean Hoppas; left half- 
hack, Bob Mooney; right halfback, 
man Heathman; and fullback, George 



Students Go To SGA 
Polls Tomorrow 

(Continued from pace one) 
is a member of YMCA. 

Candidates from the School of En- 
gineering are Claud Shelor, vice- 
president of Engineering Council, Il- 
lustrations editor for The Engineer 
and YMCA; and Stanley Stuart, vice- 
commander of Veterans Association, 
YMCA cabinet, and A. S. M. E. 

Publications Board 

Student candidates for the Board 
of Student Publications are Maria 
Norman, Kappa Phi cabinet, Phi 
Alpha Mu, YWCA group captain. 
Glee Club, Medical Technicians Club; 
Eunice Stoltenberg, president of Med- 
ical Technicians Club, Prix, president 
of Phi Alpha Mu, Purple Pepsters, 
Ore heels; Jean Selby, YWCA cabi- 
net, secretary-treasurer of Prix, pres- 
ident of Kappa Beta. Christian Youth 
Fellowship cabinet; Betty Engle. 
Kappa Phi, College Orchestra, Col- 
legiate 4-H, Home Economics Club, 
YWCA, Wesley Foundation; Boh 
Jackson, president Beta Theta PI, 
president of Engineering Council, as- 
sistant editor of The Engineer, secre- 
tary of Pan Hellenic Council and 
member of A. I. A. 



Men's volley ball intramurals end- 
ed Thursday with Alpha Pa noma Rho, 
TKE, Kappa Big. House of Williams, 
and Sigma Nu on the winning sides. 

Alpha Gamma Rho won the tour- 
nament with a score or 9 wins and no 
losses. Kappa Big was second scoring 
8 to 1. Delta Tau Delta and Sigma 
Nu tied for third place. Both had 6 
games won and 3 Iobi. 

Softball Intramurals start today. 
Seven teams have entered. They are 
TKE, House of Williams. Jr. AVMA. 
AOR, Sig Alph, Kappa Sig and the 
Jones Boys. 

Today at S: 15 p. m. TKE plays the 
House of Williams on the southwest 
diamond and the AGR's play Jr. A. 
V. M. A. on the east diamond. 

Monday on the southwest diamond 
Kappa Sig meets Sig Alph and House 
of Williams plays Jr. A. V. M. A. on 
the east diamond. 

Ten n 1b drawings will be posted on 
the intramural bulletin board Mon- 
day. 

A golf tournament will be held 
April 14 at the Manhattan Country 
Club at 1:16 p. m. Entries for this 
must be turned In to the Men's Physi- 
cal Education Office, N107, by April 

it. 



Contribute $145 
ToWSSF Fund Here 

Dean Tlemann, treasurer of the 
World Student Service Fund on the 
campus, said today that H4S.29 has 
been donated to the organisation 
through Individual contributions and 
the "Meagre Meal" project. Some 
donations have not been reported yet, 
but the official collection ended last 
week. 

The greater part of the sum came 
from organ tied houses who served 
"Meagre Meals" In cooperation with 
the WSSF and contributed the money 
saved to the international student 
aid organisation. 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



HOW SHOWING 



In another lineup were: left 
Howard Lletz; right end, John Go- 
forth; left tackle, Jim Harrison; right 
tackle, Bill Schlecty; left guard, 
Charles Armstrong; right guard, Rus- 
sell Hardin and Ben Hebert; center. 
Jim Shlvely and Ralph Schrelber: 
quarterback, Carroll Nelson and Bill 
Dreese; left halfback, Laurel Henry; 
right halfback, Clarence Deltchman; 
and fullback. Harold Kinard. 
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Fish never sleep, although they re- 
main quiet at times. 



The historical marker locating the 
Bluemont College site a mile west of 
the campus is a two-ton glacial drift 
boulder. The boulder was brought 
here from Pottawatomie County. 



Aptitude Tests • • • 

The College Aptitude tests will 
be given Monday from t to 10:15 
p. m. In rooms 101 and 115 of 
WOlard Hall. Student* who have 
already taken half erf the tests 
will be able to finish at title sea- 
kIoh. Those who have taken none 
<»f the tests will 
t unity to take the i 
on April 23. 
lag repeated for the convenience 
of students who were unable to 
take the tests In March. These 
students may be advanced In 
> standing If they are 
eligible. Each 
Is required to 



Barney Yonngcamp, Notary Public 
and Realtor. Day or Night 12Z4-A 
Moro. Phone 3380. 
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Shows: 2: SO - 7:00 . 0:00 



TODAY THRU SATURDAY 

"The M Ox-Bow Incident" 

with 

Ilea it Fs«aa Dim Andrew. 
SUNDAY Thru WkFwesDAY 

"Main Street After Bark** 

with 

Rditiri Arnold Hume Cronjn 
Mrlrna Kerle Dorothy Horrln 



material Is 
lege. 





by the Ool- 
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BREWER 

MOTOR CO. 

Oth aad Poynia 

PHONE 4444 

EVEBY 8EBVICE 
FOB THE MOTOBIST 



Don't delay the bus 

'cause 
When the bus 
is late 
You Wait 



College City 
Bus 

Dial 4140 



ROME CREATIONS 

Original Etchings on Fine Stationery 

JUST IN 
New Selection of Pocket Books 



The College Book Store 





We're in 
the Hole 



When we 'tee off' with our 
stock of men's sport wear, 
we know you'll give us a 
good score. 

Here you'll find comfort- 
able sport shirts in tan, 
green, blue and brown. De- 
signed for Spring and Sum- 
mer wear. Made of mate- 
rials that are sturdy and 
tested. 

Come in and get ready for 
Spring. 

9S.0o to 17.95 
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I DAYS— Start In l' Sunday 
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lisirtufcElt 
Phyllis BROOKS 




PLUS — Fun Packed Musical 
«8INH ME A NONK 
OK TEXAS" 

with 
All-Star Cant 



CARLTON 
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Plan Home Ec 
Day 



PI Pbf, Blllle Beth DetIs, an- 
nounced her engagement to 
T/Sgt. Martin Herrick with 
chocolates March 28. Sergeant 
Herrick Is now stationed in To- 
peka. 

Joyce Cypher* at rulnrlew Is the 
newest pledge of Alpha Delta PI. 

I'atrirta Bow of Topeka nnd John 
Noordsy, VH 3, were married Easter 
Sunday at Lowman Memorial Church 
In Topeka. He 1b a member ot TKB 
fraternity. 

<Jh! fhntfCA will celebrate the 50lh 
anniversary of the sorority Saturday 
with the Spring Eluxinia banquet at 
the Country Club at 7 p. m. 

BtM Boodle* of V<»rrl»town, Pm„ 
and Dr. Lee M. Roderick, head of 
the Department of Pathology, were 
married March 29 In Norriatown. 

Van ZJle Hall had chocolate* 
March 28 from Aylo Albertson an- 
nouncing her engagement to Lt. Rich- 
ard Matteson. Lieutenant Matteson Is 
now stationed at Fort Riley. 

Alpha Delta PI wilt have an hour 
dance tonight from 7 to 8 Tor all fra- 
ternity men. 

Joan McDowell, Geary, la wearing 
the cardinal and straw Chi Omega 
pledge ribbons. 



A newly equipped foods research 
laboratory In Calvin Hall la the scene 
ot experiment! on frozen meats by 
Miss Elsie Miller, foods Instructor. 
Started this semester the tests are a 
part of the Agricultural Experiment 
Station program In home economic* 
research on the campus. 

Several pieces of equipment have 
been installed In the former food lab- 
oratory. A sclentlfle triple oven, a 
press used to determine moisture con- 
tent of the meat, and a pressure ma- 
chine to test tenderness are being 
used. 

Comparison ot the meat that Is 
started to cook while frozen and that 
thawed overnight ia the object of 
these experiments. Pulatabtlity, ten- 
derness, molature content, and nu- 
trient value are determined and 
pared. 



Crease-resistant fabrics, sweet po- 
tato flour and modern rooms that can 
be easily changed to lit the person- 
ality will he featured among the ex- 
hibits at the 16th annual Hospitality 
Day April 20. 

The theme "Looking to the future" 
will be carried out in all the exhibits 
which will be open from 1 to 9 p. m. 

Suggestions for room arrangements 
and decorations are planned for tbe 
art exhibit. In Calvin Hall 10 newly 
decorated kitchens, each with a mod- 
ern theme, will be a part of the foods 
exhibit. Synthetic fabrics and familiar 
materials with new finishes that prom- 
ise to be popular In the future will be 
on display In the Clothing and Tex- 
tiles Department, A part of this ex- 
hibit is a comparison of the costumes 
worn by college women of 1020 and 
by modern coeds. The department's 
equipment, used In fabric testing, will 
be on display. 

Products made from newly de- 
veloped sweet potato -flour are to be 
on display in the experimental cook- 
ery laboratory along with cakes made 
by the new short method of mixing. 
Cakes made from dried eggs and 
pastry made with new methods will 
be demonstrated. 

Types of nursery school buildings 
and plans for community child cen- 
ters are included In the child welfare 
exhibit. The nursery school will be 
open and one group of children will 
be in their regular class there. Dem- 
onstrations of practices in home nurs- 
ing will be given and types of band- 
ages used In home Injuries will be 
made in the nursing exhibit. 

Commercial home economics ma- 
jors are preparing an exhibit to 
show what the future may be for col- 
lege graduates In their fields. Among 
the opportunities described will be 
Journalism work, demonstrating 
equipment and food preparation, and 
experimenting with foods and equip- 
ment In test kitchens. 



Lila Lou Loses 
Keepsake Watch 

Llla Lou Johnston. Lindsborg, a 
freshman in home economics, has 
about lost faith in the well-known 
phrase, "It pays to advertise." Sev- 
eral weeks ago she lost her wrtst 
watch In the College Library. She ad- 
vertised for it, offered a reward, but 
still the watch Is missing. The watch 
Isn't Just an ordinary watch as far 
as Lila Lou Is- concerned. It Is the 
last thing her brother gave her when 
he left for overseas duty, where he 
is serving with the Ninth Army. She 
valued the watch as a keepsake. 
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-College Calendar- 



Thursday, April 5 
Mortar Board 

ft: 30 lo 0:80 p. m. 

Chapter House, 7 to 8 p. M- 

Friday, April ft 



Red Cross Representative 

To dire Swimming Conine 

Ray Strain. Held representative of 
the Red Cross, will give a water safety 
instructor's course starting April 23 
for Ave days. These classes, open to 
men and women who have a senior 
Red Cross certificate and are 19 years 
Of age, will be held at 7 p. m. in the 
men's pool. Those Interested in the 
course are asked to file their name 
with Prof. L. P. Washburn In the 
Men's Physical Education office as 
soon as possible. On completing this 
course, they are qualified as Red 
Cross Water Safety Instructors. 



101, 



Hchoot Dance, I . 8. (>.. 
8:30 to 11:80 p. m. 
Jr. A. V. M. A. Spring Semi-Formal, 
A viilon. B to IS p. m. 

Saturday, April 7 

Clovla Informal Open House for 4- 
H Girls, Cfaapte 
p. m. 

Mttison-elle Party, 1706 

0:30 p. m. 
(Ill Omega Eleusla 

Country Club, 7 to 10:80 p. m. 

Monday, April 9 

YWCA Cabinet Meeting, Calvin 

107, 7: 15 to 8: IB. 
Orchmls, Nichols, 7 to 9:30. 
Ensemble, Music II 

7:30 to 0:80 p. in. 



Prof* Conduct Hlurty Center* 
Courses In Educational Manage- 
ment and Principles of Outdance are 
being offered to teachers In Concor- 
dia and Sallna under the direction of 
Prof. V. L. Strickland and Prof. E. 
H. Peterson, from tbe Education de- 
partment. The study centers meet 
every week, for sixteen weeks. The 
classes are two hours long. Those 
taking part In the classes will be giv- 
en three hours of college credit. Pro- 
fessor Strickland Is teaching the 
course In Educational Management at 
Concordia and Profoaaor Peterson is 
directing the Principles of Guidance 
course at Sallna, 



LoanFuruk Available 
To K-State Students 

Loan funds consisting of $170,000 
are available to Kansas State stu- 
dents. At the present time less than 
110,000 of the amount is loaned out. 
The maximum is usually $250, and 
It Is loaned to Juniors and seniors 
who have been In school here for one 
semester and who have at least a 
"C" average. The interest rate on 
these loans is 6 percent, payable 
after graduation. 

Short-tlniB loans are available at 
the first of the semester, and are re- 
payable before mid-term. Freshmen 
and sophomores are also eligible for 
these loans, as well astor other loans 
that may be paid during the follow- 
ing summer. 



Art 

A rare old Spanish lace mantle, 
scarf, and mils are highlights of the 
■how case exhibits in the second floor 
hall ot Calvlu. 

These pieces of black lace were 
given to the School of Home Econom- 
ics by a Mun hat tun resident. Other 
foreign articles of faahion Interest on 
exhibit are a Petti Point purse and 
compact, two gold leaf-trimmed fans, 
and several pieces of carved Ivory. 



The March, IMS issue of the Home" 
Economics Club Newsletter has been 
published and Is now available to all 
Home Economics students. This issue 
wae published by the Margaret Justin 
Home Economics ClUb. There are ten 
college clubs of this kind In Kansas, 
each publishing one issue of tbe newe- 
letter. 

Louise Darby is publicity chairman 
of the club at Kansae. State, and was 
In charge of this issue. Arlene Shields 
Is president of the organization, with 
Margaret McNamee as president of 
the state college Home 
Clubs. 



Mullen to Submit Picture* 
C. W. Mullen, assistant dean of the 
School of Agriculture, has been ask 
to submit a group ot pictures to a 
Chicago advertising agency. The 
agency Intends to use them to con- 
vince a client to give scholarships to 
this and other land grant colleges. 

The pictures which Dean Mullen 
will submit are of students and Bcenes 
in the School of Agriculture. There 
are also shots of Kansas State grad- 
uates who have now taken their 
places as successful farmers. 

Aptitude Test, Grades 
Students who completed their ap- 
titude tests In March may receive 
their test scores and have the meaning 
of their scores explained to them at 
the Testing Bureau, Room 214 in An- 
derson Hall. The students may come 
| to the bureau on Monday, Wednes- 
day, or Friday afternoons. 



8:45 to 5 p. m. 
YWCA Leadership Council, Calvin 

101, 8: IS to 0:80 p. m. 
Hhakewpearean Dinner, 

209, 5:80 to 8 p. m. 

Tuesday, April 10 

Student Council Meeting, 

son 200, 7:80 p. m. 
Orchestra, Auditorium, 7:18 to 10 

p. m. 

Choral Rehearsal, Thompson 202, 
5 to p. m. 

Van Zlle Hour Dance for Campus 
Men, Van Zlle Hall, 7 to 8 p. m. 

Phi Alpha Mu Social Meeting, Cal- 
vin Lounge, 7:80 to 8:80 p. m. 

Wednesday, April 11 

Kappa Kappa Gamma Chapter Pic- 
nic, Sunset Park, 6 to 8 p. m. 

Omlcron Nu Initiation, Thompson 
Hall, 8 to 8 p. m. 

Thursday, April 18 

A. A. V. W. Concert, Siginund Rom- 
berg, Auditorium, 7 to 12 m. 

Arts and Science Medical Tech. 
Meeting, Anderson 211, 8:80 to 
0:80 p. m. 

Mortar Board, Calvin 101, 8:80 to 
9:30 p, m. 



Greek was eliminated from the Col- 
lege curriculum In 1872. Latin was 
abandoned in 1876. 




Home Ec Lecture 

Oeorgiana H. Smurthwalte, Home 
Demonstration leuder. will speak to 
senior women about Home Demon- 
stration work this afternoon at 4 in 
Wlllard Hall, 



The eight verses of the song 
"America" were written In less than 
30 minutes by Samuel Smith In 1832. 



•-it first * * ■ 
THE DIAMOND 
... then • * • 

The Wedding 



PLAIN 

ENGRAVED 

DIAMOND SET 

for men and 



PAUL DOOLEY 

JEWELER 
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HUNGRY? 
Step in 

Johnson's 



Jim Romig's 

CONOCO 

001 N. Manhattan 
(Formerly Boyd's) 

4 

Open 8 a. m. to 8 p. m. 



All animals except man and monkey 
are natural swimmers. 



F L W E B 8 
For All Occasions 

Martin's Flowers and Gifts 

8*14 



Spring and Summer 

DRESSES 

Arriving Daily 



SMART SHOP 

Aggievllte 



New Sweaters 

Long and Short Sleeves 

Fitted Walsf Lines 
and Cardigans 

100% Wool 
Pastel Colors 

WAREHAM 
HAT SHOP 



>- 



SEND 

FLOWERS 

FOB EVERY OCCASION 
There Is no more fitting gift 



Select from onr fine array of 
Cat Flowers, Corsages and Plants 

Manhattan Floral Company 



119 South Fifth 

v 



Dial 8822 



— 



Finer Stationery 

An Appropriate Gift for Any Occasion 

PERSONALIZED 



CO-OP BOOK STORE 



Elect Betty Swan 
Head Of H.E.CIub 

Betty Jane Swan was elected presi- 
dent of the Home Economics Club at 
an election last Thursday and Friday. 
Rachel Oossard was elected Ylce- 



for the 

Chairman of tbe lecture board will 
be Roberta I nee who will have charge 
of the planning of all home economics 
lectures for the coming year. 



Vets Entertain 
At 



The Junior A. V. H. A. Will enter- 
tain their dates at the annual spring 
semi-formal dance for the vet stu- 
dents tomorrow night, from 9 to 
11:45 p. m. at the Avalon Ball Room. 
Ross Schimmels" Varsity Dance Band 
will play for tbe dance. 

The theme of the dance wilt be 
centered around the veterinary medi- 
cine emblem, the Caduceus, which 
will be hung on the north wall of the 



Vitamin Experiments In 

Experiments to determine some of 
the B-Complex vitamins content and 
lOBses In meat during cooking, freez- 
ing, and processing are being carried 
on at the Kansas State College Ex- 
periment Station under tbe direction 
of Dr. Beulah Westerman, associate 
food economist at the station. 

Vitamin content of wheat and flour, 
especially when these are enriched, 
is also being determined by experi- 
ments in tbe home economics pro- 
gram of the Agricultural Experiment 
Station. Riboflavin and thiamine con- 
tent Is being studied In detail. 

To determine the vitamin 
of foods, chemical, ml 
and biological methods are used. The 
latter involves the use of white rats. 
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$3.66 (Inc. Tax) 
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KSC To Hear 
Romberg Music 
Tonight At 

Sigmund Romberg and a troupe of 
80 top musical artiBts will be pre- 
sented tonight in the College Audi- 
torium beginning at 8:16. Included 
in the program are selections from 
Romberg's operettas— "The Desert 
Song," "The New Moon," "Mayttme." 
and hia latest Broadway hit, "Up In 
Central Park." The music of Strauss, 
Gershwin, Schubert, Sousa and Her- 
bert will be played aa well. 

The concert orchestra will be ar- 
ranged on the stage In a unique man- 
ner, so that Romberg faces the audi- 
ence aa be conducts. Another spe- 
cial feature of Romberg concerts is 
that he never plana a definite pro- 
gram, but allows the audience to make 
requests. His other numbers are se- 
lected from a group of standard songs. 

Victoria Schools, Lorna Byron and 
Ann Andre are the soloists tor the 
evening. Miss Schools, a blue-eyed 
brunette, was first discovered by Sam 
Goldwyn when she was 14; Ooldwyn 
signed her to a movie contract. Then 
Rudy Vallee signed her for a 13- 
week engagement and featured her 
on a vaudeville tour with his band. 
Her next step was as co-star of the 
George Abbott Broadway hit "Best 
Foot Forward." Romberg became 
aware of Miss Schools' outstanding 
voice through her teacher, Estelle 
Liebling. Miss Schools is also an ex- 
cellent writer and has studied Jour- 
nalism at Stephens College and Co- 
lumbia University. Her ambition — 
to sing at the Met. 

Two Red-Heads To Sing 

Lorna Byron, mezzo-soprano, is a 
stunning red-head. Her career em- 
braces such diverse engagements as 
the "Follies Bergere," the Detroit 
Civic Opera, St. Louis Municipal 
Opera and New York's La Martinique. 
Miss Byron will Blng many of the 
Romberg light classics as well as 
serious operatic arias. 

The third soloist ts another vivid 
red-bead. Ann Andre. Her mother had 
once hoped to be a singer, so Miaa 
Andre began her singing studies in 
Chicago at a private school. Her pro- 
fessional career began at IT. She has 
sung successively with the Civic 
Light Opera Company of Lob AngeleB, 
in a revival of "Topsy and Eva" and 
in Clifford Fisher's "Follies Bergere." 
Misa Andre clicked in a big way in 
the modern presentation of Grieg's 
immortal music, "Song of Norway," 
current on Broadway, and recently 
married a tenor, Hal McMurrin, who 
was also starred in "Song of Nor- 
way." 

This evening with Sigmund Rom- 
berg and hia concert orchestra is be- 
ing sponsored by the Association of 
American University Women. Profits 
will go to the Women's Residence 
Hall Committee. A few tickets will 
be available at the door tonight. 
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Independents, Seven 
Greeks Win Election 

Four Independents and five GreekB were elected members of 
the 1945-46 Student Council In the all-school election Friday, 
giving the Greeks a precarious majority in council representa- 
tion. 



The Kansas Home Demonstration Council 1b backing a drive to 
raise $200,000 this year for use in the construction of this women's 
residence hall at the College. Rural Kansas women are having socials, 
rummage sales and dinners to raise their county quotas. One county 
is contributing a carload of Kansas wheat for the fund. In Riley 
County a local residence hall committee has had charge of the Artist 
Series presented at the College this year. Part of the proceeds from 
this series goes to the residence ball fund. The local chapter of the 
American Association of University Women Is sponsoring a concert 
tonight by Sigmund Romberg and his orchestra In an effort to raise * 



Nineteen Elected 
To Phi Kappa Phi 

Sixteen students and three faculty 
members at Kansas State College 
have been elected to" Phi Kappa Phi, 
national honorary scholastic organi- 
zation. Students are chosen to mem- 
bership in the society from the upper 
10 percent of the senior class of each 
of the five undergraduate schools of 
the college and from the Graduate 
School. 

The new members listed by schools 
are: 

School of Agriculture — Dale A1- 
pheus Knight; School of Arts and 
Sciences — Joanne Aubel McPeek, 
Jewell Rosemary Botes, Marion Eliza- 
beth Shields, Helen Louise Morgan, 
and lantha Alice Terrill. 

School of Engineering and Archi- 
tecture — Robert Leroy Schragg ; 
School of Home Economics — Mary 
Alice Streator, Arlene Leota Shields, 
Eunice Evelyn Niblo, Louise Schlicber 
Best, Ruth Eileen Redmond, and Alice 
Laura Beardsley; School of Veteri- 
nary Medicine — Joseph Newton Holt 
and James Max Ungles. 

Graduate School — George Russell 
Moore; Faculty members — Dr. Don- 
ald J. Am eel, School of Arts and 
Sciences; Prof. Boyd B. Brainard, 
School of Engineering and Architec- 
ture; and Dr. Leah Ascham, School of 
Home Economics. 



Seniors Hear 
British Woman 

Miss M. Craig McGeacby, director 
of the welfare division of the United 
Nations Relief and Rehabilitation 
Administration, haB accepted an Invi- 
tation to give the spring commence- 
ment addreBS at the College May 20 
In the College Auditorium. Miss Mc- 
Geacby, whose home is in London, 
has been in England since last Oc- 
tober and is due back in the States 
shortly. She 'will come to Manhat- 
tan to Bpeak to the graduating class 
unless changing war conditions cause 
cancellation of her plans. 

Miss McGeacby formerly was secre- 
tary of the British Embassy in Wash- 
ington. She is the only woman ever 
to have had such a position In the 
British government. She Is a Ca- 
nadian born Britisher. Miss Mc- 
Geachy, who has been close to the 
war through her work with UNRRA, 
will tell of conditions In Europe as 
they are now and as she has seen 
them. 

Approximately 200 graduates will 
be candidates for degrees to be con- 
ferred by President Milton S. Elsen- 
hower on May 20. Graduation will be 
at 8 p. m. in the College Auditorium. 
There will be no commencement re- 
cital on Sunday afternoon as in the 
past. 

Although graduates of former years 
will go through the motions of class 
reunions, Kenney L. Ford, alumni 
secretary, is not expecting many -back 
this year because of transportation 
difficulties. Questionnaires were sent 
to the older classes to determine bow 
many K-Staters would he able to re- 
turn for reunions. Only a few Indi- 
cated they could return. 

There will be the usual class lunch- 
eon at the College cafeteria May 19 
at noon. The annual meeting of the 
alumni association will be at 2 p. m. 
in Recreation Center. Graduating se- 
niors will be guests of alumni at the 
annual alumni-senior dinner Satur- 
day night. May U. 



r 



Military training was "recognized 
as important at the College in 1886 
by persons who had witnessed the 
I and the Civil War. 



Bob Jackson Heads 
KS Engineer Staff 

The "Kansas State Engineer" will 
be edited next year by Robert Jack- 
son. Richard Smith will be the busi- 
ness manager, and Donald Ransom, 
assistant editor. 

Dick Stockman was elected as fea- 
ture editor; Claud Sbelor will be the 
editor of Illustrations and Charles 
Esliuger is the new circulations edl 



K-Staters Plan For 
Inter-Nation Security 

One of the first steps in attempt- 
ing to bring world problems before 
the student body was taken yester- 
day when the Speakers' Bureau of 
the International Security Assembly 
spoke to each organized house on 
the campus and explained the purpose 
and mechanics of the organization. 

The International Security As- 
sembly to be held next fall at Kan- 
sas State College was originated by 
a group of students Interested in 
world peace problems. Various or- 
ganized houses and campus groups, 
representing different nations and 
pressure groups, will make an inten- 
sive study of the vital problems of 
the countries. These problems will 
be handled later in committees, and 
resolutions will be presented before 
the Assembly for ratification this fall. 

Any group of students wishing to 
participate may organize for that pur- 
pose or any existing group may Join 
in tbe Assembly. Each organized 
group should select the country it 
wants to represent before Monday, 
making a list of five countries in 
order of preference. The list, should 
be sent to International Security As- 
sembly, Box 442. The planning com- 
mittee will distribute the nations ac- 
cording to choices made as nearly as 
possible. 

President Eisenhower has asked 
the planning committee to draw up 
a detailed statement or estimated ex- 
penses, and work has been started to 
secure prominent national speakers. 
Reference material is being gathered 
pertaining to the countries, and addi- 
tional reading matter will be avail- 
able in the library and in Recreation 
Center, * 
There Is a possibility of correla- 
tion of this all-school project with 
many of the classes next fall. Radio 
programs and newspaper articles 
leading up to the San Francisco Con- 
ference will provide basic knowledge. 

The planning committee was cho- 
sen by a large group of students last 
week. It Is headed by co-chairmen, 
Mary Alice Doll and Lois Meisner. 
Other members are Margaret Parker, 
Stanley Stuart, JoAnn Stoecker, Joy 
Talbot, Phyllis Hlckney, Dean Tie- 
man n. Vernelle Blevlns, and Dorothy 
Cochran. 

A discussion of proposed peace 
plans will be held Monday. April 23, 
at 7:30 p. m. In Recreation Center. 
International conferences such as 
Dumbarton Oaks, Bret ton Woods and 
Mexico City will be studied. Several 
informed speakers will clarify the re- 
sults of each conference. 

■ 



e Ecs Plan 
Reception, Tea 

Hospitality Day activities, although 
limited by wartime conditions, will 
include the annual formal reception, 
a tea for Manhattan women and an 
informal dance Vor all visitors. The 
annual exhibition will be opened April 
19 with a reception for faculty and 
students of the School of Home Eco- 
nomics. Exhibits will be opened on 
April 20 from 1 to 9 p. m. 

Officers of the Margaret Justin 
Home Economics Club will be in- 
stalled at the reception. Freshman 
counselors for .next year, two senior 
women with the highest grade av- 
erages and the freshman student with 
the highest scholarship record will be 
recognized. Also to be honored are 
the home economics women elected to 
Phi Kappa Phi, all school honorary 
organization, and new members of 
the honorary home economics society, 
Omicron Nu. 

The traditional Hospitality Hop 
will be replaced by an informal dance 
which all guests may attend in Rec- 
reation Center on Friday evening. 
Another new event this year will be 
the tea tor Manhattan women Friday 
afternoon in Thompson Hall. In for- 
mer years, a tea for high school girls 
and their teachers was given in Von 
Zile Hall. 

The exhibits, representing each de- 
partment of the home economics 
school, have been planned for home- 
makers, Manhattan residents and 
College students because travel re- 
strictions will prevent high school j 

Msnhtaa^wol!!!! through* tneh^vt TrAnee * Kwnr * 

rious clubs, are being Invited to at- 
tend the Hospitality Day events and 
to see the exhibits. 

There will be a Hospitality Day As- 
sembly April 20 at 11 a. m. when Dr. 
Lita Bane, head of the Department 
of Home Economics at the University 
of Illinois, will address the student 
body. She will discuss the future of 
home economics. 



Forty-two percent of the stu- 
dent body voted in the election 
in which three members of the 
3oard Of Student Publications 
were elected in addition tosetu- 
dent council members. Two 
GreekB and one Independent 
won the board positions. 

Students also voted In the election 
4 to 1 in favor of the Student Coun- 
cil proposal to limit student's indi- 
vidual activities. This plan, devised 
by a committee appointed by SGA, 
has been approved by both the Stu- 
dent and Faculty Councils. Now 
that the measure has the sanction 
of the student body, machinery will 
be set In motion to put It into effect. 

The new Student Council members 
will meet Tuesday night to accept of- 
fice and etect officer to serve during 
their 1946-46 school term. Board of 
Publications members will begin 
their 1-year terms at the annual din- 
ner tor Journalism students which the 
board will give in May. 

The Student Council candidates 
listed by schools with number of votes 
received are: 

School of Veterinary Medicine 

Ralph Ntueaaer 48 

Glynden Easley 40 

Hchool of Agriculture 

Merle- Kye*(one * ........18 

Eugene Spratt 5 

Hchool of EiiKlneerliig 



■»■"<>>*<" 



20 



Claud Shelar 

Hchool of Arts and Hclencc* 

Virginia Htoocker 127 

108 



The beginning, as the proverb says, 
is half the 



Shakespeare Dinner 
Held Monday Night 

Shakespeare in Scotland was the 
theme carried out in the program for 
the seventh annual Shakespeare din- 
ner Monday nig lit at the College Cafe- 
teria. 

President Milton S. Elsenhower, 
who was formerly an American vice- 
consul to Edinburgh, Scotland, de- 
scribed the setting for Shakespeare's 
tragedy, "Macbeth." A study of the 
character, Macbeth, was made by Dr. 
F. D. Farrell. A colloquy on Lady Mac- 
beth was given by Miss Margaret Cad- 
well and Miss Pauline Flook, both 
College students. A group of Scot- 
tish Bongs were presented by the Chi 
Omega trio, Lois Johnson, Tbeltna 
Dahl and Betty Brown. Miss Hilda 
Grossman sang two selections accom- 
panied by Mias Clarice Painter, Mr. 
Lyle Downey played a cello solo ac- 
companied by Mr. Richard Jesson. 

Miss Anna Sturmer, associate pro- 
fessor of English, was toast ml stress. 
Mortar Board members served the 
dinner. 



Dorothy Wilson ., BO 

Mary Ann Luhnow 84 

Jean Walnscott t ... t 67 

57 

Hchool of Home Economics 

Ruth Hodgson MB 

Kueliel (iuMHard MS 

Mary L. Mark Icy 118 

Hope Watts 108 

Louise Darby 89 

Evelyn Schols 73 

Sim lent Publlt'Hl Ions Candidate*) 

Hob JarkHon 801 

Eunice Ntoltcnbet-K 

Jean Helby 

Betty Engle 314 

Maria Norman 221 

The election winners were intro- 
duced at a Student Council assembly 
Wednesday. David Neher, chair man 
of the public relations committee of 
the SO A, was in charge of the as- 
sembly. 

Art Rose berg, a retiring member 
of the Board of .Student Publications, 
discussed the duties of the board be- 
fore he introduced Its new members. 
He explained that the board governs 
the two student publications, The Col- 
legian and The Royal Purple, and 
that It elects the editors and business 
managers of each. 

After explaining the new point sys- 
tem, Neher discussed the duties of 
the Student Governing Association. 
The SGA represents the entire stu- 
dent body and works In cooperation 
with the Faculty Council In the gov- 
ernment of all student affairs. Neher 
Introduced the new members accord- 
ing to the achools they represent. 

A campus movie filmed last year 
when ASTP units were stationed on 
the campus was shown after a brief 
explanation by Charles Schwab. 



Frances Ewart 
Is YW President 

Frances Ewart was elected presi- 
dent of the YWCA for the coming 
year In a re-election which was held 
last Thursday. This second election 
was held due to the tie between 
Frances and Aylo Albertson. It was 
the first tie for YWCA president In 
tbe history of the College. 

The newly elected president Is a 
member of the YWCA cabinet and 
also on the leadership council. She 
has served as an office hostess and 
altenfted several YWCA conferences. 
Frances is also a workshop leader 
and past publicity chairman of tbe 
YWCA. 



Med Sedan Meet Thurwdjiy 

The regular meeting of the Medi- 
cal Technicians' Club has been post- 
poned. It will be next Thursday In- 
stead of tonight. 



Aptitude Grades 



• • • 



Thibet Is the only country In tbe 
world that uses playing cards In re- 
ligious ceremonies. 



Student* who took 
test* In March viay call at the 
new Testing Bureau gfflce any 
> to learn the result* of their 
to talk over the Inter- 
pretation. The office* of the Test- 
Ing Bureau wet 
day from Education Hall to t 
present location, Andes son 214, 
Anyone who want* to take other 
aptitude or interest test* may 
snake an appointment with Dr. 
J. CL 

, tot 
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Should We Grade 
Our Professors? 

( ACP)— As the semester draws to a 
close and courtti begin to shape up, 
a majority of the campus population 
becomes more and more preoccupied 
with what final grades will be. Bot 
one group— the teachers— Is exempt 
from this worry. 

It baa been generally accepted that 
grading students is an advisable pro- 
cedure. But why not do the same for 
teachers? 

A grading system for professors 
probably wonld include the student's 
evaluation of his professor's method of 
presenting his courae, his organisa- 
tion Of class material* and such qual- 
ities as bis sense of humor and fair- 
ness. Students could fill out grading 
cards at the end of the semester and 
turn them in to their respective deans 
or to the registrar's office. 

Two questions would have to be 
aettlflQ In relation to the grading sys- 
tem. In the first place, should the 
usual ABCDBF system be followed in 
judging professors? Although It 
would present the idea at a quick 
glance, there might be some opposi- 
tion to giving any qualified teacher a 
grade of D or F. Perhaps designating 
tbem as "excellent," "fair" or "poor- 
would "soften the blow." 

Such a system should have many 
advantages. Probably the first no- 
ticeable one would be the improved 
quality of teaching which would re- 
sult. It might be brought home to 
teachers spending a great share of 
their out-of-claas time on research or 
writing, that In a college or unlver- 
slty, teaching la their primary re- 
sponsibility, 

After grades had been turned In 
once or twice, tbe faculty might 
understand better why students do or 
do not like their work. The other big 
advantage would be that the really 
good teachers would be more likely 
spotted by their superiors and marked 
for promotion, thus putting the selec- 
tion on a basis of merit rather than 
on contacts, 

The final results of this system 
should be to empbaaiie to college and 
university teachers that their main 
purpose la to educate the students 
studying under their guidance. 
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"""" H "°' d ' L " , '' """ Students' Donate 

Clothes To Drive 



Overheard at the Can: 

Do yon have to be a Slg Alph 
to make the "Cats Meow?" — 
TKB Schwab. ' 

Do all Sigma Nus date Chi O's? 
—Kappa Yapp. 

Should have seen our Smitty and 
Dagwood chasing pigeons tbe other 
night. Could be that Smith wants to 
use them for messengers back to Nina 
at the Chi O house after he graduates 
this spring. 

just walked In 
iwe before we 

See yon atth© Ohi O formal or K*p- 
pa picnic root* Saturday. (Safe In 
predicting a Kappa picnic — they're 
) 



Church News 



Christian Youth Fellowship of the 
Christian Church will have an out- 
door meeting led by Emily Ball next 
Sunday. Tbe theme, "Our Chosen Way 
In Nature," will be expressed by de- 
votions, Bible stories and songs. 
Kappa Beta will entertain the Sun- 
day School class at a picnic Tuesday 
and Installation of officers will be 
held at that time. 



The Wesley Foundation "Saturday 
Niters" will hike beginning at Wesley 
Hall at 1: 30 p. m. Saturday. Tbe Rev. 
B, A. Rogers will give the second In 
a series of talks on "Healthy College 
Sex Life" for the Sunday evening 
meeting. Kappa Phi will have instal- 
lation of officers Tuesday. 



There will be a K R, A. conven- 
tion at the Baptist Church Saturday 
and Sunday with Mary Beth Fulton 
as the guest speaker. The main fea- 
ture of the convention will be a ban- 
quet at the Church at 6:30 p. m. 
Saturday. The meetings will begin 
at 1 p. m. Saturday and continue 
through Sunday, Frances Ewart Is 
planning the Sunday evening meet- 
ing. 



The Rev. Ray Kearns, pastor at 
the First Presbyterian Church will 
speak to Phi Chi Delta on "Be of 
Good Courage" at their regular meet- 
ing at 7:30 p. m. at Westminster 
House Tuesday. 







It. lt« 



The Community Service Oronp is 
sponsoring a clothing drive on the 
campus this week for the United Na- 
tional Clothing Collection. Mickey 
Terrar and Dorothy Ruckel are head- 
ing the committee in charge. 

Clothing is to be sent to the war 
devastated areas. Topcoats, 
jackets, shirts,' all types of 
clothes, sweaters, underwear, robes, 
pajamas, knitted gloves, skirts, 
shawls, dresses, aprons, jumpers, 
smocks and oxfords or high shoes of 
durable type with low or medium 
heels are needed most. Women's hats, 
derbys or high heeled shoes with open 
toes or backs or evening slippers are 
not acceptable. Shoes should be 
mated and tied securely Into pairs. 

Ail clothing should be taken to 
Recreation Center before Saturday. 

Those working on the committee 
with the two chairmen are Betty Sue 
Hannah, Phyllis Taylor. Joan Myera. 
Roberta Relnh&rdt, Ellen Hauke, 
Roy Steinbacher, Alberta Collier, 
Juanlta Bllllngton, Duane Peterson, 
Lorem Beuschel, Itita Hollecker, 
and Mary Belle Jenkins. 




Mrs. Harold Nona maker received 
word from her husband, Lt. Harold 
Nonamaker, that he is a prisoner of 
war In Germany. He bad been re- 
ported as missing in action since De- 
cember 19. Lieutenant Nonamaker 
received both his bachelor's and 
master's degrees from Kansas State 
College and was associated with the 
Farm Security administration before 
entering the 



Loehwing Speaks 
At Assembly 

"Recent Advances In Plant Science" 
will be discussed by Dr. Walter F. 
Loehwing, from the Department of 
Botany, University of Iowa, In an as- 
sembly Saturday morning at 10. This 
address, to be broadcast over radio 
stations KSAC and WIBW, Is part of 
the 77th annual meeting of the Kan- 
sas Academy of Science. 

Saturday afternoon, sectional meet- 
ings will be held from 2 until 4:15 
p. m. Botany will be discussed in 
Dickens 108. The chemistry meeting 
will be in Wlliard 115. Talks on ge- 
ology and physics will be in Willard 
101. Psychology will be discussed in 
Education 204 and soology in Fair- 
child 102. 

This meeting is held jointly with 
the 21st annual meeting of the Kan- 
sas Entomological Society. At 11 a. 
m. there will be a business meeting 
and discussion of entomological prob- 
lems In Fairehild 202, 



For service In tbe Chlna-Burma- 
Indla theater of operations, Capt. 
Claude A. Poland Jr. has been 
awarded the Distinguished Flying 
Cross. Captain Poland, a former stu- 
dent of Kansas State College, is now 
a pilot with the Air Transport Com- 
mand, He received the award upon 
completion of 300 hours of operation- 
al flight in transport aircraft over 
dangerous and difficult India-China 
air routes, where enemy Interception 
and attack was probable and expected. 
In addition to the Distinguished Fly- 
ing Cross, he holds the Air Medal and 
the CBI medal with one battle star. 
Captain Poland has been overseas 20 
months. 



Pacific are two graduates of Kansas 
State College. They are Lt. (jg) 
George Boone, who was serving on a 
destroyer escort, and Ens. Ivan Oris- 
wold, who has been at sea since last 
July on an L8T boat. Both are being 
hospitalized for injuries received in 
falls — Boone with three broken ribs 
and Grlswold with a broken f 



Oooootit What a bestdt All 
thoy ran oat of aspirins at ye ote Pal- 
are last Friday night. Ob— but the 




that dreamy 
being only one block away) . 

Excerpts from the "Doctors" dance 
— the most outstanding couple at- 
tending was John Church and Clar- 
ence Hardin — how's hltchlklng Mugs? 
Or was that you we saw treklng home 
alone? — lost: one-fifth. Finder re- 
turn to Rube McGargle. Reward: One 
tall tomato Juice — wonder who that 
one person that wasn't inebriated was, 
Qreathouse just Isn't a typical vet, I 
guess. 

Poem Number 3 
1 belong to the frozen fifty 
And if I may »ay so, I'm quite nifty 
With rings on the 
And braretetM on 
We'll knock you 
Pi Phi charnw. 

Sorry we neglected to mention 
Hogue last week but we were a little 
afraid to print the only scandalous 
thing we knew about him for fear 
Red Dog would seek a new master. 
Can't ever tell when she's liable to 
take "Wings" and fly away. 

The TKE pledges went a little ber- 
serk last Thursday night. Must have 
been their strong desire to make this 
column— but remember, fellows, no 
news Is good news. 

Alice (I try to make *«u »ll lia]>]>> ) 
Dlllard wan *wn < hutting cosily down 
at the Can with Bob Young. Wonder 
where Whitney was— or maybe she's 
retracing her foot print*. 

The Kappas had their open house 
for vets — have to get dates to their 
party some way. 

And at tbe ADPls hour dance the 
couple In the limelight 



Sigma Eta Chi of the Congrega- 
tional Church will have a Luknokln 
Service at their regular meeting Tues- 
day for church members. The service 
consists of candlelighting, pantomime, 
singing and reading. 



Seven Initiated 
Into Sigma Xi 

Seven men, six of tbem KansasState 
College graduates, were initiated into 
Sigma XU honorary scientific organi- 
sation, at the annual meeting of the 
organisation Friday. Following the 
meeting Dr. E. Jack Coulson, one of 
the initiates, gave the annual Sigma 
Xi lecture on the chemistry of allergy. 
Dr. Coulson, a biochemist working on 
allergen Investigations for the United 
States Department of Agriculture, 
formerly on the Kansas State 



The Kansas State Collegian 

Published by students of Keaeea Bute 
£?."*** J?J i/r'oaltura and Applied 
■eleaoe Thursday of 

MIL pffioa. i*d»l. 

Ksaala 



\ IITI 



Two gamaetwi'".'.'."".. jp luS io tax} 

■DITOR1AL 

Edttor-ln-ChUf Phyllia Johaaeea 

Aseoetat. Mltor — lean WatnseoU 

Copy Deak Bailor. JUhol Fumau 

Asst. Copy Dealt Editor Hs1«b Clegg 

Soolsiy Editor ..Lucy Wells 

Asst. Society Kd Martha Jan* Adams 

■porta Editor , ..Date Borenson 

BUSINESS STAFF 

luslness Ifanaaer... ..Betty Stark 

Business Mar. .Dermis* Dorf 

Manassr _ C. J. Medlln 

THURSDAY, APRIL IS, 1946 



(lam ma Sigma Delta 
Holds A»ii it h I Banquet 

The twenty-seventh annual banauet 
of the Kansas Eta chapter of Gamma 
Sigma Delta will- be held tomorrow 
night at Thompson Hall at 6:30 p. 
m. Initiation at 5:46 p. m. will 



Capt! Arthur W. (Wayne) HJort, 
a Kansas State College graduate, is 
now commanding officer of a medical 
supply platoon at a strategic air de- 
pot In England. His organisation, 
which recently completed two years 
overseas, helps to keep bomber crew- 
men and maintenance men on Eighth 
Air Force bases supplied with medi- 
cal 



In a letter Cpl. Merle It. Slegele, 
now with the AAF in the Pacific, 
writes, "We were gone for over a 
week looking for General Harmon. 
We searched for three days, flying 
over 12 hours each day. That long 
In the air is awfully tiresome. We flew 
at 500 feet over the water all the 
time and as far west as the Interna- 
tional Dateline, although we didn't 
cross It." Corporal Siegele was a stu- 
dent at Kansas State in 1943 before 
entering the Army. 



Lt. ( Jg) Robert Rath bone Joined his 
ship again at Gibraltar after complet- 
ing courses at Caseo Torpedo Officers 
School at Caseo Bay. Maine, and 
Sound School at Key West, Fla. He 
serves with the destroyer, Ordronaux. 
Rathbone flew from Washington, D. 
C„ to Europe in 20 hours, arriving 
there March 17. En route he stopped 
in Newfoundland, the Aiores and Mo- 
rocco. Lieutenant Rathbone gradu- 
ated from Kansas State College In In- 
dustrial Journalism. 



A second Oak Leaf Cluster to the 
Air Medal has been awarded to First 
Lt. Robert G. Bensing for "meritori- 
ous achievement" while participating 
In bombing attacks on military and 
industrial targets In Germany and 
enemy installations in the path of the 
advancing Allied armies in Western 
Europe. Lieutenant Bensing is an 
Eighth Air Force B-17 Flying For- 
tress pilot with tbe 385th Bombard- 
ment Group. Before entering the 
Army Air Forces in February, 1943, 
Lieutenant Bensing attended Kansas 
State College. He received his wings 
at Douglas Field, Ariz., in March, 
1944. 



Slde-by-side in beds in the same 
Navy base hospital somewhere in the 



The Initiation for the seven men 
took place In the College cafeteria 
following a dinner for members of 
Sigma XI and a few Invited guests. 

The new members of Sigma XI are: 
Travis E. Brooks, Ag. '40, M. S. '41, 
formerly of the botany department 
of Iowa State College, now serving in 
the Army; Dr. E. J. Coulson; Henry 
Wllbert Loy Jr., Ch. E. 'SO, M. 3. '33. 
chemist. United States Food and Drug 
Administration: Gilbert G. Noble, C. 
E. '34, a member of the chemistry 
department at the College; Ralph W. 
Sherman, Ag. '24. entomologist with 
the U. S. D. A.; Thomas B. Thomson, 
M. S. '40, an assistant chemist at the 
College: and Dr. L. D, Wooater, presi- 
dent of the Fort 
College, 



cede the banquet. 

Dr. W. F. Loehwing, head of the 
botany department of the University 
of Iowa, will lecture on "Root Inter- 
actions of Plants" after the banquet. 
The lecture will be open to the pub- 
lic. 

F. W. Atkeson was elected presi- 
dent of Gamma Sigma Delta for next 
year. Other officers elected are: Flor- 
ence M. Stebbins, secretary; H. R. 
Bryson, treasurer; and L. C. Wil- 
liams, vice-president. 

Students who will be initiated Into 
Gamma Sigma Delta Saturday night 
are George M. Fisher, Harold Hack- 
erott, Joseph Holt, Robert Jarrett, 
Derald Jernigan, Dale Knight, Jacob 
Mosler, Arthur Roseberg, James Un- 
gles and Robert Yunghans. 

Initiates from the graduate school 
are Carol L. Campbell, department of 
chemistry, and Leon O. Lungstrom, 
department of soology. Faculty mem- 
bers to be initiated are James C. 
Bates, Richard T. Cotton, J. C. Fran- 
kenfeld, William CkSchrenk, Ralph E. 
Sllker, and Thomas R. Thomson. 
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Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

Phone 3210 106 N. Fourth 
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COLLEGE FADS AND FANCIES, 
CLASS OF 1850 



Eyestone Elected 
President Of Ags 

At their regular monthly meeting 
last Thursday agricultural students 
elected officers for the Agricultural 
Association for tbe coming year. The 
new officers are: president. Merle 
Eyestone; vice-president, Floyd Bla- 
aar; secretary-treasurer, Ruth Wil- 
son; Agricultural Student editor. Em- 
met t L. Scott; Barn Warmer man- 
ager, John Scott. 

For the first time since the be- 
ginning of the war the Association 
elected a full complement of officers. 
During other war-semesters the. group 
elected only a presiding officer. C. W. 
Mullen, assistant dean of the School 
of Agriculture, said that the group 
thought It desirable this spring to 
elect the usual officers in anticipation 
or V-E Day and a probable Increased 
enrollment in the School of Agricul- 
ture next fall. 



The Chinese use the lunar year 
which is ten days shorter than our 
solar year. Every three years they 
add a month to make it right again. 



BREWER 

MOTOR CO. 



PHONE 4444 

EYE BY SEBYICE 
FOB THE MOTORIST 



i in college costumes arc by 
modern phenomena. Here is a 
gay undergraduate of the Clan of 1830. 
Observe his flowing collar and tie, hit super 
expanse of Panama brim, and his studied 
air of nonchalance 

This was in 1830, when America was 
basking in peace. The Golden West was 
opening up, and Express Service was keep- 
ing pace. Todav, there are few fads and fan- 
cies on the college campus. They have given 
place to tbe uniformity and efficiencies of 
war time. Thousands of students are con- 
centrated on the needs of tbe nation in arms. 

Railway Express it devoting its nation- 
wide services, both rail and air, primarily 
war materiel To help all < 
I, yoa can do three simple 
1943 borne package* * 
Pack securely - address clearly and ade- 
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Grid 

ds Saturday 



Kansas State College's first spring 
football practice under wartime con- 
ditions will be culminated Saturday 
by an intra- squad game starting at 2 
p. m. Twenty-nine Wildcat gridders 
will take to the Held to turn loose 
their power before they hang np their 
football suits until next fall. 

The final scrimmage will be simi- 
tar 10 the 45 minute game staged by 
the Purple and White last Thursday. 
It will be played under game regula- 
tions and the lineups will be nearly 
the same as last Thursday's scrim- 



West Point Of The Middle West 
tied At Kansas State College 



The coaching stair will be watching 
Stan Heathman, 146 pound bach who 
performed so well in the lest scrim- 
mage; and George Bascom, Manhat 
tan High guard converted Into a full 



There is a possibility that track 
events will be staged during the quar- 
tern and half. A track meet coi 
posed of Salina High, Junction City 
High and Manhattan High has been 
tentatively scheduled. 



Intramurals . . . 



Pingpong tournaments are 
held within individual gsoupa to And 
the group winners. These games may 
be played ai home or If teams do not 
have access to a table, they may be 
played In the Gym, room 104. Lists 
of teams must be in as soon as pos- 
sible. No definite date has been set 
for the finals but they will be held 
between April 26-30. Groups entered 
so far are Alpha Delta Pi, Kappa 
Delta, Pi Beta Phi, Delta Delta Delta, 
Clovia, Kappa, Gamma, Chi Omega 
and Independents. 

Women on the campus who would 
be interested in entering an archery 
tournament to be held between April 
23 and Hay 4 should see Hiss Geyer 
by Saturday. This is the Kansas Inter- 
collegiate Mail Shoot held among col- 
leges in the state of Kansas. The Co- 
lumbia Round with 24 arrows shot 
at 60 yards, 40 yards and 30 yards 
respectively will be the round used. 
Teams must be composed of 4 mem- 
bers each. The list of winners of the 
tournament •will be sent to Miss Jole 
Stapleton at K. V. Results of the 
meets held all , over Kansas will be 
sent to each school. 

The tennis tournament will start 
April 23. All entries must be In to- 
morrow at E p. m. 

Swimming meets are scheduled at 
6 p. m. each evening. The Blitz Babes, 
Kappa Kappa Gamma and Chi Omega 
held preliminary events on Tuesday 
and the Alpha Xf Delta, Trl Delt, 
and PI Phis on Wednesday. Today, 
the two beat teams from each event 
will swim Id the final meet which will 
be held at 5 p.m. 



West Point on the Hudson, greatest 
producer of United States generals, 
has as one of its closest rivals Kan- 
sas State College located in the fertile 
Kaw River Valley at Manhattan. 

From the ivy-draped, peaceful 
pus of Kansas State have come 
of World War II's military leadei 
a half ddten generals who are carry- 
ing many of the war's heaviest bur- 
dens on their star-decked shoulders. 
K-State also can boast of a Navy ad- 
miral, Rear Admiral Walter A. Buck 
of the Navy Supply Corps. He was 
graduated from Kansas State In 1913. 

Ma J. Gen. Emory Sherwood Adams; 
Mai. Gen. Glen Edgar Edgerton, Brig. 
Gen. J. E. Lewis, Brig. Gen.. Harold 
Mark McClelland, Brig. Gen. Alden 
G. Strong and Brig. Gen. Joseph Sweet 
are all former students of Kansas 
State College. 

First of the current Army bigwigs 
to receive a degree at the College was 
Major General Adams of the 1898 
graduating class. He served with the 
20th Kansas Division in the Spanish- 
American War. later enlisted In the 
regular Army as a private and served 
as a colonel in France daring World 
War I. He became adjutant general 
of the U. S. Army in 1938 and because 
of his age was retired In 1942. How- 
ever, General Adams now has been 
called back to duty in Washington, 
D. C„ where he supervises distribu- 
tion of the honor decorations award- 
ed war heroes. 

Major General Edgerton, former 
governor of the Panama Canal Zone, 
was graduated from K -State in 1904 
and has spent his entire life since In 
military service. After leaving col- 



lege he completed a course at West 
Point ind entered the engineers' 
corps, a branch of the Army in which 
he has served continuously for 37 
years. At present he is on duty In 
Washington. 

Brigadier General McClelland, K- 



Essay Contest Open 
To Agrloaltmre Stadents 

Swift and Company has announced 
their ninth annual College Esaay 
Contest open to any male student In 
the School of Agriculture. 

The essay, not to exceed 1600 
words, Is to discuss methods employed 
by the meat packing bustness in 
marketing meats, poultry, eggs, but- 
ter, and cheese. The winner will re- 



economlcs was erected in 1898 on 
the K-State campus. 



State graduate of 1916. Is now one of celve a cash award of 155.00. It Is 
General Henry H. Arnold's right- to be used In making a trip to Chi- 
lian d aides In Army Air Corps direc- cago to participate in a market study 
tion and Is serving in the European program December 2-5, 1946. Last 
Theater of War. Brigadier General year's winner waa Millard Spratt. 

Strong, class of 1*11. was last re- 1 

ported as a commandant in Bermuda, The flr8t college building In the 
while Brigadier General Sweet, 1917. Unitad 8tatM tor the sole use of home 
la stationed with an Army in Iran. 
Another Kansas State general, Brig- 
adier General Lewis, is located in an 
area not revealed. i 

Turning out generals for wars la 
not a new thing to Kansas State Col- 
lege. During World- War I, only West 
Point furnished more top-flight- mili- 
tary men. One of the best known 
Kansas State generals is General 
James G, Harbord. who was gradu- 
ated from the College in 1886 after 
he worked his way through school 
Belling milk. 

General Harbord, now chairman of 
the Board of Directors of the Radio 
Corporation of America, tried for a 
West Point appointment following his 
graduation but failed to receive it. 
He then enlisted in the regular Army 
as a private, won his commission and 
went on to become one o( the nation's 
greatest fighting men. It was Gen- 
eral Harbord who commanded the 
famous Second Division in Bel lea u 
Woods when the Americans stopped 
the German drive on Paris in 1917. 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 



diamond and the Jones boys playing 
the TKE's on the east diamond. Both 
games are at 6:15. 

Tuesday, April 17. at 6:16 Kappa 
Sigma plays the House of Williams 
on the northwest diamond, the TKEs 
play the AGRs on the southwest dia- 
mond and on the east diamond Jr. 
A. V. M. A. meets the Jones Boys. 

The golf tournament Is Saturday, 
April 14, at the Manhattan Country 
Club. 

A list tor doubles In tennis intra- 
murals will be posted on the men's 
intramural bulletin board this week- 



Patronize Collegian Advertisers. 



Vet Alumni News 
The Veterinary Alumni News, 
Which Is written every three months 
for graduates of the School of Vet- 
erinary Medicine, was sent out 
shortly after April 1. Dean Dykstra, 
head of the School of Veterinary Med- 
icine, compiles and writes the ma- 
terial which Includes activities of the 
school, changes In currlculums and 
news about graduates who have come 
back to visit. The mailing list li ap- 
proximately 800. 



Alpha Gamma Rho and the House 
of Williams were winners in men's 
softball intramurals Thursday. Mon- 
day winners were Jr. A. V. M. A, and 
Kappa Sigma. 

Games scheduled Thursday will be 
played tomorrow with Alpha Gamma 
Rho vb. Slg Alpha on the southwest 
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"THIS MAN'S NAVY" 

with 

Jinn «■!«-■» on Rorl* 



Barney Youngcamp. Notary Public 
and Realtor. Day of Night. 1224-A 
Moro. Phone 3380. 








ARROW SHIRTS 

$2.24 up 




It All Rests 
on your Shoulders 

Diggtng for complete Vic- 
tory Ib the fad this Spring. 

We've dug deep into our 
sources and here we are 
with a banner crop of 
sweaters. 

When you get out Into your 
Victory garden, you'll find 
that a sweater is the all 
around thing for comfort 
and wear. 



Even the Mrs. will go for 
one of these sweaters. All 
wool and part wool. SUp- 
onB, buttons, crew necks 
and V-neckB to suit your 



$S.»5 to 910 




4 Days Starting Sunday 
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FBI. - SAT. 



DESPERADOES! 







PURPLE PEPSTERS SPONSOR 

Visa Versa Varsity 

21 942 



Span 



$1.00 plus tax 



stag or drag 




Pottery - 1-3 Off 

Stationery, $1.00 value - - 68c 
Shelf Worn Books - 69c and 98c 

The College Book Store 
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■of Arizona! 
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Frank Jen Its, In 
"ROGUES GALLERY" 
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Erery nifbt I dream Utile Imp* 
an drawing noose* around my 
neck . . . lighter, tighter, tight*-! 
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Trt Belt alum, Manraret Mack, 
IJ '43. passed rosea Wednesday 
night announcing her approach- 
ing marriage to Herb Vanderlip, 
f . a. and member of Sigma Alpha 
Ensilon fraternity. The wedding 
will he April 28. 

I**- Wjcoff. K«|.|>» Delta, told of 
her engagement to T/S*L George 
Lane when she paired chocolates last 
week. Sergeant Lane's home is In 
Cleveland. Ohio, hut he's now sta- 
tioned at Camp FutiHton. 

Alpha XI DHta will entertain with 
tea Sunday from t to fi p. m. In honor 
of Mrs. J. H. Parki-r, national secre- 
tary of the sorority. 

Mary Ijoulse Murkily I* the new 
president of Clov.a. Other officers 
are: Dorothy Wilson, vice-president; 
Mary Collier, secretory ;*Ruth Peddl- 
cord, historian; Shirley Frelenmuth, 
marshal; Pauline Madden, noose 
manager; and Jean Anderson, chap- 
lain. 

Member* of Pf li.-r-i Phi bad an ex- 
change dinner with members of Delta 
Delta Delta Tuesday evening. 

Clovia entertained with an open 
house for women of the Collegiate 
4-H Clnb Saturday. 



house for veterinary medicine stu 
dents last Thursday from 7 to 8 p. m. 

Women of Maison-dle entertained 
dales at dinner Saturday night. 

TKK* will entertain with their an- 
nual Sweetheart Ball tomorrow night 
with a formal dinner and dancing. 

("hi Omega* and Kappa Hell* are 
both having formal parties Saturday 
night. 

Annex 1 will have open house lor 
all College men nexi Monday night 
from 7 to 8. 

Werner Wefoeth In the new presi- 
dent of Alpha Gamma Rho. Other 
officers are: Dick Spencer, vice-presi- 
dent; A) Van Walleghen, secretary; 
and Oris Nipper, treasurer. ' 

Evelyn Mltrhell, H. K. '44, fWted 
Aloha Cottage over the weekend, and 
passed chocolates Saturday announc- 
ing her engagement to Capt. Fred- 
erick Robert Snyder. P. E. '42. Cap- 
tain Snyder was a member of the PI 
Kappa Alpha fraternity. He Is now 
stationed at Ft, Knox. Ky. Evelyn 
Is a home demount ration agent in 
Spencer, Iowa. 



AnilHtari Kiwi* 



The candidates for Amlstad coun- 
cil have been chosen and ballots have 
been sent to each of the 1 25 members 
of Amlelud, according to Maurine 
Pence Harhatigh, president. 

Those names appearing on the bal- 
lot kre Barbara Rogers and Arlene 
Wilson for president; Jaunita Luthl 
and Oeorgine Biachoff for vice-presi 
dent; Dolores Tiemann and Elna 
Yowell for secretary-treasurer;. Caro- 
line Perkins, Durlene Knnuer, Mar- 
Jorle Ward, and Adele Blschoff for 
corresponding secretary; Mary Har- 
per aud Jean Selby for program chair 
man; Irene Gehrke and Eulaiia Ralls- 
back for social chairman. 



MuhIc Faculty Recital 

Charles Stratton, associate profes- 
sor ot music, will be, presented In a 
piano recital Sunday afternoon at 
4:16 in the College Auditorium. As 
alstlng Mr. Strati on will be Richard 
Jesson, assistant professor of music. 

Included in the program will be 
BacVs "French Suite No. 6, In G 
major," Chopin's "Etude In C minor, 
Opus 10, No. 12" nnd "Andante Spla- 
nato and Polonaise, Opus 22," and 
Cesar Franck's "Variations Sym 
phonlquea for Piano and Orchestra.' 
In the last number Mr. Jeaaon will 
play the orchestral accompaniment 
on the organ. 

The recital is open to the public. 
There Is no admission charge. 

A technicolor film entitled "Can- 
ning the Victory Garden" will be 
ehown today at i p. m. in Wlllard 
101. The scenes are taken from Good 
Housekeeping test 



Chi Oe Celebrate 
50th Anniversary 

The Kappa Alpha Chapter of Chi 
Omega entertained guests and alumni 
at a formal banquet at the Manhattan 
Country- Clnb Saturday night. The 
dinner was one of a hundred held In 
the United States celebrating Chi 
Omega's 50th anniversary. 

A program similar to those at the 
other anniversary dinners was con- 
ducted by toastmlstresH, Thelma Dahl. 
president of the chapter. The prin- 
cipal speaker of the evening was 
President Milton S. Elsenhower who 
Bpoke on "Fifty Years of Alma 
Mater," after which the Kansas State 
alma mater was aung. 

Leafing through the pages of "The 
Owl," a Chi Omega publication. Mrs. 
Larry Spear reviewed the paper and 
spoke on "Fifty Years of Chi Omega." 
The remainder of the program con- 
sisted of ainging Chi Omega and pa- 
triotic songa. 

The dinner was served by candle- 
light on tables decorated with red 
snapdragons and yellow carnations. 
Place cards In cardinal and straw, Chi 
Omega colors, were folders made to 
hold the Chi Omega publication, "The 
Owl." White carnal Ions, the frater- 
nity flower, were placed at each 
cover. 



Pledge 
KS Fraternities 

Eight KansaB State College social 
fraternities have pledged 19 men 
aince February 12, Harold Howe, fac- 
ulty adviser of fraternities has an- 
nounced. Alpha Gamma Rho. Sigma 
Nu, Phi Delta Theta. and Tau Kappa 
Epsilon have pledged three men each; 
Delta Tau Delta. Kappa Sigma and 
Sigma Alpha Epsilon, two men each; 
and Alpha Tau Omega, one man. 

The new pledges listed by frater- 
nities are: Alpha Gamma Rho, Har- 
old W. Price, Carl Rehreld and Ole 
Rollag; Alpha Tau Omega, August 
Boglna; Delta Tau Delta, Robert Mor- 
ris and Patrick R. Welsh, Jr.; Kappa 
Sigma, Elmer Davis and William S. 
Kerby. 

Phi Delta Theta pledged Ernest 
Jackson Jr., Leon L. Wick, and Rob- 
ert E. Young; Sigma Alpha Epsilon, 
Charles Henley and Donald W, Hof- 
sess; Sigma Nu, Arthur W. Allinon, 
James F. Coder and David V. King; 
Tau Kappa Epsilon, Elwyn Church, 
David Cochran and Dale Kinyoun. 



Social Club Meets 

The last meeting of the College 
Social Club for this year was held 
Monday at 2:46 p. m. In Recreation 
Center. A miniature Major Bowes 
program was presented with Earl G. 
Hoover, assistant professor of speech, 
portraying Major Bowes. The con- 
testants included Ann Thackrey, 
Christine Knight, John Hill, Shirley 
King, Gloria Wilson, Bill Culver, 
Ted Grimes, Nannette Martin, Patty 
Nelson and Christine Holm. 

Those In the receiving line were 
Mra. Milton S. Elsenhower, Mrs. Jo- 
seph C. Dldinger, Mrs. C. I. Kern. Mrs. 
Fred A. Kummerow, Mra. Thomas 
D. Avery, Mrs. Norrls J. Anderson, 
Mrs. Glen W. Long, Mre. L. H. Koe- 
nitier, Mrs. M. L, Robinson, and Mrs. 
A. E. Schumacher. 

Refresh meutB were served. Mrs. E. 
A. Cleavinger, Mrs. J. N. Wood, Mrs. 
Robinson and Mrs. Schumacher 
poured coffee. 



Foreign Students... 

There will be a ! 




Tuesday at S p. m. 
Hall, room 226 
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SILVER 

BARRETTES 

Hold your hair in place 

Stiver finish 
or Sterling 

NEW SHIPMENT 
Five Different Styles 

i 

REED'S 

TIME SHOP 



Fresh Vegetables 

BOTTGERS 



-College Calendar- 



Thursday, April 12 

A. A. V. W 
Romberg, 



in. to 



8:15 p. 



Friday, April IS 

Home Rcottom I cn Dab Party, Nlch- 

oIh 108. 7:80 to 0:80 p. m. 
THE Hweetheart Formal 

Dance, Country Club, 7 p. 

12 m. 
Gamma Hlgma Delta 

Initiation, Thomp* 

p. m. 

Saturday, April 14 

KanswN Academy of Science Ban- 
quet, Thorn pxon 200, 8 to 8 p. 
m. 

Academy of Science Public 
hudltorltun, 8 to 10 p. 

YW-VM Dime Dance, Recreation 

(Center, H-.:W to 1 1 :80 p. m. 
Wranglers Meeting, Thompson 108, 

7:SO to II p. m. 
Kappa Delia Spring 

t«r House, O to 12 p. 
till Omega Party. 

8:80 to 11:80 p. m. 

Sunday, April 15 

Recital, Auditorium, 3 to 5 p. m. 

Kappa Kappn Gamma Openhouse, 
Chapter Houwe, 8 to 8 p. m. 

Alpha XI Delta Tea for Mm. Par- 
ker, Chapter House, 8 to p. m. 

Monday, April 16 

YWCA Cabinet Meeting, Calvin 
107, 7:15 to 8:18 p. m, 

Orcheais, Nichols 1 , 7 to 9:80 p. in. 

EiutemMe, Music Department, Au- 
ditorium, 7:80 to 0:80 p. m. 

YWCA Leadership Council, Calvin 
101, 8:18 to 0:15 p. tn. 

Tuesday, April 17 

Orchestra, Auditorium, 7:16 to 10 
p. ni. 

Choral RehearMal, Thorn pwm 202, 

5 to 8 p. m. 
Jr. A. V. M. A. Meeting, Vet 18, 

7:80 to p. m. 
Alpha XI Founders Day Dinner, 

Country Club, fi to 8 p. m. 

Wednesday, April 18 

Amlstad, Calvin 107, 7:30 to p. 
m. 

Thursday, April 19 

Collegiate 4-H Club Meeting, Rec- 
reation Center, 7:80 to 0:80 p. 
m. 

Mortar Board Meeting, Calvin 101, 
8: BO to 0:8O p. m. 

Home Economic Hoapttallty Recep- 
tion, Thompson Hall, 1 to 10 p. 

m, 

Alpha XI Delta Hour Dance for 
SUCK. Chapter House, 7 to 8 p. 



April IS. 1945 



Picnic 

Women of Amlcossembly and 
housemothers of independent organ- 
ized houses are planning a picnic to 
be held Wednesday at Sunset Park. 

Mrs. L. B. Fuller and Marjorle 
Bunge are chairmen of the food com- 
mittee. 



Short courses in 30 different fields 
were offered at Kansas State College 
to people of the state during the 
year In 1 to 14 day periods. 



F LOWERS 
For AD Occasions 

Martin's Flowers and Gifts 

1204 Moro 



For 

Good Meals 

it's 

Johnson's 



Aggierille 



College Outline Books 

Covering Many College Courses 

Designed to help you improve 
that grade 



CO-OP BOOK STORE 
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Mm BHt* Talks 
On Good Grooming 

Miss Gladys Bliss of New York, 
Barbara Gould Cosmetics authority 
on good grooming, will speak on 
"Your Appearance Counts!" before 
the students tn clothing classes at 
7:10 p. m. in' Wlllard 115 on Mon- 
day. 

Illustrating her lecture will be 
charts displaying a range of subjects 
from facia) contours to actual textile 
fabrics showing this season's fashion 
colors. Demonstrations will be given 
to show how to apply make-up, how 
to arrange hair, and how to select 
accessories for the well-groomed col- 
lege coed. 

The main theme of Miss Bliss' lec- 
ture will be the Importance of good 
grooming to economic welfare, to 
home and social life and to morale, 
which is even more Important In these 
times. 

Miss Bliss was Invited to speak be- 
fore the group by the department of 
clothing and textiles as part of the 
program of the School of Home Eco- 
nomics to widen the scope of the cur- 
riculum. 

Miss Blisa will remain on campus 
Tuesday for appointments to give sug- 
gestions to college Btudents. These ap- 
pointments may be arranged through 
Miss Alpha Latzke, professor of cloth- 
ing and textiles. 



Home Ecu Honor Guest 
Dr. Hazel Stiebeling, head of the 
Bureau of Human Nutrition and 
Home Economics of Washington, D. 
C, will Bpeak tomorrow at 2 p. m. 
In Calvin 101 before a group of Home 
Economic students. 

Tomorrow at 4 p. m. a tea will be 
held In honor of Dr. Stiebeling In Cal- 
vin lounge. The tea will be for the 
School of Home Economics staff and 
other faculty members cooperating 
with the* Home Economics research 
work. At noon Friday there will be 
a luncheon at the Cafeteria. 

i 

The giraffe has only half as many 
vBrtebraa in its neck as does a spar- 
row. 



QUICK REPAIRING 
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WATCHMAKER 



Ac-centu-ate 

your formal 

EAR RINGS 
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Plain — Stone 
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Veterans' Wives Organize 

KM 



K -State Veterans Auxiliary was 
Chosen as the official name Tor the 
organization of wlvea of Kansas State 
veterans at their last meeting. Mrs. 
Delbert Longfellow was elected presi- 
dent; Mrs. V. C. Webb, secretary- 
treasurer; Mrs. T. L. Langford, year- 
book chairman; and Mrs. 8. M. Mc- 
Cully, gift chairman. 

The organization was started when 
the wives of the veterans met at the 
home of Mrs. Milton S. Elsenhower 
In December of last year. Mrs. D. C. 
Warren and Mrs. W. V. Schmltt as- 
sisted with the plans for organizing. 

Regular social meetings of the 
auxiliary are. held the second Wednes- 
day of each month. All wives of K- 
State veterans are Invited to attend. 
New wives should contact Mrs. Del- 
bert Longfellov* at 931 Bluemont. 



Student Recital Tuesday 

A student recital will be presented 
by the Department of Music Tuesday 
at 4 p. m. in the Auditorium accord- 
ing to Miss Clarice Painter who is 
in charge of student recitals. The 
public is Invited to attend. 

The last recital In the series, a 
formal one, will be given May 10. 



The Smith-Hughes Act providing 
for the support of vocational educa- 
tion was approved February 23. 1917. 




NEW HATS 
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'cause 
When the bus 
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Elect Eyestone 
And Stuesser 
Council Heads 

Merle Eyestone, representa- 
tive from the School of Agri- 
culture, was elected president 
of the Student Council for next 
year at the Council's meeting 
Monday night. Ralph Stuesser, 
representative from the School 
of Veterinary Medicine, will act 
as vice-president. 

The office of recording secretary 
will be filled by Ruth Hodgson, from 
the School of Home Economics, and 
Virginia Stoeeker. School of Arte and 
Sciences, will AH the office of cor- 
responding secretary. 

Stanley Stewart from the engineer- 
ing school will act as treasurer and 
Dorothy Wilson, from the School of 
Arts and Sciences, will be pep chair- 
man. The comnj'ttee for public rela- 
tions includes Dean Tiemann, Arts 
and Sciences, Mary Louise Markley 
and Rachel Oossard, Home Econom- 
ics. 

The new council and officers will 
assume their duties at the regular 
meeting next week. 



Coeds Receive Actual Experience 




Players Produce 
Gordon Hit Comedy 

''Over Twenty One" will be pro- 
duced May 4 and 6 in the College Au- 
ditorium by the Kansas State Play- 
ers, The play was written by Ruth 
Gordon. The author starred in the 
leading role during the play's year 
run at the Music Box Theater In New 
York, its Chicago engagement and 
Its tour of the country. Miss Gordon 
has the distinction of being the only 
actress in recorded history of the 
drama, here or In England, who ever 
wrote a play in which she appeared 
in the leading role. With the excep- 
tion of William Gillette, no actor has 
ever starred In his own play. 

In October, 1943, Ruth Gordon 
went to New York, fresh from Wash- 
ington and keeping house for her hus- 
band. Garson Kanin. She took with 
her the story of the trials, laughs and 
experiences of Mr. Kanin in officer's 
candidate school. All this went into 
the comedy, "Over Twenty One," 
which, after a single reading, was 
accepted by Max Gordon for immedi- 
ate production. 

The Kansas Slate Players' produc- 
tion of "Over Twenty One" will star 
Betty Caldwell with Craig Bracken, 
Arma Jo Smith, Ralph Fogelman, 
Embert Coles, Pauline Plook, Dean 
Tiemann, Dorothy Wilson, Seymour 
Cohen and Joan Scheu. Prof. Earl 
G. Hoover is the director. 

The plot concerns a couple in their 
late thirties and their trials and trib- 
ulations at the* air cadet school in 
Miami, Fla. Much has been said that 
this is a "young man's war," but the 
39 year old editor and his Hollywood 
scenarist wife set out to disprove this 
statement. How they do it and how 
he wins his second lieutenant's bars, 
in spite of tbe hardships of army life 
In an auto court, a scheming pub- 
lisher and a hard-boiled colonel, is 
the body of Miss Gordon's comedy. 

The opening of the box office for 
sale of tickets will be announced at 
a later date. Mail orders may be 
mailed to box 193, College Post Of- 
fice. 



Actual work in the various Held* of home economic** Nurh am 
Gladys Richardson, chairman of the Hospitality Day exhibit h, Ik 
doing here will be demonntrated by K-8ratr coeds tomorrow when 
they show visitors that home economics is "Looking to the " 

ture." 



Betty Gail Parker 
Wins Fellowship 

Betty Gail Parker received word 
that she Is the winner of one of the 
three Fashion Fellowships annually 
awarded to college seniors by the 
Tobe-Coburn School for Fashion Ca- 
reers in New York. This Is the first 
time that the honor has come to 
Kansas State. 

Miss Parker won the award in the 
sixth annual nationwide competition 
held by the Tohe-Coburn School. Each 
fellowship entitles the winner to full 
tuition, valued at 1760, for the One 
Year Course of this well-known 
school which trains young women 
for executive positions in fashion 
merchandising and advertisings 

Winners of the other Fashion Fel- 
lowships are Mary Lon Egan of 
Pennsylvania College tor Women and 
Beth Rocke of Iowa State College. 



Artists Series 
firings Kullman 

Charles Kullman, American star of 
opera, concert, radio, screen, and re- 
cordings, will sing at the College 
Auditorium Tuesday at S : if) p. tn. 
in the third and final program pre- 
sented on the Manhattan ArtiBt Se- 
ries. 

As a pre-med student at Yale Uni- 
versity, Kullman thought It Would 
be fun to relax by singing in the Yale 
Glee Club. The course of his life 
was changed by this extra-curricular 
activity. Because of his success as 
soloist with tbe Glee Cluhr he aban- 
doned hiB medtcal career for one in 
music. 

Mr. Kullman was graduated from 
Yale with a Bachelor of Science de- 
gree and won a scholarship to the 
Julliard School of Music, where he 
studied for three years. He then won 
another scholarship which entitled 
him to study at the American Con- 
servatory In Fontalnebleau, France. 

In 1928 he returned to the United 
States, joined the music faculty of 
Smith College, and sang In such old 
operas as Monteverdi's "Orfeo" and 
the title role in Handel's "Xerxes." 

Mr. Kullman later Joined Vladimir 
Rosing's American Opera Company, 
where he made his initial appear- 
ances in the roles of Faust, Don Jose 
and Ptnkerton. On February 24, 
1931, he made his European debut in 
Berlin as the hero of "Madame But- 
terfly." 

He returned to America in 1935 
and made a triumphant debut at the 
Metropolitan Opera, appearing in 
"Faust." "Carmen," "La Traviata" 
and many other operas. He has always 
been Interested in promoting opera in 
English. 

Charles Kullman has been kept 
busy by the radio, recording, and 
motion picture industries. He has ap- 
peared regularly on a series of con- 
densed versions of popular operas and 
operettas over the Columbia network 
and has made appearances on many 
weekly radio shows. On the screen 
he was seen in "The Goldwyn Fol- 
lies" in which he sang the Drinking 
Song from "Traviata.* ' 

During the past two summers this 
young American has been performing 
at the Teatro Municipal In Rio de 
Janeiro, and In Sao Paulo. En route 
back to the United States, lie save 
concerts at Trinidad and Recife for 
members of the armed forceB sta- 
tioned at those bases. 

The Charles Kullman concert is 
under the auspices of the Residence 
Hall Committee. Profits will be used 
to bring more entertainment here 
next year and to help pay for a wo- 
men's residence hall. 



Audience Enjoys 
Romberg Concert 

One of the largest audiences ever 
assembled In the College Auditorium 
enthusiastically received Stgmund 
Romberg, his concert orchestra and 
soloists in a program of American mu- 
sic last Thursday night. 

The light opera, comic opera and 
musical comedy of the twentieth cen- 
tury, which was presented by Mr. 
Romberg, featured his soloists, Vic- 
toria Schools, Lorna Byron, and Ann 
Andre. 

Two years ago Sigmund Romberg 
started on a tour, determined to give 
America a chance to pass Judgment 
on what he termed "middle-brow" 
music. It's the type of music that the 
followers of Jazz call "high-brow" 
and that opera goers call "low-brow." 

Selections from Romberg's current 
Broadway hit "Up in Central Park" 
were Introduced to the Manhattan 
audience. 

The appearance of Sigmund Rom- 
berg on the campus was sponsored by 
the American Association of Univer- 
sity Women, and the profits will go 
to the Women's Residence Hall Fund. 



Hospitality Day Opens 
With Reception Tonight 

Hospitality Day of 1945 officially opens tonight at 8 with a re- 
ception in Thompson Hall for faculty and students of the School 
of Home Economics. Doris Dyal, Patricia THton, and Jean Kays 
are planning this event at which outstanding students of the 
school will be honored. 

"Futurallstlc Frolic," a Jam 
session in Recreation Center to- 
morrow from 8:30 to 11:30 p. 
m., will replace the traditional 
Hospitality Hop, Betty Jean 
Yapp Is chairman of the com- 
mittee planning this dance. 

AssjGMMy Tomorrow 

Speaker at the Hospitality Day as- 
sembly tomorrow at 11 n. m. will be 
Dr. Llta Bane, head at the Depart- 
ment of Home Economics at the Uni- 
versity of Illinois. Doctor Bane, who 
received an honorary doctor's degree 
from Kansas State College In 1038, 
will use the theme of this year's open 
house, "Looking to the Future" as 
her subject. Mary Alice Doll will pre- 
side and Margaret McNamee, presi- 
dent of the Kansas College Home 
Economics Clubs, will introduce 
the speaker. The Clovla trio, Eunice 
NIblo, Marion Terrlll, and Dorothy 
Wilson, will sing. 

Exhibits In Anderson and Calvin 
Hall will be open from 1 to 9 p. tn. 
tomorrow. Glimpses of what the fu- 
ture may hold In houses, clothing, 
and foods are part of the displays 
of this 15 tli annual Hospitality Day. 
Jean Peck Is general chairman of the 
event and exhibits chairman is Gladys 
Richardson. 

A tea for Manhattan women is to 
be given In Thompson Hall tomorrow 
fr'-" 3 to 4 p. m. Harriet Dillard 
auu Margaret Konecny have planned 
this new feature of Hospitality Day. 
Through the various clubs Manhat- 
tan homemakera have been invited 
to see the exhibits especially planned 
for them and to attend the assembly 
and tea. 



Tribute Paid 
To Roosevelt 

Approximately 2000 students and 
faculty members paused Friday af- 
ternoon In an hour of memorial serv- 
ices for President Franklin D. Roose- 
velt. * 

An 'organ prelude by Richard Jes- 
son consisted of "Pants Angellcus" 
by Franck, "Arioso" by Bach and 
"Adagio" (Octet) by Schubert. In- 
vocation was given by the Rev. 
Charles R. Da vies of the Episcopal 
Church. Cpl. Norman Myrvlk sang 
"The Lord's Prayer." Comments were 
made and scripture was read by the 
Rev, J. David Arnold of the Christian 
Church. 

President Milton S. Elsenhower ad- 
dressed the assembly. "This is not a 
time ror weakness, confusion, or hesi- 
tation, but for courage, determina- 
tion, and dedication," he said and 
continued, "Though we are shocked 
by the passing of our President, we 
know the greatest tribute we can pay 
him on battlefields and farms, in 
factories, cities, and towns is to keep 
on marching toward the goals of mil- 
itary victory and lasting, Just peace. 
The Commander-in-Chief gave his 
lite, as thousands of others have done, 
for a noble cause. 

"Every family In America that has 
lost one of Its loved ones in this war 
has carried on in his memory. Now 
we are Joined In a common loss and, 
thus united, we must carry on. The 
new President of the United States 
needs the help of every cltlien, at 
home and abroad, to meet the gruel- 
ing tasks of the years ahead," Presi- 
dent Elsenhower concluded. 

After singing the National Anthem 
by the audience, Msgr. A. J. Luckey 
of the Seven Dolors Catholic Church 
gave the benediction. In conclusion, 
"Come, Sweet Death" by Bach was 
played by Richard 



Improved kerosene lamps were 
sidered the highest luxury In light- 
ing available at the College until 
1881 when the College Installed Its 
own gas system. 



Latxke 8pe«ks 

Miss Alpha Latzke, professor of 
Clothing and Textiles, spoke at La 
Crosse and Larned last week at a 
county meeting of Farm Bureau 
women. "Recent Development In 
Textiles" was the title of her speech 
given at the annual 



Tokyo Is not the largest city In 
Japan. Osaka 1b 100,000 greater In 



Plans For I. S. A. 
Moving Forward 

Twenty-one campus groups have se- 
lected countries which they will rep- 
resent at the International Security 
Assembly to be climaxed here next 
fall. The nations were distributed ac- 
cording to choices made as nearly as 
possible by the planning committee. 
Any group that has not tamed in a 
list of 5 preferences should send it to 
Box 442 as soon as possible. 

Chi Omega chose Argentina; Tau 
Kappa Epsllon, Australia; Coed Court. 
Belgium; Alpha Delta Pi, China; 
women at 1416 Fairchtld, CoBta Rica; 
La Ftel, Czechoslovakia; Kappa Kap- 
pa Ghmma, France: men at 1636 Lar- 
amie, Greece; Pi Beta Phi, India; 
Pal O' Mie, Ireland: Alpha XI Delta. 
Mexico; Moore th' Merrier, Nether- 
lands; Annex U, Panama; Clovla, 
Philippines: Kappa Delta, Poland; 
Annex I, Canada: Van Zlle Hall, Rus- 
sia; Delta Delta Delta. Great Britain; 
Sigma Alpha Epsllon. United States; 
House of Williams, Turkey: Keim's 
Kabana, Yugoslavia. 

All Independents not in organized 
houses who are interested in forming 
study groups will meet today at & p. 
m. In Recreation Center with the 
planning committee and Anilstad 
members to select their countries. A 
plan for geographic division of the 
town for Independent students is 
under consideration. , 

Countries not yet chosen are Brazil. 
Bulgaria. Sweden, Denmark, Ethio- 
pia, Guatemala, Iraq, Italy, Liberia, 
Luxembourg, New Zealand, Spain, 
Nicaragua, Union of South Africa, 
and Norway. Others may be added to 
this list. 

Any student interested In belong- 
ing to a pressure group should sign 
his name on an ISA bulletin board In 
Recreation Center today. At least 6 
pressure groups will be listed. They 
are Axis Germany, Axis Japan, labor, 

(Continued on page three) 



Eisenhower Begins 
Speaking Schedule 

President Milton 8. Elsenhower 
Saturday began one of the most in- 
tensive travel and speaking schedules 
he has undertaken since he returned 
home nearly two years ago. 

In Emporia early Saturday after- 
noon, he addressed the Kansas di- 
rectors of the American Association 
of University Women on economic 
problems of the Midwest In tbe im- 
mediate postwar period and the rela- 
tion of these problems to education 
in Kansas. On the sixteenth Presi- 
dent Elsenhower left for Washington, 
D. C, to attend the meeting of the 
Executive Committee of the Associa- 
tion of Land-Grant Colleges and Uni- 
versities, of which he Is a member, 
and to serve as chairman of a national 
committee established by the U. S. 
Department of Agriculture to plan 
agricultural extension activities for 
the coming year. 

After a tworday breathing Hpell at 
the College on April 23 and 24, Pres- 
ident Elsenhower will leave for a se- 
ries of engagements In Northwestern 
Kansas, accompanied by Kenney 
Ford, alumni secretary. The schedule 
calls for 20 addresses in seven days 
before combined civic organizations, 
high schools and alumni groups In 
| Belleville, Muukato, Smith Center, 
Phlllipsburg. Norton, Colby, Good- 
land, Hays, Ellaworth and Saltna. 

He will return to Manhattan on 
May 2 for a short period In which to 
prepare and submit to the Board cf 
Regents the Kansas State College 
budget for the coming fiscal year. 
Then he will leave to participate as 
speaker In the high school commence- 
ments at Herlngton, Junction City, 
Beloit, Clay Center and Marysvllle, 
breaking this trip to be on hand for 
the College commencement on May 
19 and 20, and returning again for 
the Manhattan high school com- 
on May 25. 



Romberg's Pianist 
Plays For Freshman 

When Norene Francis attains her 
ambition of teaching music, she will 
no doubt have many Interesting 
things to tell her students about her 
college training. She can say, "Sig- 
mund Romberg's accompanist once 
accompanied me." 

Last Thursday Norene was prac- 
ticing vocal numbers for the student 
recital Tuesday. An accompanist of 
Sigmund Romberg beard her in a 
practice room and came in. 

He played the piano for her while 
she sang "The Answer" and "My 
Sweet Repose." 

"I was really thrilled," Norene 
commented. 

And who wouldn't be thrilled — 
first by having a voice good enough 
to attract a Romberg accompanist, 
and second by having him take time 
to play the piano for one to practice. 

Norene added, "He said my voice 
Is pretty good, but needs lots of train- 
ing." This comment was added In all 
modesty by I lie freshman Music Ed- 
ucation major. 



The College radio station, KSAC, 
has broadcast 4,618 lectures during 
the past two years on educational 
subjects of interest to the people of 
the state. 



IHhcukn World Affair* 
At Meet In v Monday 

Authorities on world affairs will 
discuss recent Allied conferences In 
relation to the forthcoming San Fran- 
cisco parley before K-State students 
and faculty members at 7:30 p. m. 
Monday In Recreation Center. 

Tentative arrangements have been 
made to have as guest speaker Cap- 
tain Badlgallo, of the diplomatic 
corps of the Bolivian government, 
who has been Invited to represent his 
country at San Francisco, However, 
If he is able to secure reservations to 
travel to San Francisco he will be 
unable to attend the local meeting. 

Prof. A. Bower Sageser, of the 
history department will discuss the 
Yalta conference; George Montgom- 
ery, professor of economics will dis- 
cuss the Bretton Woods meeting; Roy 
Durham, instructor of political sci- 
ence in Manhattan high school, will 
discuss the Dumbarton Oaks confer- 
ence and President Elsenhower will 
summarize the talks and discuss the 
San Francisco meeting. 

The YMCA, YWCA, business stu- 
dents and Collegiate 4-H Club are 
Jointly sponsoring the meeting. Dean 
Tiemann Is in charge. 



All white cats 
stock, are deaf. 



bred from white 
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We Cton't Afford 
To Stop Buying 

With the opening of the 
Seventh War Loan, the Indi- 
vidual purchaser will be called 
upon to a greater extent to in- 
vest in the war effort and save 
for peace. ThU means that a 
greater responsibility is being 
placed on you— students, fac- 
ulty members, laborers, office 
workers, — everyone must as- 
sume his share. 

This year there will be only two 
War Loan DrlYes ami the government 
will have to rait* almost ai much 
money from Individual" In th » 
three drives lam year. 

The Battle of Japan haa Just be- 
gun. It must be backed up, paid for, 
Hnd fought for by a free people, In- 
tent on sweeping the Pacific clear 
of fascist hate— forever. And we - 
need supplies In Kurope — r 
that must be paid for — by us! 

We may think that we can 
Mint War smmp thi* w««k and buy 
another hot fudge Hunda*>. That is 
our buslnem and all the fla«* waving 
in the world would not stop us. But 

Mtop to think. la It an obligation, a 
duty or a 



The Kitty's meow grows feebler as 
his lives tick away. With this Issue 
we figure he's about on the tall end 
or his eighth life. Of course, maybe 
Home of you have already declared 
him dead. 

Hear Davis Is bathing In talcum 
powder these days. Seems as though 
there was a little doubt down at the 
Dolt house as to whether the PI Phis 
or Chl O's rate highest. Who knows? 
Like I said David couldn't breathe 
for three days. 

Wouldn't like to May the Kappas 
were having any troubles getting 
dates Tor their ruahees last weekend 
but Ihey asked six PWs to lake their 
guests out Saturday night. 

Guess the Kappa Bigs don't believe 
in modern plumbing at least Bucky 
was seen taking a bird bath out In 
the middle of Laramie Street last 
Saturday night. The rest ot the 
brothers must have been loo tired to 
take him borne. 

So there's to be a party of the fa- 
mous Miami Triad. The pink and blue 
of our deah Betahs! The blue and 
white of the ancient Phi Delts! and 
lust, but might we say. foremost, the 
blue and while of the famous Sigma 
Chls! 

Poem No. 8 
The play girl type this KKG 
She's vnlsatile and soot 
But as for brains, 
She ain't got none 
And doesn't give a hoot. 

The old reliable grapevine Informs 
ub that Charles (I'm too old for 
Norbyt Bstingei was seen at the TKB 
formal with his freshman gal. The 
TKE party wns all right — sort of a 
Ludies Aid with a floor show. We 
guess they thought their dates would 
be bored with them. 



Norman Wins Mrholiit-Nlilp 

Maria Norman was presented with 
a $25 scholarship award by Phi Alphn 
Mu, honorary organisation for Jun- 
ior women in the School of Arts und 
Science, at t'ulvtn lounge last 
Wednesday evening. The award was 
presented by Mary Ann Luhnow, 
vice-president of the organization. 

Sophomore women eligible for Phi 
Alpha Mu next year were invited to 
dessert In Calvin lounge from 7:30 
to 8:30 Wednesday evening. Eunice 
Sloltenburg, president, was in charge 
of ihe table where dessert was served. 
— . 
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Eisenhower's 
Hidden Talent 
Comes To 



If we would turn back the pages 
of time at Kansas State to March 30, 
1920, we might learn some "Inside 
dope" about the president of our Col- 
lege, Milton 8. Elsenhower. President 
Eisenhower was then editor-in-chief 
of the Collegian. Not only did he edit 
the Collegian, but In this particular 
edition, he made a plea to the coeds 
on the campus. Couldn't be that our 
president was worried about being a 
bachelor! 

The following poem was taken 
from the Collegian dated March 30, 
1920: 

My name Is — 

Well— no matter. 

1 come from a farm 

Out In western Kansas. 
■ I thought I bad heard 

People say, 

That this here 

Leap Year 

Was the time 

When beautiful dames 

Went around 

Tappln' unsuspecting guys 

On the shoulder 

And asking them 

To become 

Their meal ticket. 

Well— 

I've been here 

Six months 

And I ain't even 

Had the chance 

To decline with thanks. 

I must say 

I think the girls 

Are making an awful 

Mistake. , 

I may not 

Be as good looking 

As Prof. Rogers 

But I got Just as many brains. 

I am sure Prof. Davis 

Has nothing on me 

For looks. 

Yet they are both 

Kind, hen-pecked husbands. 

Why is It, Eirlt? 

I can shake an awful 

Wicked leg; 

I play a durned good game 
Of checkers; 
And you'd be surprised 
But I have lots 
Of other traits 
Every bit as devilish. 
Address all applications 
With matrimonial Intentions, 
Care of 

The editor of the Collegian. 

(The woman hater.) 

Editor's Note: The name ot the 
person making this plea Is withheld 
on request but we may state that his 
first name has something to do with 
weights. 



Clothing Drive... 



Student >, who wish to help tie 
and puck clothing; for the cloth- 
ing drive may go to Brewer's 
Garage at A29 Poynti from 1 :SO 
tu 4 p. m. Saturday. Students 
i up at the YMCA 



Give Demonstration at I SO 

A demonstration on "Plain Foods 
and Party Dress" was presented to 
wives of officers and enlisted men 
at the USO Tuesday afternoon by a 
class in fundamentals of demonstra- 
tion. 



Animals grow faster In light col- 
ored cages, than in dark ones. 



Church News 



Christian Endeavor will have as 
Its topic Sunday night "Our Chosen 
Way in the Home." Vespers leader 
will be Loretta Stricklin. Mrs. J. D. 
Arnold will have charge of the fo- 
rum. 



April II. 1141 



* Bars and Stripes * 



The Newman Club will have . a 
breakfast and program after 9:30 
mass Sunday. That will be the clos- 
ing discussion of the school year. 



The new Sigma Eta Chi officers 
who were chosen at their last regu- 
lar meeting are: president, Mariana 
Mueller; vice-president. Louise Wells; 
recording secretary. Marilyn Mulvl- 
hill; corresponding secretary, Julia 
Munger. Other new officers include 
Caroline Perkins, Virginia Orand- 
fleld, Jody Hahn, Barbara. Drayer, 
Max) tie Elllng, Shirley Frefeomuth, 
Marion Terrlll, and Elaine Larson. 

Installation of officers was held 
Tuesday night and initiation was held 
for Marilyn Mulvihlll and Barbara 
Vasey. 



Lutheran Student Association stu- 
dents will hold their spring banquet 
Saturday at 6:30 p. ni. at the First 
Lutheran Church. Tickets may be 
secured from Dean Tlemann, Char- 
lotte Dorf. Ruth Carlson or Junior 
Hubbs. 



W 11 mot Receive* Award 

Sgt. Walter W. W 11 mot? former K- 
State student has received his third 
Oak Lear Cluster to his Air Medal. 
The award was made for "meritorious 
achievement" while participating in 
bombing attacks against military and 
industrial targets in the Reich. 



Dr. E. B. Pauley 



Complete Optical Service 

Phone S210 106 N. Fourth 



Word has been received of Jack 
Remtnele's promotion to the rank of 
corporal. He is now stationed with 
the Army in the quartermaster base 
depot on the HawaUan Islands. Cpl. 
Remmele entered the Army In June, 
1»43. and was trained at Ft. Warren, 
Wyo., before going overseas in Jan- 
uary, 1944. A graduate of Kansas j 
State College, Remmele was employed 
at Gallup. N. M,. prior to his entry) 
Into service. 



clusters and the Distinguished Fly- 
ing Cross for action there. He was 
returned to the United States In De- 
cember and after a period at a Cali- 
fornia rest camp was assigned to El- 
lington Field. He and Mrs. Appleton, 
the former Gloria Gish. are 
tbelr home In Houston, Texas. 
Lieutenant and Mrs. Appleton are 
former Kansas State College 
dents. 



Lt. R. T. (Dick) Schlndling. a for- 
mer student in mechanical engineer- 
ing, was reported missing in flight 
over Germany on February 23. Lieu- 
tenant Schlndling, whose home Is in 
Leavenworth, was a sophomore at 
Kansas State in 1943 before Joining 



Pvt. Marjorle I. Setter is convalesc- 
ing at the AAF regional hospital, 
Miami. Fla., after a tonsillectomy. 
Private Setter entered the WAC in 
July, 1944. She attended Kansas 
State College two years prior to her 
entry Into the service. 



First Lt. A. Allen Appleton has 
been assigned as Publications Director 
at Ellington Field, Texas, according 
to word received here. Lieutenant 
Appleton served with the Eighth Air 
Force in England and was awarded 
the Air Medal with four oak leaf 



KODAK 
FINISHING 

Enlarging and Copying 

Leave Films at the Canteen, 
College Book Store, or Varsity 



HOLLOWAY & BUM 

Matt. 



A letter was recently received from 
Maj. W. W, Berts, who was taken 
prisoner by the Japanese at the fall 
of the Philippines. The letter, dated 
October 13, 1944, was headed Caba- 
na tua re Prison Camp, in the Philip- 
pines, and inferred that he Was being 
moved with a number of other of- 
ficers to the prison camp on the 
Japanese mainland. He said, "Before 
departing I want to try to get a few 
lines to you to let you know I am 1 In 
excellent health and weigh 150 
pounds." The letter seemed quite op- 
timistic and be apparently knew he 
was about to be transferred to Japan. 
A graduate of Kansas State College 
with the degree of DVM. Major Berlz 
entered the regular army soon after 
his graduation and was stationed at 
Ft. Riley before the war. 



QUICK It KIWI KING 



Free Estimates , 
Satisfaction Assured 
Crystals 

Bands 



BRADSTREET 

WATCHMAKER 



Jim Romig's 

CONOCO 



«01 N. 



8 su at. to 8 p, m. 
Closed Sundays 



LUBRICATION ■ OIL CHANGE 



IMPORTANT CHANGES m &»£UAf 




Effective April 1, Overland 
Greyhound Lines announce 
arrival and departure 



Alt •cstdafti will b, clasgsd. 

Phone your Overlsnd 
Greyhound agent now to 
familiarize yourself with 
thess new 



UNION BUS DEPOT 
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Welcome 

All Visitors to Hospitality Days 

COME IN 
AND BROWSE AROUND 

The College Book Store 



of control on port bow," the lookout 
telephones to the officer on the bridge. Ever alert, 
this merchant seaman and his mates transport 
mountains of materials to every battle front. In 
spite of fog, storms and the enemy, they are deliver- 
ing the tools of Victory. 

Until the day of Victory comes, our job at 
Western Electric is to keep on producing vast quan- 
tities of communications and electronic equipment 
to aid every branch of our wartime services. In 
this work, many college graduates— both men and 
i— are serving their country well. 




Western Electric 
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K Club Initiates 
Eight Members 

The K club, fraternity for athletes 
who letter at Kansas State, held their 
meeting Monday for initiation of new 
members and election of officers for 
the coming year. 

Eight new members were initiated 
into the fraternity. They are: Dick 
Spencer, Ralph Stuesaer. Bill Schulu. 
Jack Kincheloe. Jay Payton, Dana 
Atkins, Larry McClaughry. and Har- 
vey Haas, The K club membership 
now totals 20, having 12 old mem- 
bers previous to initiation. The old 
members aTe August Boglna. Dale 
Cowan, John Ooforth, Harold Kl- 
nard, Robert King, Bob Mooney, 
Marvin Norby. Joe Rldgway, Jean 
Smith, Melvln Stelfel, Jim Uogles, 
and Russ Hardin. 

Election of officers was held at a 
short meeting following the initiation. 
Dick Spencer, star guard on the Wild- 
cat quintet the past season, was 
elected president: Bill Sehults, who 
also earned a tetter In basketball, 
vice-president and Russ Hardin, var- 
sity football guard, was elected sec- 
retary-treasurer. 

The K-alumni old timers in Man- 
hattan gave a dinner for the active 
members at the College Cafeteria im- 
mediately following the meeting. El- 
mer Hackney, former K-State great, 
showed a colored motion picture of 
a pro football game between Detroit 
and Boston In which "One Man Gang" 
Hackney scored three touchdowns. 




The Pi Beta Phis won first place 
In the girls' swimming meet which 
was held Thursday at 5 p. m. The 
Blitt Babes placed second, 
Kappa Gamma, third. Delta 
Delta, fourth, and Alpha XI Delta, 
fifth. 

The group winners of the ping pong 
tournament will meet for the finals 
next Monday. Those who have en- 
tered are Alpha Delta Pt, Alpha XI 
Delta, Kappa Delta, Pi Beta Phi, Del- 
ta Delta Delta, Clovia. Kappa Kappa 
Gamma, Cht Omega and the Blitz 
Babes. 

Practices for the volleyball tour- 
nament will begin next Monday. If 
the weather is good, practices will be 
on the courtB. If not. they will be held 
in the gymnasium. 

The tennis tournament schedule 
has been posted on the bulletin board 
In the women's gymnasium. Those 
women paired off should play their 
matches as soon as the weather per- 
mltB. 

The Pliema, club for women major- 
ing In physical education, will have 
dinner tonight at 6:30 at the GU- 
lett Hotel in honor of the graduating 
majors. Miss Katherine Geyer. Miss 
Eva Lyman, and Miss Ruth Kriehn 
will be guests. 



Barbara Gould Authority 
Speaks On Good Grooming 

"If It's a date. If it's a career. If 
it's popularity — your appearance 
counts," said Miss Gladys Bliss In her 
lecture on good grooming Tuesday 
afternoon In Wlllard Hall. This Bar- 
bara Gould authority on grooming 
came from New York to speak to a 
group of students in clothing classes. 

Explaining the Important role 
grooming plays In one's own morale, 
In home and social life, and In eco- 
nomic welfare, Miss Bliss showed how 
women can improve their appearance. 
This season's new fashion colors were 
shown in actual textile fabrics to Il- 
lustrate the makeup shade to be worn 
with each costume color. 

Amusing cartoon sketches por- 
trayed common errors in posture and 
showed methods of relaxing when 
nervous and mentally tired or when 
physically tired. Another sketch 
showed tne cbrrect posture for danc- 
ing, according to Arthur Murray. 



AGRs and Slg Alphs will conipeta 
in softball intramurals this afternoon 
on the southwest diamond while the 
TKEs meet the Jones Boys on the 
east diamond. Tomorrow the Kappa 
Sigs will play the House of Williams. 

Monday's softball games will be 
the TKEs against the AORb on the 
southwest diamond aud the Jones 
Boys against the Jr. A. V. M. A, on 
the east diamond. 

The Intramural golf tournament 
will be held April 21 at the Country 
Club at 1:15 p. m. 



Plans For I. S. A. 
Moving Forward 

(Continued from pag« cms) 

religion, and cooperatives. A list of 
current events relating to the ISA 
will be posted on the board In Rec- 
reation Center from now on. Also in 
that room will be reference material 
for the various nations. 

A budget of |800 has been approved 
by College officials for the Interna- 
tional Security Assembly, according 
to the planning committee. 

Several pertinent and valid ques- 
tions concerning its methods of or- 
ganization have been received by the 
International Security Assembly. 
Students ask why so many organized 
houses were selected as the national 
units: why those persons living in 
unorganized houses were given so lit- 
tle time to choose their countries; 
and why the suggested program In- 
cludes banners and songs of the coun- 
tries as well as the sober study of 
their International problems. 

The students, who were chosen 
from about 40 Interested persons to 
act as the steering committee of I. 
S. A., admit that they have worked 
through organised houses because 
those form the most convenient 
groups for ready contact. Further- 
more, by their Inclusion of relatively 
large numbers of students, such 
houses are able to constitute study 
units more easily and more continu- 
ously. 

The steering committee recognizes 
that it failed to give students who live 
in very Bmall units adequate time to 
organize and wants them to know 
that they still may Join with any 
house which Is already a nation, may 
become some nation not already cho- 



or may participate in one of the 
international preaiure groups. 

It la not Intended that the Interna- 
tional Security Assembly shall be a 
Sag- waving affair, but for each na- 
tion to know some of Us own national 
customs, symbols aud songs seems a 
reasonable suggestion. The more the 
students of a given country can come 
to see its own ambitions and biases 
and try to iron them out In commit- 
tee meetings with other nations, the 
better able they should be to appre- 
ciate the difficulties facing those 
world planners who will soon meet In 
San Francisco. 

The meeting which will be held 
Monday evening at 7:30 In Recrea- 
tion Center should be of especial In- 
terest to the members of all countries. 
Several speakers will explain tbe pro- 
posed peace plans. 



Basketball . . . 

Coach Frtti Knorr announces 
that spring basketball practice In 
being held daily from 4: IS to 
B:80 p. m. Anyone who is In- 
tmwtrd Is naked to report to 
Knorr at the Athletic Office. 



CLASSIFIED 



Class Edits 'Prop Wash* 

Helen Clegg, sophomore In Indus- 
trial Journalism, Is the editor of "The 
Prop Wash." a paper published by 
printing students in journalism. 
Other staff members are Betty Brown 
Burton, assistant editor: Rowena 
Pippin, newB editor; Charlotte Lam- 
bert, society editor; Betty Hogan, 
sports editor: Libby Raymond, fea- 
ture editor. 



Barney Youngcatnp. Notary Public 
and Realtor. Day or Night. 1224-A 
Morn. Phone 3380. 
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BREWER 

MOTOR CO. 

6th and Poynta 

PHONE 4444* 

EVERY SERVICE 
FOE THE MOTORIST 



6 Student* Represent ESC 
At K. C. High School* 

Five Kansas State students Jour- 
neyed to Kansas City this week to 
represent the College among high 
school students there. They were 
Betty Carr, Em ben Coles, Pat Fair- 
Man. Joyce Crlppen and Ruth Fenton. 

The group gave a program of songe 
by Pat Fair man. Joyce Crippen and 
Ruth Fenton, and a technicolor mov- 
ie depicting life on the Kansas State 
campus. The trip was sponsored by 
the SGA. The students were assisted 
In Kansas City by Waiter Atzenweller, 
president of the Kansas City Alumni 



Men trained by the College under 
Army training programs In 1943-44 
totaled 2,243. 
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Shows: 9:80 - 7:00 - 0:00 



TODAjr Thm SATURDAY 
*L0 ttt ANGEL" 

With 

Margaret O'Brien 

James Craig 

Marsha Hunt 

SUNDAY 
MONDAY and TUESDAY 
"GIRL CRAZY" 
wtth 

MICKEY ROONEY 

JUDY GARLAND 
TOMMY DOR8EY 
and HIS ORCHESTRA 

WEDNESDAY j-i c Plus 
THURSDAY ' Tax 
"FOOTLIGHT 

SERENADE" 

with 
PAYNE 

BETTY GRABLE 



STARTS SUNDAY 
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There la no such thing as a moral 
or an immoral book. Book* are well 
written, or badly written. That Is 
all. 




We'll Take 
the Shirt 
off Your Back 



And you'll be tickled pink 
when we do. 

Our in-an-outer shirts for 
men are really going to at- 
tract a lot of attention. 

Long sleeves, and with the 
two-way collar, worn with 
or without a tie. Plus 
roomy shoulders. 

Every feature that makes a 
sport shirt sporty and com- 
fortable. 

Priced at $3.95 to |7.M 



- — 



— 



MANHATTAN ARTIST SERIE8 
. . . Presents . . . 

CHARLES KULLMAN 

AMERICA'S GREATEST ROMANTIC TENOR 
Favorite of Opera and Radio 

Tuesday, April 24 

Stlfi P. M. 

COLLEGE AUDITORIUM 

AduRs 91.75, «3.50 i—t Students 91.35 Tax Inc. 

TICKETS AVAILABLE 
Music Store Mall Orders 



Box Offlro Open 2 to 6 p. m., April 10, 30, 28, 34 




TODAY — SATURDAY 
Double Feature 
France* Litmrfunl 
* l„ 

DIXIE JAMBOREE 

PLUS 



ALLAN LANE 
la 



STARTS SUNDAY 



PURPLE PEPSTERS 

> 

Sponsor the 

Vice Versa Varsity 

AVALON 

SATURDAY, APRIL 21 



$1.00 plus tax 
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In 
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OF 1945 
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-College Calendar- 

Tharsday, April 19 

Collegia** 4-H Club Meeting, Rec- 
reation Center, 7:.*W> to 0:80 p. 
m. t 

Mortar Board Meeting, Calvin 101* 
H:84> to 0:80 p. m. 

Home Kronofnir* Hospitality Re- 
eeptkm, Thotnpnon Mall, I to 10 
p. in. 

XI Delta Hoar Dance for 
7 to 8 p. 



Friday, April 20 
Honpltallty Day 

F. P. A. Meeting, Education 7, 

% A* m* to II p. ni* 
Hospitality Hop, KorreaUon Cen- 
ter, to 11 p. m. 
Triad Dance, Country Club 
K -stale Player* Rehearsal, Andl- 

torium, 7:80 to 11 p. in. 
Phi Delta Theta-Hela Theta PI 
Spring Party, Cuunlry Club, H: 45 
to 11:48 p. in. 

11 



Villi Club, A 227, 7:86 to 0:80 p. 
■ m. 

Saturday, April 81 

P. P. A. Meeting, Education 7, 8 
a, m. to A p. m. 

K-Htato Player* Rehearsal, Audi- 
torium, 1 to R p. tu . 

Purple Peputor V ire- Versa Vani- 
ty, Aval on, to 12 m. 

Sunday, April 22 

Recital, Auditorium. \\ to 6 p. m. 

Monday, April 23 - 



son 206, 7:80 to 10 p. m. 
YWCA Cabinet Meeting, Calvin 

107, 7:18 to 8: la p. m. 
OrrtiexU, NirhoJ* 1, 7 to 0:80 p. m. 
Knwenible, Music Department, 
Auditorium, 7:80 to 8:80 p. m. 
VWCA Leadership Council, Calvin 

101, 8:18 to 8:80 p. m. 
K-Btate Player* Rehearsal, Bdura- 

tion 80S, 7:80 to 10 p. m. 
Aptitude Tests, Wlllard 101 and 

118, 7 to 10:80 p. m. 
YW-YM College 4-H Buslneas Hlu- 
Worid Oon- 
r,7:80 
to 10 p. m, 

Tuesday, April 24 

Orchestra, Auditorium, 7:15 to 10 
p. m. 

Aiilata Series, Charles Knllman, 
Auditorium, 8:18 to 13 



ion 
to 1& 



Formal Parties 
Highlight Weekend 

The annual THE sweetheart ban- 
quet and ball was held Friday eve- 
ning at the Country Club. Miss Nancy 
Wilcox, Kappa Kappa Gamma, waa 
Introduced as the 1345 TKE sweet- 
heart by Al Maxfleld. 

The receiving line included Doyle 
Kern, Delia Gray Smith. Mr*. Pearl 
Remmele. Mrs. Jam en Jackson, Prof, 
and Mrs. C. A. Dorf, and Prof, and 
Mrs. M. J. Caldwell. 

The decorations In the dining room 
were carried out In black and white, 
and the ballroom was decorated In 
cherry and gray, TKE colors. Ross 
Schlmmels' band f urnished the mu- 
sic. At intermission the Melodlanns, 
Patt Fair man, Joyce Crlppen, and 
Ruth Penton, sang "My Dreams Are 
Getting Better All the Time" and 
"A Little on the Lonely Side;" and 
Miss Alice Becker tap danced. At 
the close of the ball Charles Ealinger 
sang "Goodnight, TKE Sweetheart." 

KD Formal 

The Kappa Deltas entertained their 
dates Saturday evening at their an- 
nual spring formal. The chapter 
house was transformed Into an under- 
water dream world with 
of life-size under-water 
trayed on the walls of the rooms. At 
the mouth of a cave was revealed a 
partly opened treasure chest filled 
with Jewels and an octopus lurking 
nearby. The couples danced under 
colored fish In blue-lighted rooms. 

The receiving line included Bar- 
bara Davis, Francis Bayslnger, Mrs. 
James Jackson, Mrs. 'Kathleen 
Scbmltt, Mr. and Mrs. Lloyd E. MU- 
Hson. Out-of-town rushees were 
guests. 

Music was furnished by recordings. 
Punch was served during the eve- 
ning and at Intermission. 



8 to p. m. 

I* AMMM-Lttfgn 

Country Club, 8:80 



m. 



Amerk-uu Chctnlral Society 
Wlllard 118. 
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K8C Alumni Association 

Keeps Gratis Informed 

Graduating seniors and former 
students are being urged to join the 
Kansas State College Alumni Asso- 
ciation In order to keep up-to-date 
with College activities when they 
leave. 

In normal times graduates hold 
their class reunions. But this year, 
due to transportation difficulties, it 
Is impossible for many of tbe former 
graduates to return for the reunions. 
However, the annual class luncheon 
at the College Cafeteria will be held 
at noon, May 19. Tbe annual meet- 
ing of the Alumni Association will be 
at 2 p. m. in Recreation Center. The 
graduating (lass will be the guests 
of the alumni at the alumni-senior 
dinner Saturday night, May 19. 



Wednesday, April 25 

Pi Beta phi Pounders Day 
quet, Country Club, 6 p. 
Pluym Rehearsal, 
7:80 to 10 p. m. 



Thursday, April 26 

Mortar Board Meeting, 

8:80 to 0:80 p. m. 
Phi Alpha Mu Meeting, 5 
lc» Hall, 7:80 to p. m. 
K-Ntate Player* Rehearsal, 
7:80 to 10 p. m. 
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Bracelets 

ROPE or TWISTED 

Plain with 
hammered designs 

GOLD — SILVER 

Just in 

PAUL DOOLEY 

JEWELER 

AagicTlU* i 



FLOWEBS 
For All Occasions 

Martin's Flowers and Gift* 



STUDENTS 

Welcome 

to Our 





Days 

— — 

College City 
Bu$ 

Dial 4140 



GREETING CARDS 

Mother's Day — Graduation 



A CARD FOR EVERY OCCASION 



CO-OP BOOK STORE 



— 



SOCIETY 



Betty Wllley, Alpha Belt, 

chocolates Sunday as she 
chained the pin of Jake Mosier. 
Slg Alph president, to her own. 

Elizabeth Crnndall and Ted Reed, 

Sigma Phi Epsflon. will be married 
at St. Paul's Episcopal Church to- 
morrow afternoon at 6 o'clock. 
Elizabeth is the editor of the 1946 
Royal Purple. 

Rone* at Van ZO> Hall announced 
the marriage of Marjorie Rasure to 
Clarence Thompson, chief machinist's 
mate, UBN, at Goodland Sunday. 

Marjorie Caldwell, Chi Omega, f. 
tv, was married Saturday in Hutchin- 
son to S/Sgt. Ray Roth. 

Chocolate* at Annex I April 11 
announced the engagement of Cath- 
erine Corbln to U. (Jg) Walter R. 

B. Hall. 

Chi O alum, Mary Ellen Hender- 
son, told of her engagement to 
Chester Stewart with chocolates at 
the chapter house recently. 

Women of Hill's Height* were 
hostesses at a dance Saturday eve- 
ning for enlisted men from Fort 
Riley. ' 

Pat McVay of Hill City Is wearing 
the double blue and gold pledge rib- 
bons of Alpha Xi Delta. 

•Alpha XI Delta had open house for 
TKE's Thursday evening from 7 to 8. 

Jane McDonald of Charleston, 8. 

C, Chi Omega national visitor, was 
a guest of the Kappa Alpha chapter 
last weekend. 



Kansas Industrialist 
Celebrates 70th Year 

Tuesday, the Kansas Industrialist 
celebrates its birthday with the com- 
pletion of 70 years of continuous pub- 
lication. 

The paper was flrst issued April 
24, I87B, during the term of John 
Alexander Anderson, the second pres- 
ident of Kansas State. The early 
volumes of the paper are filled with 
his writings. For 70 years The Kan- 
sas Industrialist has served as a chan- 
nel for communication between the 
administration and the public, and 
the tiles of the paper furnish an au- 
thentic history of the early days of 
the College. 

Prof. R. R, Lashbrook, head of the 
Department of Industrial Journalism 
and Printing, l s the Industrialist's 
present editor. 



College Trio Plays 
Sunday Afternoon 

Tbe College Trio will present a 
program Sunday afternoon at 4:11 
In the College Auditorium. Richard 
JesBon. pianist; Max Martin, violinist; 
and Lyle Downey, cellolst, compose 
tbe trio. 

Their program will include Hay- 
dn's "Trio No. 30 in D," "Trio Op. 
150" by Mrs. H. A. Beach and "Two 
Waltses" by Scheutt. The public is 

invited. 



' Fish suffer no pain when caught 
on a book, as they have few nerves 
around the mouth. 
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HOSPITALITY 
DAY 
GUESTS 
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REED'S 

TIME SHOP 



KngdieeHng Council Fleets . 

Robert Jackson was elected presi- 
dent of tbe Engineering Council for 
next year at an election held recently. 

The vice-president will be Claud 
Shelor. Donald Ransom was elected 
secretary, and Otis Cross is the new 
treasurer. Robert Stone will repre- 
sent the Juniors on the council. 



HUNGRY? 
Come in 

Johnson's 
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Along the Union Pacific main line- 
between stations— a signal flashes red. 
lbs train slackens speed and stops. The 
engineer grabs the whistle cord . . . one 
long and three short blasts. That's a sig- 
nal to the flagman. It is his doty to give 
adequate warning to any train following. 
To do so, he walks a sufficient distance 
to the rear to insure roll protection. 

This is one of the many precautionary 
measures taken by Union 
other railroads — to protect 



important in wartime. Trainloads of 
troops and essential materials are con- 
stantly on the move over Union Pacific's 
Strategic Middle Route uniting the East 
with the Pacific Coast 



lust as the flagman protects his 
is it the job of all Americans to provide 
for future security by buying bonds and 

n help stabilise 
the American 
traitor lnaiviauai enterprise ana initiative. 
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World Peace 
Explained 
Monday Night 

"We must work out some sort of 
arrangement for a world organisa- 
tion which will provide for a means 
Of cooperation between the victorious 
Allies or we will be on the road to 
the next war," said Dean It. L Thack- 
rey to a group of approximately 400 
students and faculty members in a 
discussion of the possible outcome of 
the San Francisco Conference. The 
meeting was held in Recreation Cen- 
ter Monday night. 

This meeting was sponsored by the 
Business Students Association, Col- 
legiate 4-H Club, YMCA and YWCA. 
The committee consisted of Art Rose- 
berg, Stanley Stuart and Delbert 
Clark with Dean V. Tlemann as chair- 
man and Dr. A. A, Holtz as faculty 
advisor. 

Dean Thackrey waB one of Ave 
speakers who discussed the peace con- 
ferences leading up to the San Fran- 
cisco conference. George Montgomery, 
professor of agricultural economics 
at the College, spoke on the Bretton 
Woods Conference. Roy Durham, 
professor of Social Science from the 
Manhattan High School, talked on 
the Dumbarton Oaks Conference. 
The Yalta Conference was briefly 
outlined by Prof. A. B. Sageser. pro- 
fessor of history. Dr. A. A. HoRs, pro- 
fesBor of economics and sociology, 
spoke on the Mexico City Conference. 

The conferences were summarised 
by Dean- Thackrey and fie added, 
"The results of the San Francisco 
Conference will be merely the begin- 
ning of a long hard struggle to build 
a peaceful world." 

"In the postwar period It 1b highly 
essential that we do have some cen- 
tralized authority for our monetary 
and International relations. We 
should not postpone consideration of 
proposals set up at the Bretton Woods 
Conference until we feel we have a 
perfect arrangement," said Professor 
Montgomery. 

Representatives of 44 countries 
met at Bretton WoodB, N. H., July 
1-22, to discuss monetary and finan- 
cial problems we have had In the past 
and will have in the postwar future. 
Briefly, this proposal was to substi- 
tute cooperation for competition. 

Professor Durham discussed the 
plan of the Dumbarton Oaks Confer- 
ence which was worked out last fall, 
August 21 to October 7 by the Big 
Four: Russia, Great BrKain, China 



Seniors . • . 

Senior Class Picnic will be 
held at s unset Park tomorrow 
and the group will meet at 8 p. 
m. at the Watertower acroae 

will be held at the Aval on to- 
morrow at * p. ru. Tickets 
be purchased from Mary 
Monroe, Jean Peek, Gerald 
Goetoch, Marlon Shields, 
nd Jim Ingles, 



Honorary Frat 
Installed Here 



Honor Students 
At Recognition 
Assembly 

Malcom F. Stewart, professor of 
philosophy at Illinois State College, 
will speak on "The Conflicts of Phi- 
losophies" at the Twenty-Second An- 
nual Recognition Assembly at 9 a. 
m. Wednesday. Honors in scholar- 
ship will be announced at this time. 

Phi Kappa Phi, Sigma XI, Gamma 
Sigma Delta, Omlcron Nu and Sigma 
Tau members elected for 1946 will 
be announced as well as honorahle 
mention for Phi Kappa Phi. Newly 
elected members of Mortar Board, 
Prix and Quill Club will be named. 

Announcements of the American 
Institute of Architecture Award to 
be presented to the senior for excel- 
lence in architecture and the Chi 
Omega award in sociology will be 

made - officers or the new Kansas State chap- 

The senior in home economics with ter. 

the highest grade average for four The „ ew offlcera are Pal| , ine Flook _ 
.years will be announced, also, the pre8ldeIlt: Ralpn Fw . lmaili ¥lfie . 
■one with the highest average for her | pre8laent; Craijf Bracken, secretary: 

jun.or and senior years. The Omicron I Dean T , emaiin> treasurer; Margaret 

Nu Freshman Scholarship winner for Ann Cadwell hiator ian. 

1943-4 4 will be announced and hon-' 

orable mention for freshmen and The new * tolltrted offlcerB took 
sophomores will be given. 

New members of honor societies 
will be announced as well as honors 
won in oratory and extempore speech, 
debate and rifle competition. 



of the excellance of the 
dramatic activities of 10 members of 
the Kansas State Players, the thirty- 
ninth chapter of National Collegiate 
Players was Installed on the campus 
last Sunday. 

This organisation, also known as 
PI Epslton Delta, is the most prom- 
inent honorary drawiatic fraternity 
in the country. A strictly honorary 
society, it has as Its aim the encour- 
agement of leadership not only in 
collegiate dramatics, but In commu- 
nity dramatizations as well. 

Howard C. Morgan, executive sec- 
retary and treasurer of the national 
organization was here to install the 
Kansas State chapter. Mr. Morgan, 
head of the speech department of 
Earl ham College, Richmond. Ind., 
first became interested in speech dur- 
ing his undergraduate days st Kansas 
University as a student of Dr. How- 
ard T. Hill. Dr. Hill is now bead of 
the speech department here. Morgan 
became a member of National Col- 
legiate Players while securing his 
master's degree at the University of 
Wisconsin. 1 

Prof. W. C. Troutmau, who assisted 
Morgan at the Kansas State instal- 
lation Sunday, was a charter member 
of the National Collegiate Players 
when it originated at the University 
of Illinois 26 years ago. Professor 



Hope Watts Wins $100 
e Ec Scholarship 



, Ellen Hauke Is the new social chatr- 
Troutman and Morgan initiated the man 



members Bony Caldwell, 



charter 

Martyn Hurd. Ruby Wilson, Carol lOreenawalt with Mary Eleanor Smith 
Halbower and Hubert Coles. Follow- 
ing the ceremony, dinner was served 



I [DM 



Hope Watte, junior home economies student, was awarded the 
Margaret Justin Home Economics Club Scholarship of $100 at 
the Hospitality Day reception Thursday night. Ruth Fenton 
was announced the freshman woman of last year to receive the 
Omicron Nu Scholarship for scholastic achievement. 

Mary Alice Doll was intro- 
duced as the representative se- 
nior of the school. Dean Mar- 
garet Justin announced the 
names of the senior women who 
had the highest scholarship rec- 
ord for four years of college 
work. They are Arlene Shields with 
a 2.68 grade average. Leora Bentley, 
2.57, and Mary Alice Streator, 2.98. 
Scholarship honors for two years' 
work were given to Rata Redmond, 
3,64. Marjorie Hawkins. 8.69, and 
Mary Alice Streator. 2.86. 

-Officers of the Margaret Justin 
Home Economies Cluh Tor the com- 
ing year were Installed. Betty Swan 
Is the new president; Rachel Gos- 
sard. vice-president; and Jean Sut- 
ter, secretary-lreaBurer. 

Omicron Nu Member* 

New members of Omicron Nu, hon- 
orary home economics organisation, 
introduced are jfUma Vance. Eliea- 
beth Grimes, Faye Jean Oleason, 
Betty Gall Parker, Anne Elisabeth 
Darby, Hope Watts. Mary Long, 
Louise Wallerstedt, Norma Sue Ed- 
wards, and Betty Swan. Phi Kappa 
Phi members from the School of 
Home Economics Introduced were 
Mary Alice Streator, Arlene Shields, 
Eunice Nlblo, Louise Schliter Beet, 
Ruth Redmond, and Alice Beardsley. 

Dr. Martha Plttman, head of the 
Department of Food Economics and 
Nutrition, was presented a silver 
bowl In appreciation of the 26 yenrB 
she has taught at this college. 



Select New 
YW Cabinet 



Mrs. Dorothy Downey, executive 
secretary of YWCA, has announced 
the new YWCA cabinet which will 
head the group the coming year. 

Tht» group will be led by Frances 
Ewart as president ; Betty Jean 
Yapp, vice-president; Beth Jarvls, 
secretary; and Bonnie Smith, treas- 
urer. 

The District Council Representative 
will be Dorothy Cochran. Margaret 
Parker and Patt Falrman are col- 
lege sister chairmen. Lola Melsncr Is 
the International Security Assembly 
representative whjle the membership 
and community Tsheat chairman is 
Florence Merriam. 

Aylo Albertson will be chairman of 
[arums aud Betty Jean Yapp will 
direct freshman fellowship. The 
program chairman ia Jean Selby and 



Ella Mae Stlnson and Betty Stark 
are the baiaar chairmen; Shirley 
Frelenmuth, carnival chairman; Ann 
Huddleston and Patty Pilfer, Y-Wag 
editors. Verona McKinley will be 
in charge of publicity for unorganised 
students; Libby Raymond, poster 
making; Hannah Bacon, publicity 
tor houses. 

The worship chairman Is Jean 



Josh Lee Speaks 
At Assembly Today 

Josh Lee, member of the Civil 
Aeronautics Board, is speaking at a 
student assembly this morning at 11 
on "Flying in the Future." 

Mr. Lee was the Oklahoma repre- 
sentative to Congress from 1936 to 
1937, Senator from 1937 until 1943, 



in the Gold Room of the Wareham 
Hotel (or the new Initiates. 

Asst. Prof. Earl G, Hoover is re- 
sponsible for the installation of this 
honorary dramatic society at Kansas 
State. Since the fall semester of 1943 
Professor Hoover has been working 
hard to establish such an organiza- 
tion on our campus. 

Some of the ramous speech schools 
of America belonging to the frater- 
nity are University of Southern Cal- 
and was appointed member of the I lfornia ' Vnlnnky «' Illinois. Univer- 
Civll Aeronautics Board. February t, slty of Wisconsin, University of Iowa. 
1943. 



Freshman counselors for the next 



and Virginia Lee Epp as hostess chair- 
men. The leaders of the workshop 

groups are Mary Shuss and Marlyn year w, *"\ * ' ,„ Thpw 

1 son, retiring head counselor, i ney 



and Earlham College, Richmond, Ind. 

Students interested In drama, earn 
the right of membership In this hon- 



Context Of Revised S. G. A. Constitution 



The student body will go to the 
polls May 1 1 to vote on the Constitu- 
tion of the Student Governing Asso- 
ciation as revised by the Student 
Council. The revised Constitution 
reads as follows: 



and the United States. The new name 

for the World Organization suggested Mr. Lee spoke at a high school as- 
at Dumbarton Oaks was "The United sembly easier this morning and at 
Nations." 8:30 p. m. he will address a Chamber orary fraternity through their work 

The general setup would be an of Commerce forum dinner meeting, in the Kansas State Players, 
assembly composed of all nations — 
meeting annually, each nation hav- 
ing one vote, to give general consid- 
eration to matters which are likely 
to lead to war. 

The Yalta Conference, held Febru- 
ary 11, marked a turning point in 
American history. Professor Sageser 
explained that the defeated Germany 
Bhould be divided among France, 
United States, England and Russia, 
for military supervision. Plans were 
made at this conference for the San 
Francisco Conference. 

Dr. Holtz, substituting for Captain 
Badigallo, a member of the Diplo- 
matic Corps from Bolivia who is at- 
tending the San Francisco Confer- 
ence as *a representative of the Bo- 
livian government, told of the Mexi- 
co City Conference. 

At this meeting, all the nations 
agreed upon the same principles as 
the Monroe Doctrine, and It wbb again 
indorsed. Other orders of action were 
set up and agreed upon by the na- 
tions of the Western Hemisphere 
with the exception of Argentina. 



Students To Apply 
For Editorships 

Applications lor editor and bus! 
ness manager of the Collegian, both 
for summer school and fall semester, 
and editor of the 1-948 Royal Purple 
must be turned In to Prof. R. R 
Lash brook, head of the Department 
of Industrial Journalism and Print- 
ing by May 4. 

Application blanks may be ob- 
tained in K106. Any student who 
meets the scholastic requirements for 
participation in college activities Is 
eligible to apply for these positions. 



Hurd, community service; Annie 
Gardner and Jane Fagerberg, reli- 
gion; Jo Ann Stoecker, world organ- 
ization: Pat McCrary, political ef- 
fectiveness; Mary Brass and Jeanne 
Patterson, racial equality; and Ruth 
Gilmore, full employment. 



Notice! 

College women seen wearing gold 
tassels tomorrow are the newly 
elected members of 



X-Ray Reports 
The chest X-ray reports for each 
student have been mailed through the 
college post office. 



The constitution and by-lawn are 
adopted for the purpose of placing the 
control and advancement of (Undent 
interests find activities In the hand* of 
the student body. It la the firm belief 
that self government will cause In- 
creased responsibility among the stu- 
dents resulting In higher Ideals and 
better co-operation, ao that college ad- 
ministration of student affairs shall be 
wary. 



The year 1894 marked the Intro- 
duction of electric lighting on the 
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ARTICLE I — NASI K 
Section I. The name of this Assocla- 
tlon shall be the Student Governing As- 
sociation. 

See. 2. The name of the executive body 
^na^. h Ur« n rWnci. AH,,OHatt ' ,,, 

ARTICLE tl — MEMBERSHIP 
Sec. 1. All undergraduate students 
enrolled at Kansas State College shall 
be members of the Student Governing 
Association. 

ARTICLE III— MEETINGS 
Sec. 1. Meetings of the Student Gov- 
erning Association shall be held at leant 
once each semester. 

Sec. 2. Ten percent of the members 
of this Association shall constitute a 
quorum. 

ARTICLE IV— STUDENT COUNCIL 

Sec. 1. The Student Council shall con- 
sist of nine (9) members, each school 
having that proportion of members 
which Its total enrolment bears to the 
total enrolment of the Student Govern- 
ing Association. 

Sec. 2. In case the membership of the 
Council shall fall below nine (9) mem- 
tiers, the vacancy shall be filled by the 
Student Council, with the approval of 
the Faculty Council on Student Affaire. 

Sec. 1. Ths officer* of the Student 
Council shall be a president, a vice- 
president, a recording secretary, a cor- 
responding secretary, a treasurer, and 
such other officers as the Student Coun- 
cil shall deem necessary. 

Sec. 4. The officers of the Student 
Council shall be elected by the members 
of the Council at a meeting presided 
over by the President of the previous 
Council. 

Sec. 5. A majority vote shall be re- 



quired for the election of the officers 
of the Council. 

Sec. fl. Officers of the Student Council 
shall hold their respective offices In the 
Student Governing Association and 
shall perform such duties as prescribed 
to their offices. 

ARTICLE V— ELECTION OF STUDENT 
COUNCIL M UMBERS 
Sec. 1. Any member of the Associa- 
tion with a sophomore rating or above, 
who meets the scholastic requirements 
of Kansas State College to participate 
in extra-curricular activities, and who 
has paid the Student Activity Fee, shall 
he eligible for election to membership 
In the Student Council. 

Sec. 2. The date for the election of 
members of the Student Council Shalt 
be fixed by the Student Council In of- 
fice, hut shall he In the Spring sementer 
and prior to April !.'•. 

See. 3. Election shall be by ballot. 
Sec. 4. Each member of the Student 
Governing Association shall vote only 
on the candidates from his school. 

Sec. 5. From each school, the rjuota 
of candidates receiving the highest 
number ef votes shall be declared 
elected to membership of the Student 
Council. It Is provided that there shall 
be minimum of one member from each 
school and one woman Included from 
the School of Arts and Sciences. 

ARTICLE VI— DUTIES OF THE 
COUNCIL 
Sec. L The members elected by the 
Council shall supervise the following 
special matters. 

Vice-president » Discipline 

Recording Secretary Social Affairs 

Pep chairman School Spirit 

Board of Public Relations 

(S members) Public Relations 

Sec. 2. The Student Council shall act 
on matters of student Interest and wel- 
fare, and specifically on matters con- 
cerning social affairs, student organisa- 
tions, public relations, discipline, fi- 
nance, and school spirit. 

Sec. S. The Student Council shall sit 
as a court for determining the facts In 
all cases involving violations of Stu- 
dent Governing Association regulations, 
and shall recommend to tbe President 
of the CollegS'the penalty for violation 
and the time and manner of Its appli- 
cation. 

Sec. 4. The Student Cotfncll shall elect 
a dance manager who shall manage at) 
Student Governing Association varsities 
and shall be directly responsible to the 

Student Council. 

ARTICLE VII— FACULTY APPROVAL 
1. All actions of the Student 
1 or of 



are Rachel Oossard.- Hannah Bacon, 
Virginia Buster, Maxlne Church, 
Miriam Colyer, Doris Dickey, Ruth 
Fenton, Neva Jean Fleener, Shirley 
Frelenmuth, Irene Greer, Carol He- 
ter, Helen Jenkins, Beverly Ann 
King, Betty Jo Mc.Caustland, Flor- 
ence Merriam, Kathleen Petterson, 
Margaret Richardson, Alice Schobel, 
Helen Smith, Betty Swan, Hope 
Watts. Ruth Wilklns, Neva Wtlklns, 
Dorothy Wilson, and Jeanette Put- 
nam. 

In the receiving line were Arlene 
Shields, president or the Margaret 
Justin Home Economics Club: Dean 
Margaret Justin, Dr. Martha Pltt- 
man. Dr. Lita Bane, Jean Peck, gen- 
eral chairman of HoBpltallty Day; 
and Prof. Dorothy Barfool. 



and binding iiLioii all students unless 
i hey shall be <l I hup proved by the Fac- 
ulty Council on Student Affairs and the 
president of the college. 

ARTICLE VIII — INITIATIVE 
Sec. 1. Initiative: (a) Any member of 
the Association may Initiate legislation 
hy presenting M In writing to the Btu- 
ilenl Council. If after thirty (80) day a 
ths Council refuses to pass or act upon 
the proposition. It shall be submitted 
to the members r > r the Association In 
a special meeting. Any measure when 
passed by a majority of those voting 
Mhall lie effective when approved by the 
Student council. Faculty Council on 
Student Affairs, and the President of 
the College, (hi Any matter requiring 
action by the Student Council, that Is 
not brought before ths Council for a 
recommendation within one week after 
being submitted to the President there- 
of, may be referred to the Faculty Coun- 
cil on Student Affairs by the Interested 
party. 

Sec. 2. Referendum: Any legislation 
Involving rules »ud regulations of the 
Student Council enacted during the pre- 
vious year may he submitted to a vote 
of the members of the Association upon 
petition of ten percent of the members 
of the Association. Such legislation is 
annulled prmideo fifty (f.O) percent of 
the members of the Association csst 
their vote, with xixty (80) percent of 
those voting favoring the snnutment. 

Sec. 8. Recall: Members of the Stu- 
dent Council may be recalled upon pres- 
entation of a petition of ten (10) per- 
cent of the Student Governing Associa- 
tion to the Faculty Council on Student 
Affairs. The latter shall call a recall 
election, provided fifty (B0) percent of 
the members of ths Association cast 
their votes, a sixty (80) percent vots of 
the number voting shall be necessary 
for recall. 

ARTICLE IX— AMENDMENT 
Sec 1. Initiation: Amendments to this 
constitution may be Introduced by any 
member of the Student Council and 
may be approved by a majority there- 
of, or by a petition of a hundred (100) 
members of the Student Governing As- 
sociation presented to the President of 
the Student Council, In which cans the 
Student Council must submit ths 
amendment to the Student Governing 
Association for ratification. 

Sec. t. Ratification: Ths Student 
Council shall call an election to be held 
after the proposed amendment has been 
printed In two consecutive issues of the 
Collegian. Provided fifty (60) percent 
of the members of the Association cast 
their vote, sixty («) percent of the 
number voting s 



Christian Movement 
Holds Conference Here 

The conference of the Student 
Christian Movement for the Kansas 
District wilt bfi held at Kansas State 
tomorrow, Saturday, and Sunday. 
Student Christian Movement includes 
YWCA. YMCA, and other affiliated 
church groups. 

Lois Croiier, Regional Secretary of 
(tie YWCA, will speak at the flrBt 
meeting of the conference, which 
will be held In Recreation Center 
tomorrow at 7 p. m. MIbs Croiier 
will speak on "We Look at Our Stu- 
dent Christian Movemenl and Define 
Our Purpose. 

At 7:30 a. m. Saturday the group 
will go to a breakfast at tbe cafeteria. 
The Rev. Charles Hulac, new Region- 
al YMCA Secretary, will speak at 
the opening session Saturday at 
8:4b a. m. on the topic "The Lost 
Radiance of the Christian Faith.' - 

At 9:46 a. m. Saturday the work- 
shop groups will meet. Peace time 
conscription and "San Francisco," 
clarifying our Christian faith, and 
campus racial iimiea will be discussed. 

Saturday afternoon there will be a 
session for new cabinet members and 
officers. This meeting la one of lead- 
ership training for offlcerB and chair- 
men. Saturday at 6:30 p. m. an In- 
ternational banquet will be held In 
the Methodist Church. Miss Marjory 
Hyer will speak on "World Student 
Christian Federation,," 

At 9 a. m. Sunday there will be a 
district council meeting to elect two 
district co-chairmen. Dorothy 
ran ia a member of the District 



The first Farmers' Institute In 
America was conducted by Kansas 
State College November 14, 1888. 
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Lazy Students Cut 
Campus Into Jigsaw 

Lazy Kansas State students 
have worn paths which cut the 
campus lawns into a jigsaw puz- 
zle. 

To keep students from cut- 
ting from the gym to the south 
entrance gate on their way to 
the Can, a row of shrubs was 
planted. Undaunted by a few bushes, 
K-Staters walk right through and 
have now begun to trample the 
■hTUbe. Other paths have been worn 
near the vet building, Kedtie Hall, 
north of the gym, and in many other 
places where the sidewalks take the 
long road. 

Several former Aggies now In uni- 
form on return visits here have re- 
marked about the unsightly paths. 
One loyal K-Stater went so far as to 
Inquire why we don't have the whole 
campus paved to save the poor over- 
worked student a step or two. 

But we believe there are enough 
sidewalks to accommodate the traf- 
fic. We have seen no one being pushed 
from the pedestrian thoroughfares 
since the A8TP units left the campus. 
Students should learn to turn square 
corners with tb« sidewalks Instead 
of rounding them off Into country 



One of tha regular* down at tbe 
•office" Is Dure (Sinatra hates me) 
King Hinging his Mom away down 

the meek of ye old proverbial bottle. 

Better go homo and get a good 
night's sleep — gotta be in shape for 
tbe Senior Sneak tomorrow. 



Church News 




at the thought of 
bidding the big kids adieu. Pltcb- 
nrckn are becoming more numerous 
— the seniors have thai dreamy, far- 
away, won't -be -home -'til -morning 
look In tbrtr eyes — the Can is doing 



to ml am the klde — and last but not 
least we don't think Hogoe'n going 
to be able to make IiIm utatewient come 
true. That's the saw where he said 
he was going to 



Tbe "Saturday Niters" will have an 
amateur stunt night at 8 p. m. In 
Wesley Hall. Keith Inskeep, Grace 
Samuelson, and Mary Ann Beber- 
meyer are In charge of the plans. 

Installation of new Kappa Phi 
members was held Tuesday night. 
The new eablnet will have charge of 
their senior farewell 
Tuesday night. 



Christian Endeavor lesson for Sun- 
day night will be "Our Chosen Way 
in the Home." Mrs. J. D. Arnold will 
lead a question and answer program. 
Election for new officers will also be 
held. 

Kappa Beta girls will meet next 
Tuesday for their annual formal se- 
nior banquet. 



Sigma Eta Ohi members will have 
a picnic Tuesday at 6 p. m. Each will 
take his own lunch and hike to Coun- 
try Club, 

This will be the final meeting of the 
year, 

Pbl Chi Delta will have their senior 
farewell meeting Tuesday at 5:30 
p. m, with a formal garden supper at 
the Westminster House. 

Installation for the following new 
officers will also %e held Tuesday 
night: president, Aylo Albertson; 
vice-president, Mary Lois Holm; sec- 
retary, Evelyn Schoii; treasurer, Jean 
Harper; chaplain, Pat McCrary; his- 
torian, Jean Oreenawalt; reporter. 
Virginia Buster; guide, Judith Ca- 
ller. 



The Slg Alpha had their annual 
Violet Hunt Sunday. Thai's their nice i 
name for a blanket party. Anyway 
l one Ann Charlson came away wear- 
ing one Art Rose berg's trat pin In 
close proximity to her "key." 

Now we come to the Mlama Triad 
— that's a party with a sponsor to 
take the blame. Really was a swell 
party what with Brogerg's Conga 
Line. 

We hear Jake Mosier and Betty 
Willy are still pinned so we guess 
it's safe to offer our congratulations 
— Congrats kids! 

So the rumor liax it that the Kappa 
Nig» have a key to the back door of 
the Alpha XI Delta house — only the 
door squeaks! 

Wonder what all those seniors 
were planning no secretly the other 
afternoon. Could it be another one of 
those "Watch us make history" 
sneaks? At least we'll give 'em credit 
for livin' Instead of Just ex 1st In' like 
lowly underclassmen do. 

Seems as the* the Abnormal Psy- 
chology class Is taking along Its own 
specimen in the form of Hogue to 
eompare with those found In a cer- 
tain Institution on the Kaw. The 
traditional dark glasses raised con- 
siderable comment from the Inmates. 
Even the speech less pne wrote 
"What's the matter with that guy? 
*ti he afraid of the light?" 

Poem No. 4 
We I)I>I)'h Mure do set around 
We are the all 'round climbers 
We have variety In our house 
At tubing we're old-timers. 

Jim (I associate with Slg Alpha 
because I have to) Barbae really had 
a gay time with a certain rushee from 
K. C. at the Chi o formal Saturday 
night. She thought he was cute, too! 
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★ Bars and Stripes ★ 



The Broase Star Medal 
awarded to rim Lt. Kalvln O. John- 
son for achievement In action. Ha is 
a member of the I Oth Infantry, a 
regiment of the famous 9th Infantry 
division. Lieutenant Johnson received 
the award for outstanding action 
while preparing to launch an assault 
against an enemy position. As he 
and tbe company 
forward on a personal 
of the terrain, tbe two men ware 
pinned down by Intense enemy fire. 
"With complete disregard for per- 
sonal safety, Lieutenant Johnson ex- 
posed himself to the heavy enemy 
small arms fire to make his way back 
to his platoon. Engaging the patrol 
in a fire fight, he killed one of the 
enemy and captured the remaining 
six." He has participated in the bat- 
tles of France, Belgium and Germany 
and holds the Purple Heart for 
wounds received in Germany. Lieu- 
tenant Johnson was graduated from 
Kansas State College In 1943, attend- 
ed Officers Candidate school at Fort 
Bennlng, Oa., and has 
since last June. 



had me patched up enough to move 
aad flown clear out here in about a 
month." Lieutenant Werts continues 
by saying that he may be recovered 
enough to enroll at Kansas State next 
fall. His hospital address la Ward 11, 
Bashnell General 
City, Utah. 



Ensign Harold Elmer has reported 
to the Naval Air Station, Ottumwa, 
Iowa, for naval primary flight train- 
ing. Ensign Elmer is one of more 
than 300 recently commissioned en- 
signs who will be given tbe four 
month primary course at the Ottum- 
wa naval air station. A former student 
of Park College and Kansas State Col- 
lege, he received his commission af- 
ter completing his midshipmen's 
course at Fort Schuyler, N. Y. 



Newly elected officers for the Bap- 
tist Youth Fellowship cabinet for tha 
coming year are: president, Lloyd 
Myers; vice-president, Mildred Mor- 
ris; secretary, Natalie Wright; trea- 
surer, Bulalla Railsback; reporter, 
Irene Oehrke; Baptist Fellowship 
Committee, Georglne Blschoff, Helen 
Dameron and Betty Boyer; Religious 
Federation Committee, Frances Bwart 
and Bee Boyer. 

The new cabinet of Theta Epsilon 
has already taken charge and In- 
cludes: president, Frances Ewart; 
first vice-president, Iris D. McLeod; 
second vice-president, Helen Lawson; 
third vice-president, Helen Oameron; 
corresponding secretary. Georgine 
Blschoff; recording secretary, Mildred 
Morris; treasurer, Pauline Fredrick- 
son; historian, Natalie Wright: chap- 
lain, Jeanne Peabody. 
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Show OWI Film 
'Combat America 9 

A 60-minule OWI technicolor film. 
"Combat America," will be shown at 
the College Auditorium tomorrow af- 
ternoon at 4. The movie wis produced 
by Clark Gable. 

"Combat America" was produced 
at the command of General Henry H. 
Arnold, commanding general of the 
Army Air Forces, as an orientation 
film for gunners training to serve in 
the European theater of operations. 
It was Assembled and edited by MaJ. 
Clark Gable, who also serves as nar- 
rator. He and two others who assisted 
with the film were awarded the Air 
Medal for the unusual combat foot- 
age they obtained. 

The dim follows the Flying For- 
tress crews of the 861st Bombard- 
ment Group from the end of their 
training at a Colorado training field 
to actual combat over Germany. It 
tells the story of the crewa and the 
gunners, showing how they live, how 
they fight and how they rest. 



Lt. Col. Gordon H. Woodrow has 
been appointed to the position of 
deputy commander at Key Field, 
Miss. He succeeds Lt. Col. John Dyas. 
A graduate of Kansas State in 1940 
with a degree in agriculture. Colo- 
nel Woodrow was a member of Aca- 
cia fraternity. He has Just returned 
from spending three years In the 
European theater of operations. 
Colonel Woodrow wears the Dis- 
tinguished Flying Cross, the Air 
Medal with five otusters, Presidential 
unit citation, and four battle stars 
on his European theater of operations 
ribbon. His new position la in line 
with the policy of the Air Corps to 
reassign Teteran combat pilots to new 
training com 



A letter from Lt. Merrill H, Werts, 
now in a hospital in Utah, says, ". . . 
I'm no^onger fighting with the 69th 
division in Germany, but lying flat 
on my back out here in Utah, When 
I arrived here a couple of days ago, 
I was very much surprised to find 
another former K-Stater in my ward, 
Lt. Edwin Snapp. The army has a 
pretty good evacuation system. They 



Temple F. Win burn, assistant ex- 
ecutive officer of tha 13th AAF Fight- 
er Command, has been promoted from 
lieutenant colonel to colonel. Colonel 
Wlnburn was graduated in 1929 
from Kansas State College, where he 
was a member of Phi Kappa Tau fra- 
ternity. Having taken ROTC training 
la college, he was commissioned a 
second lieutenant in the Army Re- 
serve upon graduation. He was called 
to active duty with the AAF In 1941. 
In civilian life, Colonel Wlnburn 
worked for the United States Depart- 
ment of Agriculture. In his tour of 
duty overseas, with the 18th AAF — 
the Veteran Jungle Air Force—Colo- 
nel Wlnburn has served In the Sol- 
omons, Dutch New Guinea, and the 
Philippines. He has taken part In 
three major campaigns to neutralise 
and destroy Nipponese air power in 
the Southwest Pacific. 



BREWER 

MOTOR CO. 



Oth and Poynts 



PHONE 



EVERY SERVICE 
FOB THE MOTORIST 



Seniors . . . 

All seniors expecting to 
M should go U 
Office, A 10», and pay 



the ct 



QUICK REPAIRING 
SERVICE 

Free Estimates 



Crystals 

Accessories 

BRADSTRsEET 



Entered as second-class matter at the 
Manhattan, Kansas. 



post office, 



Tesr 

Two Sem enters 



(plus to tax) 11.78 
(plus 1c tax) $00 



EDITORIAL STAFF 

Editor -in- Chief Phyllis Johanwn 

Associate Editor Jean Walnacott 

Copy Denk Editor Jktbol Furman 

Asat. Copy Dealt Editor .Halan Clegs: 

— 



Bunlnenn Manager.,, 
Anat. BualnenH Mjtr 
Graduate Manager 



BUSINESS STAFF 



tty Stark 



■ au UMiv n — TITiaTir i^ihuiVi Wm wnsuill 

Tska — p rM j AisstUMion 

1945 W 

llltmhtr m 




National Editorial Association 

A fW PrtU in a Frtr Nation 



THURSDAY, APRIL l«. 1945 



SEND 
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I a Action 

Second Lt. Eugene If. Hill was 
killed in action in Germany April 7, 
according to a war department mes- 
sage received by his parents, Mr. 
Mrs. Melvin O. Hill of 
land. He had been overset 
January and had seen active 
in France before going to Germany. 

Lieutenant Hill enrolled at Kansas 
State as a freshman in industrial Jour- 
nalism in 1940. He was a 
of Sigma Delta Chi, 
Journalism organisation. 
Acacia fraternity. 



Entering the army reserves in 
tember, 1942, he was called into ac- 
tive service in June, 1842. He re- 
turned to Kansas State under the AST 
Program in 1943. Hill received his 
commission as a second lieutenant at 
Fo*t Bennlng, Ga., last July. 

Hie father Is tbe publisher of the 
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KS Wildcats May Be 
Air-Minded Next Fall 

If the final spring grid practice is any Indication, the Purple 
and White grldders will be air-minded next fall. In the 46 min- 
ute scrimmage held last week Dean Hoppae, sophomore quarter- 
back from Menlo, completed five out of six passes for three t ouch - 
downs, and Bucky Smith, trans- 



fer from Texas A. and M„ com 
pleted two. John Ooforth, end 
from Chouteau, Okla., was on 
the receiving end of most of 
their passes. 

The Purple and White grldders 
rolled to a 19-0 victory over the Gold 
team In this final spring practice 
scrimmage last week. The Purple 
and White ]ust couldn't be stopped 
aa they turned loose their power time 
and time again to smash over Into 
pay dirt. 

The lineups were similar to their 
last practice scrimmage with gradu- 
ating seniors bolstering the Gold 
lineup. However, the lineups were 
alternated at several times during 
the game with the Purple and White 
men playing on the Gold team and 
vice versa. 

Taking to the air tor touchdowns, 
the Purple and White team scored all 
three touchdowns on passea. Their 
first one coming after a drive to 
about the 40 yard line when Dean 
Hoppas, quarterback for the Purple 
and White, threw a 15 yard pass to 
Bob Mooney who ran for a touch- 
down. Stan Heath man powered hie 



Caldwell Stars In 
Play Next Week 

"Over Twenty-One" by Ruth Gor- 
don will be presented Hay 4 and 6 
In the College Auditorium under the 
direction of Prof. Earl G. Hoover. 

"Over Twenty-One" stars Betty 
Caldwell aa a successtul authoress, 
having a field day of following her 
husband from army camp to army 
camp while he strives for a commis- 
sion. Clinging even closer than the 
welt- known vine, she smooths his 
path, and is the central figure for a 
very amusing evening of entertain- 
ment. 

Supporting Betty in the Kansas 
State Players' production of "Over 
Twerrty-One" are Craig Bracken, 
Anna Jo Smith, Ralph Fogelman, 
Embert Coles, Pauline Flook, Dean 
Tlemaun, Dorothy Wilson, Seymour 
Cohen and Joan Scheu. 

The box office opens Friday, April 
27 from 3 to 8 p. m. and will be open 
daily except Sunday. Mall orders may 
be mailed now to Box 103, College 
Post Office. 



Cancer Drive 

The Medical Tochniclan'a Club Is 
assisting Riley County in Its drive 
to raise funds for the American So- 
ciety for the Control of Cancer. 

The quota for the county is $1,000, 
and the Medical Technicians are con- 
ducting the drive on the campus. 
Representatives of the club have 
talked at tha organised houses to 
explain the purpose of the fund and 
to ask for contributions. 

A booth in Anderson Is in charge of 
the members of the organisation. The 
drive will continue during the re- 
mainder of April. 



one Is eligible to 
life saver or instructor of 
for two years. 

Alpha Gamma Rho, House of Wil- 
liams and Tau Kappa Epsllon were 
last week's winners of softball intra - 
moral*. 

Tomorrow the Slg Alphs will com- 
pete with the TKEs on the southwest 
diamond while the Jones Boys meet 
the AQRs on the east diamond. 

Mouday's softball games will be 
the TKEs against the Kappa Slgs on 
the southwest diamond and the House 
of Williams against the Slg Alphs on 



Intr 



amurals . 



way over for the extra point. 

The second touchdown came In the 
second quarter on a 20 yard pass Lee B&rOIl PusVVB 
from quarterback Dean Hoppas, to J 
end, John Qoforth, who was camped 
in the end zone. The final Purple 
and White tally was the result of a 
70 yard sustained drive and an S 
yard pass completed by the Hoppas 
to Goforth combination. 



' 

Japan has over 400 people to the 
square mile while China has only 100 
people to the square mile and the 
United States has but 41. 



The Wildcat coaching trio was very 
Impressed with the results of the 
spring grid drill, They were especial- 
ly pleased with tbe fine play of the 
line and the outstanding work of 
tackles, Dale Cowan and Mutt Dur- 
ham; and guards. Rubs Hardin and 
Marvin Darby. Coach Haylett be- 
lieves that If necessary replacements 
are obtained, tbe Wildcats' forward 
line will be strong next fall. 

The kicking was also a lot better 
than the coaches expected. Needless 
to say the passing received consider- 
able comment. 



At Ball Saturday 

Lee Baron and his orchestra will 
play for the S. G. A. Spring Ball that 
will be held at the Avalon from 9 
to 12 Saturday night. 

Sponsored by Student Governing 
Association, the new members of 
Student Council have made the ar- 
rangements for the semi-formal 
dance. Original plans, however, were 
made by the retiring members of the 
Council. 

Tickets are now on sale at a booth 
In Anderson Hall. 



Practices for tbe women's volley- 
ball tournament are underway this 
week. Games between the groups will 
begin Monday. Those who have en- 
tered are Kappa Kappa Gamma, Al- 
pha XI Delta, PI Beta Phi. Annex I, 
Blitz Babes, Delta Delta Delta, Chi 
Omega, Van Zile Hall, Kappa Delta, 
and Keim's Kabana. 

The tennis tournament schedule la 
still posted on the bulletin board In 
the women's gymnasium. Those who 
have not yet played their matches 
should as soon aa possible. When the 
weather clean, a date for the finals 
will be announced. 

For those students who wish to 
play tennis over the weekend, the 
tennis nets may be checked out be- 
fore Saturday noon for a $S deposit 
and may be kept until Monday at 10 
a. m. If kept after that time, $1 will 
be forfeited. All tennis nets must be 
checked in by Monday at 5 p. m. 

Raymond Strain, representative of 
the Red Cross at St. Louis, la here 
this week to Instruct a course In 
swimming. The course Is held from 
7 to 10 p. m. every night. About SO 
women have entered. It is an In- 
structor's course In water safety and 
enables teaching all kinds of swim- 
ming and diving. If all tests are 



Coaches Haylett, Socoiofsky and 
Kiion have attended several baaket- 
li tournaments and track meets 
roughout the state In search of out- 
standing high school players to bol- 
ster the Wildcat line-up next fall. 
They have run into considerable dif- 
ficulty with the high school athletes. 
Due to the new Army rule thai 18 
year olds when Inducted go directly 
4nto the infantry, most or them join 
the Navy before their 18th birthday. 
This does not give them time to go to 
school for a semester or two before 
being drafted. 
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LAST TIMES TONITE 

wrtty arable John Par** 
Victor Hater* 

"F00TLIGHT 

SERENADE** 

FRIDAY THRU SATURDAY 
"BLONDE FEVER" 

with 

Philip Dora Harr Aator 
Kell* Braaart Gloria Graham 
Marahall Thoaipaoa 

ADULT ENTERTAINMENT 



Barney Youngcamp. Notary Public 
leal tor. Day or Nlgbt. 1224-A 
Moro. Phone 3380. 



Apt. — One large room 
(30.00 per mo. All bills paid ph 2004. 
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ARROW SHIRTS 




When April 
Showers Become 
Shivers 



For men who 'must be out- 
side/ or for men who want 
a coat to keep off April 
chills and rains, Don and 
Jerry have the solution. 

A roomy gabardine, her- 
ringbone provides JuBt the 
protection you want. 

Single breasted, box style 
and tailored for 'all occa- 
sion' wear. You'll find such 
a coat the handyman of 
your wardrobe. 



pm\l\ A ft ■ ■ *V7 



We Feel Bad 
about Violets 




POETS always call the violet the shrinking violet. 
We feel bad about anything that ihrinka — but 



Mother's Day 

It's sneaking around the corner 
Twon't be long before it's here 
'Twould be nice if you'd choose a card 
One that says "To Mother Dear. " , 

The College Book Store 

Store He 



So we've •pent our life 
making tbe shirt that doesn't 
shrink, the Arrow shirt. It's 
Sanforize d*Ubeled, which 
means fabric shrinkage less 
than 1%, and its Mitoga 
figure fit is superb. Arrow's 
collar is the world's 
Try an 



For a 




"ARROW* 



1 



\\K\ S and Til 



H.J. GRIFFITH 
DOWNTOWN THEATRES 



WAREHAM 



ROW SHOWING 
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3 IS A FAMILY 



STARTS SUNDAY 




No Advil nee In A (I it »1nn Ion 1 'rices 



STATE 



FRIDAY - SATURDAY 
Rill Rlllott 

MARSHALL OF RENO 
— riA'8 — 

SWING HOSTESS 



STARTING SUNDAY 

GAY CAftMl VAL . . . ROMAHCQ ! 




Co-Feature 



CARLTON 



FRI. - SAT. 



SLIGHTLY TERRIFIC 

—ALSO- 
YELLOW ROSE OF TEXAS 

— SUN, - HON. - TUBS. — 

Sylvia Sidney Joel McCrea 

DEAD END 
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Ernie PyUs Once Manhattan Visitor 
Wrote Of Dr. Notour*' Grasshoppers 



Word that Ernie Pvle. beloved 
A t the Alpha JH ■ ""•■paper correspondent, had been 
house April" 17 announced the ktll * d b * <»«P*nese nwhinegon Are 
engagement of Maxine Craw- J" c *" ,e ? l » liiS L w !* k b ? 

ford to John Fenyck. Kappa ^SS^olZZ* ~ S* 

Mr. f. •-. Alboqnerq n IN. M . Trib- 
une edHor and lifelong friend of Mr. 
ma. I J '44, and Li. Max Orandfleld. p r i e 

BPW DVM 44. Will be married Sun- The death of Ernie Pyle recalled 
dajr afternoon at St. Paul's Eplsco- , Kansas Bute people his visit to 



pal Church in Manhattan. 

*ew <dkm of PI Bet* Phi Are 

Ruth Hodgson, president: Ruth Ann 
Wolf, vlce-preildem . Marlanna Snafr. 



Manhattan in 1938 In the spring of 
that year several members of the staff 
of the Department of Industrial Jour- 
nalism and Printing at the College 



he finds that oat of every 109 
there II be exactly so many striped 
one way, so many another, and an 
exact number all tbrongh the curric- 
ulum down to where there'll be only 
three of a certain kind in 1000. 

It's always the same ratio. It makes 
a definite table And this same table 
will apply to anything — humans, 
timothy hay. frogs, or golden bantam 



April 14 1Mb 



-Colleg 



Thursday, A 



to »:M> ». m. 



7 SO lii 9 p. m. 



" » as^ss--|rs wncnps'* * " tjr *-^- ■ « as a < saas. < iip, a i tuc vvmss^sj 

recording secreUry. Teas Montgom- spent an evening at the C. E. Rogers 
ery, corresponding secretary; and , bbme visiting with the small, wiry, 
Martha Hw-kman. treasurer, roving correspondent who traveled 

Alpha UHts mil PI Phis had mm when and where he wanted and wrote 
exchange dinner Tuesday night. ! ■ <tal, » column. During the evening 

PI Phi* cHefcr-.-l Founder". Day Jj» ^ZT^ hia° "iV'JS 
wilb a banquet at the Country Clnb .l* "*™ ™ , L Z ? 
last nlcbt grasshoppers. Next day Ernie Pyle 

* called on Dr. Na hours. Soon there- 

l^da Hansen of JeUnore is ww lt f.,. r py|«' s column «as devoted to 
wearing the cardinal and straw Dr labours and his grasshoppers. 



pledge ribbons of Chi Omega. 



talned dates at a barn dance at 
Hall Saturday night. 



Greeks Entertain 
At Formal Parties 



This la the column Mr. Pyle wrote 
and headed simply "Orassh 

Manhattan, Kan., May U— ' 
a grasshopper know what it s doing?" 

I asked that of a man who has been 
intimately associated with grasshop- 
pers for 27 years, and he said he'd 
been wondering the same thing. 

It is his belief that a grasshopper 
hasn't the slightest idea what it's 
doing. 

The grasshopper man Is Dr. 
Robert K. Nabonrs. head of the zo- 
ology department of Kansas State 
College here. 

Dr. Nabours has raised 



The Miami Triad Party, spring 
formal of Pht Delta Tbeta, Beta 
Theta PI and Sigma Chi. was held 
Friday evening at the Country Club. 

Matt Benton and his band fur- 
nished the music. Decorations car-| 

riod out the theme with blue sky a million grasshoppers. He has 40 - 
and palm trees giving (he southern 000 pages of records, 
setting. Behind th* band, the fra- Dr. Nabours seeks to find out the 
ternitles' letters In glistening silver mathematics of what happens to 
blue appeared against a hlack back- grasshoppers — in color, size and 
abound. shape— after they're cross-bred down 

A formal dinner for the fraternity through eight and 10 generations 
members and their dates preceded Ihe Grasshoppers to Dr. Nabours are 
daiu: *- the Mine as guinea pigs and rats to 

Clil Formal medical experimenters. He's interest- 

ed Omega entertained with a ed in the rmiltM, not the grasshop- 
sem [-formal dance in the chapter per ' • ■ ■ But he isn't mean to them, 
house Saturday night. The theme of • He 'Imply lets them raise big 
parly was "Blue Hawaii. " 

[families, and then alts around and 
takes notes on how the children turn 
out. 

By crossing varl-striped hoppers, 
and then crossing and recrossing 
down through about eight genera- 



As each couple stepped through the 
grass doorway, they were given lets. 
Ceilings of the rooms were decorated 
with while, blue, rose and fusla 
streamers, A largo X and horseshoe 
mads from white carnations hung 
above the fireplace. 

Chi O'a, out-of-town guests and 
dates danced to the music of 
ings. 



Students, Guests 
See H. E. Exhibits 

Approximately 700 students, fac- 
ulty members, and Manhattan resi- 
dents were shown movies, style re- 
views, demonstrations of homemak- 
ing processes, and displays of class- 
work as they visited Hospitality Day 
exhibits in Calvin and Anderson Halls 
Friday from 1 to ft p. m. Several 
high schools were represented, al- 
though wartime travel restrictions 
limited attendance. 

Among the action exhibits which 
were featured In this year's home 
economics open house were cake-mix- 
ing demonstrations, hedmaklng (hos- 
pital style), canning and treating 
procedures, techniques used in wood 
and leather craft work, and the use 
of a newly-designed, wider ironing 
board was demonstrated. 

Visitors watched Poods I students 
serving luncheons while taint the 
ten newly-decorated kitchens In Cal- 
vin Hall. Commercial home econom- 
ics women demonstrated how a recipe 
might be tested before releasing to 
the public. 

*Women representing clubs in Man- 
hattan were guesu at a tea In Thomp- 
son Hall Friday arter'noon from 3 to 
4 p. m. Many of the visitors attended 
the "Futurallstlc Frolic" In Recrea- 
tion Center in the evening. 



jnentlv. all that the crop 
scientists now have to do is follow 
this table, cross up \arlous kinds of 
wheat, and In IB years they've got 
exactly the kind of wheat they want. 

If I studied grasshoppers 17 years. 
I'd want to And out abont their emo- 
tions — doe* a grasshopper have bine 
days; can a grasshopper sleep stand- 
ing up. like a horse; do they prefer 
pipes to clgarets; how do they say 
"I love yon?" 

Dr./tfabonrs has let his studies 
wander to the question of. whether a 
grasshopper knows where he's going. 

The answer seems to be no. The 
grasshopper Jumps in the direction 
he's headed before he Jumped. 

Frankly, the grasshopper is Just 
one Jump (pun! pun!) ahead of a 
moron. He's Just on the line between 
what scientists call the lower animals, 
(woolly-worms and snails) and the 
higher animals (hogs and men). Here 
is the way you can tell: 

The lower animals can reproduce 
themselves without fertilisation by 
the male. Higher animals can't. 
Grasshoppers can do It both ways. 

Sometimes a woman grasshopper 
can hatch a bunch of eggs without 
ever having had a man In the house 
at all. And sometimes she can't. So 
you see, she's Just on the edge and 
doesn't know what it's all about any- 
way. 

Grasshoppers breed about four 
generations a year. It takes humans 
a century to get through Tour gen- 
erations. Dr. Nabours thinks' people 
should take a leaf from the grass- 
hoppers' page and have 
children than they do. 

Dr. Nabours doesn't use Kansas 
grasshoppers. They're too big and 
would eat too much. 

He gets his hopperB from Texas 
and Mexico. They're little bltsy 
things, about the sise of a fly. They 
don't even eat grass. They Just eat 
green scum off ponds. 



TloHp. m. 

Friday, April 87 

Van Zn> Rail Open Hows* for 
S to II p. m. 



The "Feast of the Nations." an- 
nual banquet of the Cosmopolitan 
Clnb. waa held Saturday night In 

Wesley Hall. Sixty 



4 to 5 p. m. 

A] 

YWCsV 

renter, *:1M> to II p. us 



lOJJ. 7:«0 to 1 1 p. m. 
Children's Claws Recital. Audito- 
rium, 7:8* to 10 p. m. 

Meetlne^^^!™ i>7^7». 
m. to 18 p. m . 



Calvin 107. 2:3© to 6 p. 
all. Aval on, 8:45 



S. G. A 

to 13 p, m. 

Sunday, April 28 

Henlor Tea, 821 North 
3 to 5 p. m. 

Monday, April 30 



Dr. C. M. Correll of the history de- 
partment spoke on America's part in 
the world's future. "The American 
Prayer" was sung by LnciHe Graper. 

The food for the banquet was from 
the countries represented by the" t 
members of the Cosmopolitan Clnb. 
It was prepared by the members. 

The menu for the "Feast of the 
Nations" included Normandy fruit 
Juice. Costa Rican "ano 
Greek salad bowl, "solata,' 
spinach, "po-tsi," French bread. 
American ice cream and cake, and 



Collegian Advertising Pays, Try it. 



7:SO to 10 p. m. 
WW A Cabinet Meeting, t*alvln 

107. 7:13 to 8:10 p. m. 
Orchrwbt, Nichols 1, 7 to 9:80 p. n. 
KiMetnbic-Masic Department, Au- 
ditorium, 7:80 to 9:SO p. m. 
VWCA Leadership Council, Csdvtn 
101, 8: IS to • p. m. 

Tuesday, May 1 

OrrhpMtra, Auditorium. 7:15 to 10 
p. m. 

Choral 

8 to 6 p. in. 

Jr. A. V. M. A. Meeting, Veter- 
inary Hall 18, 7:80 to » p. m, 

Wednesday, May 8 

Am I* tad, Calvin 107, 7:30 to O p. 

Home Economics Club Installation 
for Seniors, Recreation Center, 
7: SO to 8:80 p. m. 



Just the thing 
for a 

SATURDAY DATE 

Bracelets 

Woven "Twisted * 
FANCY COMBS 
SILVER BARRETTES 



PAUL DOOLEY 



Betty Jane Lunger 
Gets Chi O Award 

Betty Jane Lunger, senior in Home 
economics and Sociology, received 
the Chi Omega Sociology Award of 
1 25 last night. This award was pre- 
sented by the Kappa Alpha chapter 
of Chi Omega after a formal dinner 
at the chapter house. 

A similar award In the social sci- 
ence Held is presented at Chi Omega's 
»8 chapters. 

The Kappa Alpha award is pre- 
sented to the student with the high- 
est grade average In sociology class- 
es, R. C. Hill, professor of economics 
and sociology, assisted In choosing 
the recipient. Professor and Mrs. 
Hill were also present at the 
and presentation of the award. 



Dance Manager 



• • • 



dance manager for 
applications to 



fall, 



Buy War Bonds and help assure 
the future of the colleges. 




YW Captains . 1 . 




College ulster group cap- 
next fall may leave their 
at the VWCA office this 



Dr. E. B. Pauley 

Optometrist 

Complete Optical Service 

Phone 3210 106 N. Fourth 




SATE THE PIECES! 

Quick Repairing 

Service 

Mounting 

Duplicating Broken Lens 
DR. E. L. ASK REN, 0. D. 



DonH delay the bus 

'cause 
When the bus 
is late 
You Wait 



College City 



Bus 

Dial 414. 
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HUNGRY? 
Come in 

Johnson's 



for that favorite Lady 

Hoop Bracelets 

Sterling Silver 
$1.25 

DAINTILY FASHIONED 

REED'S 

TIME SHOP 
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Zipper Ring Books 

THE PRACTICAL GIFT 



Genuine Pigskin 
I 



Calf Skin 



CO-OP BOOK STORE 



KANSAS STATE PLAYERS 
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*Over 21" 

Is Highlight 
Of Weekend 



Final rehearsals are under way for 
the presentation of Roth Gordon's 
light comedy 'Over Twenty-One" di- 
rected by Earl G. Hoover. Betty Cald- 
well is starring in this Kansas State 
Players production to be given to- 
morrow and Saturday at 8:16 p. m. 
in the College Auditorium. 

Reserved tickets are on sale In 
the Auditorium every day from 3 to 
s p. m. 

"Over Twenty-One" blithely deliv- 
ers a brilliant but amateur Army wife 
to an Army camp, and into the arms 
of her husband in time to push the 
man through all the trials of O. C. 
S. training and to graduate him 271st 
in a class of 352. 

Betty Caldwell is the brisk and 
scheming Army wife. Craig Bracken 
as her husband is a one-day-old sec- 
ond lieutenant. Arma Jo Smith and 
Ralph Fogelman are a young newly 
married Army couple. Embert Coles 
portrays a hard boiled and explosive 
newspaper publisher. Dean Tiemann 
as Colonel Foley is every inch a mil- 
itary man. Dorothy Wilson, his wife 
is a well-dressed matron. Mrs. Gates, 
played by Pauline Plook, is Colonel 
Foley's mother-in-law. Seymour Co- 
hen as a harassed Hollywood producer 
and Joann Scheu as his stenographer 
add to the sparkling comedy. 

Margaret Ann Cadwell is the as- 
sistant director and Dean Tiemann 
serves as stage manager and director 
of lighting. His assistants are Sey- 
mour Cohen and Roy Drown. Joann 
Harjung is in charge of costumes. In 
the makeup department are Shirley 
Pray and Kay Guhl. Working on 
props are Mary Braes, Barbara Bross 
and Susanne McGrath. Catberyn 
Bo wen. May .Ruth Bentley, Margaret 
Petrie, Miriam Hobbs, Elizabeth 
Fllppo and Rosemary Ensign are the 
stage crew. . 



K-Statcrs To Be Honored Tonight 



Distribute Annuals 
Monday In Kedzie 

The 1945 Royal Purple Is expected 
to be shipped from the bindery this 
week-end, and the books will be ready 
for distribution Monday morning at 
8 o'clock, Elisabeth Crandall Reed, 
editor of the yearbook announced. 

Anyone who has paid the activity 
fee for two semesters is entitled to 
the annual without additional cost, 
and it is not necessary to present the 
fee cards In order to receive the book, 
C. J. Medlln. Graduate Manager of 
Student Publications said. 

Each individual is requested to get 
his own book only during the rush 
on Monday. During the reBt of the 
week, copies may be secured for per- 
sons who are not In school or who are 
ill. 

The Kansas State yearbook will be 
distributed In Kedzle Hall on Mon- 
day Trom 8 a. m, to 12 noon, and 
from 1 to 5 p. m. 

Students with initials A to K in- 
clusive should call for their book 
in the Royal Purple office, 10 EE; and 
initials L to Z get their book In the 
office of the graduate manager, room 
106C. 

A Tew extra copies of the book 
were ordered and anyone wishing a 
copy may get It at the Royal Purple 
office. 

Professor Medlln advises opening 
the books carefully the first time 
since the books have just been bound 
and the glue has not yet set To do 
this, stand the book on its back, 
open It easily to the middle, and 
then turn to the back turning down 
10 or 12 pages at once, creasing them 
gently at the binding edge. Repeat 
these instructions working the same 
way toward the front of the book. 
Opening the book properly the first 
time will extend the life of the book, 
Medlln stated. 




this year at the 



key* for outstanding work on Tin- Kansas State Collegian 
oarri of Student Publications banquet at the Manhattan Cot 
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He that has once done you a kind 
neat will be more ready to do you 
another, than he whom yon yourself 

Franklin 



Sororities . . . 

A meeting for all sorority 
members will be held Wednes- 
day In the Auditorium to discos*) 
the new ruth rules and rush 
week schedule for this coming 
fall. These rules have 1 
by th 

every sorority 




Point System Now 
In Effect At KS 

The Point System, which has just 
been established on the campus, goes 
into effect this week. Today letters 
and record cards have been sent 
through the College post office to all 
organization presidents. The cards 
Bhould be filled out and returned to 
the Point System Committee by Mon- 
day. 

The purpose of the point system is 
for more equal distribution of cam- 
pus leadership, to lessen the burden 
on outstanding students, for better 
performance of duties and for better 
scholarship. 

Lists of campus organizations and 
offices with the number of points 
allowed per office have been placed 
In the YW office and one is In the 
YM office. Sorority and fraternity 
presidents receive 18 points; other of- 
fices In these organizations receive 12 
points. Independent house presidents 
receive 12 points with the other of- 
fices receiving eight points. Points for 
offices in campus clubs vary from 
« to 18 points. 

A maximum of 50 points per se- 
mester will be allotted to each stu 
dent, except in special cases of ac 
tlvltles, such as district, regional, 
state and national officers. Cases In- 
volving pne or two extra points or 
special cases will be under the Juris- 
diction of the Point System Commit- 
tee. Recommendations for change in 
the point system may be made to the 
committee. Violators of tbe point 
system regulations will be referred 
to the Student Discipline Committee. 

Stanley Stuart is chairman of the 
Point System Committee. Other mem- 
bers are Louise Darby. Jean Waln- 
acott, Hubert Criss, Floyd Blaser and 
Al Van Walleghen. 



Smith Head* Independents 

Dick Smith was elected president 
of the Independent Student Party for 
1946-46 at a meeting Monday night. 
Other officers elected for next year 
are David Neher, vice president: Joan 
Butcher, secretary: and Charles 
strong. 



Honor Thirty 
By "K" Awards 

Thirty students representing three 
schools of the College will receive 
awards of merit tonight at the an- 
nual Board of Student Publications 
banquet at the Manhattan Country 
Club. These Btudents have done out- 
standing work on either The Kansas 
State Collegian or the Royal Purple 
or on both publications. Students who 
will receive keys are In the Schools 
of Home Economics, Veterinary Med- 
icine and Arts and Sciences. 

The students were recommended to 
receive gold "K" keys by the editors 
and business managers of the stu- 
dent newspaper and College yearbook 
and by C. f. Medlin, graduate man- 
ager of student publications. 

Eighteen will receive keys for their 
work on the Royal Purple. These will 
go to Elizabeth Crundall Reed, Le- 
Roy; Dorothy Cochran, Topeka; 
Peggy Phelan, Mary Ann Lubnow, 
Barbara West. Patricia Pilfer, Ann 
Huddleston and Jean Holmgren, all 
of Kansas City, Mo.; Hanna Bacon, 
Hutchinson: Maxim- Crawford, Good- 
land; Verona McKinley, Ness City; 
Elizabeth Schlichter, Clay Center; 
Barbara Bross, Abilene; Tess Mont- 
gomery, Sallna; Joann Nelbarger, 
Tonganoxie; Mariyn Hurd, Nicker- 
son; Arleta Buyer. Manhattan; and 
Patricia Grentner, Junction City. 

Those who will be awarded keys 
for work on The Collegian include 
Athol Furman, Clearwater; Mary 
Jane Jones, Herlnston; Lucy Wells, 
Stockton; Phyllis Johansen, Holy- 
rood; Lucille Shoemaker, Kansas 
City, Mo.; and Anna McCoy, Man- 
hattan. 

Awards for work on both publica- 
tions will be received by Dee Preusch, 
Healy; Elizabeth Stark, Scotia, N. Y.; 
Jean Walnscott. Hazelton; Dorraine 
Dorf, Manhattan; Joy Talbot, Tope- 
ka; and Dale Sorenson, Centurla'. 
Wis. 



I. S. A. Sponsors 
Assembly Tuesday 

President Eisenhower will speak to 
the student body at an assembly 
sponsored by the International Secu- 
rity Assembly. Tuesday at 2 p. m. 

R. R. Jesson, assistant professor 
of music, will open the assembly with 
an organ medley of national anthems, 
and Dorothy Cochran will give the 
invocation. Dean Tiemann will ex- 
plain International Security Assem- 
bly on Kansas state campus. Hilda 
Grossmann, assistant professor of 
voice, accompanied by Mr. Jesson, 
will sing a group of folk-songs. Pol- 
lowing President Eisenhower's ad- 
dress, the planning committee mem- 
bers and country chairmen will be 
introduced. 

Members of the various houses rep- 
resenting countries will sit in a body, 
and banners will designate their 
places. 

A meeting will be held today at 6 
p. m. In Recreation Center for the 
country chairmen. 

The planning committee has an- 
nounced thai Independent students, 
not living in organized bouses, will 
be placed in zones next fall and or- 
ganized. The? committee also an- 
nounces that Kappa Sigma chose to 
represent Germany, and Clark's 
Gables chose Luxembourg last week. 

Capt. Christopher J. Brldgman, 
British officer in the ISth Punjab 
■Regiment, will be on the campus 
May 11. At 4 p. m. that day In Rec- 
reation Center. Captain Brldgman 
will discuss his war experiences and 
the progress of the fighting In South- 



Number 29 

Stewart Speaks 
At Recognition 
Day Assembly 

Dr. Malcolm F. Stewart, professor 
of philosophy at Illinois College, 
spoke on "The Conflict of Philoso- 
phies" yesterday at the 22nd annual 
Recognition Day assembly. 

Dr. F. L. Parrlih, head of the his- 
tory department, introduced Dr. 
Stewart and made the recognition 
announcements. Those groups not 
previously published are: Winners In 
Rifle Competition which Include El- 
liot Bahcock, George Ba scorn. Charles 
Esllnger, Dale Bruch. William Elli- 
son, Roger Lachman, Jerome McCay, 
Gordon McCauley, Carroll Nelson, 
Duane Olson, Gene Porter, Albert 
Remaberg, Delmar Sal berg, Em melt 
Scott, and James F. Spencer. 

Eugene Donald Grim was awarded 
the Phi Lambda Upsllon Chemistry 
award. The Sigma Delta Ohl Scholar- 
ship Awards went to Elizabeth Cran- 
dall Reed and Lucy Catherine Wells 
while Mary Ann Montgomery received 
the Arthur Capper Award. 

PI Mu Epstlon Mathematics Award 
was given to Roy F. Basinger, David 
O. Cochran. Paul 8. Giovagnoll. Rita 
Hollecker. Joseph Lundholm, Edward 
J, Ramble, Robert Reinklng and 
Ethel Rogers. Those who received the 
PI Kappa Delta speech award are 
Ann Allison, Betty Carr and Ralph 
Fogelman. 

The Phi Beta Kappa Award to the 
eight-semester senior ranking highest 
in the General Curriculum was won 
by Ethelinda Parrisb Amos. 

New Mortar Board members are 
Dorothy Cochran, Rachel Gossard, 
Jean Kays, Mary Louise Markley. Jean 
Selby. Ella Mae Stinson, Virginia 
Stoecker, Betty Swan and Hope 
Watts. 

Students selected to Prix member- 
ship are Aylo Albertson. Betty Carr, 
Louise Darby, Patricia Fatrman, 
Ruth Fenton, Ruth Hodgson, Frances 
Ewart, Annie Gardner, Jean Oreena- 
walt, Carol Heter, Florence M err lam, 
Mary Margaret Parker. Jean Reneau, 
Dorothy Ruckle, .Bonnie Smith, Dor- 
othy Wilson and Dorothy Marie WlT- 
son, 

Thelma Jean Wise received a copy 
of the book "Mont-Saint-Miehel and 
Chartres" for winning the American 
Institute of Architects' Award. This 
is awarded annually to a senior for 
general excellence In architecture. 
Otis Cross and Ernest Jackson are 
new members of Sigma Tau. 



Cattle disease and parasite control 
work was carried on intensively In 71 
the past two years. 



Display Art Exhibits 
Of Italy In Anderson 

An Interesting exhibit of Italian- 
made articles Is being shown In the 
hall cases on the Becond floor of 
Anderson Hall. Tbe articles were 
loaned to the art department by Mrs. 
Bessie Mae Norcross. Sent to her by 
her husband, Master Sergeant Nor- 
cross, tbe exhibit Includes a blue taf- 
feta hand-embroidered shawl and 
several baby articles made by the 
Nuns at the Vatican. 

A hand made blouse is the back- 
ground for mosaic and cameo Jewelry 
purchased In Naples, Italy. 

A doll, dressed in red and white 
polka-dot cotton, has the dark skin 
coloring of the Italian people and 
wears the brightly colored clothing 
typical of the people In that country. 

Last week an exhibit of weaving 
from Peru, Bolivia and Chile was 
shown. This exhibit came from the 
private collection of Prof. Helen 
Allen, weaving Instructor at the Uni- 
versity of- Wisconsin. The most inter- 
esting weaving comes from tbe eco- 
nomically poor countries, where there 
are no Industries or crops to Interest 
the cities or the export trade. 



Last Student Forum Tonight 

"You and Courtship" will be the 
subject of a talk by the Rev. Ray- 
mond Kearns, Presbyterian minister, 
who will speak tonight at 8 In Wll- 
lard Hall, Room 116. Rev. Kearns 
will speak at the last of two student 
forums which were sponsored by the 
YWCA and YMCA. 

Dr. Carl Rogers, National USO di- 
rector and professor of psychology at 
Ohio Stale University, spoke Tuesday 
nn "You an.: 



Vote On 

Polls In Anderson Hall and the 
Veterinary Building will be open be- 
tween 7:45 a. in. and 5 p. m. on May 
11 for voting on tbe Constitution 
of the Student Governing Association 
as revised by the Student Council. 



Applications . . . 

Any student who meet* scho- 
I anile i-f-i|iiin nn*nlH for partici- 
pation In College activities is 
eligible to apply for editor and 
business manager of the sum- 
mer school and fall semester Col- 
legian and editor of the 1046 
Royal Purple. 

.Application* must be turned 
in to Prof. It. It. 
of the 
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K -State's Courses 
At Too Fast A Pace 

What do you remember that you 
learned laat year — last semester? 

Ever since Pearl Harbor there has 
been a tendency at Kansas State to 
accelerate schedules — to cram in 
fourteen weeks the course that re- 
quires sixteen weeks. No doubt when 
such accelerated programs were In- 
stituted the war effort was In need 
ot quickly trained men to carry out 
Its demands. Bat the accelerated pro- 
gram has served Its usefulness to the 
war effort. 

It isn't expected that students en- 
tering college now will be ready to 
serve In some specialized Held during 
this war. Their service will come In 
postwar time. They will not be suited 
for this postwar work If their educa- 
tion Is so condensed that they vaguely 
remember generalities when four 
hazed years of college education are 
ended. 

The cramming required to make 
satisfactory grades in daily work as 
well as In this present system of final 
week leaves the student with a blank 
mind when the rush is over. 

Ask any student what he remem- 
bers from last semester. He may re- 
member the courses he took, but to 
remember specific things necessary in 
post-college work, he can not. The 
pace Is too fast — we need a slower, 
more thorough education at Kansas 
State, 



seen Susie because It seems that at 
dinner one night last week she was 
wearing a TKE pin chained to hers. 



of an envoy from the Latin A 
lean countries. On? of them could 
speak English. And tho*e giamoroaH 
long doom they wore— poor Jackson, 
he Just Mood there gazing at them in 
envy. Cheer op "Burly" mayhe It'll 



Tbe Cat's 



M-E-O-W 



Was that Norenson-OlHon- 
Tattle brawl Saturday night 
another fraternity initiation? 
"1 would seem the social life of 
one frat wonld he all the hoys 
could handle. 

Charles Schwab and the 1606 Falr- 
chlld boys are playing a new game. 
When they entertain their dates they 
give them a choice of four places to 
go. The four places to wit: Sunset, 
Bluemont Hill, Country Club or High- 
way 24. 

Peggy Brown, ADPi varga girl, 
was left alone in the gloom of the 
Shamrock Tavern Saturday night 
while her date Al Van Wallaghen 
took to relaxing on the sidewalk out- 



II What won't they think of 
next ... we hear Blgjohn. Winters is 
up for mayor of Agglevllle, 

Forecast for next week; Low per- 
centage of students attending classes 
— reason: People just love to see 
their own pictures In yearbooks. 

Now that most of the seniors have 
recovered from their picnic, life at 
K-8tate goes on— drawing closer to 
the end with the Kappa party coming 
up this weekend, Olson's car running 
every now and then, farewell picnics 
—despite the rain. 

Speaking of the senior picnic It 
was really fun — especially when the 
juniors came marching over the hill 
and stole a certain case and natural* 
ly the big boys went after them. I 
still can't figure out how that drunk 
chicken got there and why Larry Nel- 
man had to go to the doctor the next 
day — of course, it's our frank opinion 
that it had nothing to do with the 
fact that he umpired the Slg Alpha- 
TKB baseball game that same day. 
Quite a game— must be because the 
SAE's had so many seniors on their 
team that came back for the game. 

A. J. Smith received quite the let- 
ter the other day from Annapolis 
telling her how she'd been elected 
locker queen, etc.. but what a let- 
down when the final paragraph stated 
that for five Wheat les box tops they'd 
even send her the locker. 

ADPIs Susie Smith and Betty 01- 
Inger made their monthly trip down 
the Kaw for more groceries last week. 
Anyone Interested In their items 
please see TKE Harold, their contact 
man, Evidently Shorty must have 
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Flash from Sutter and Smythe: 
Sunset is a lovely place to spend a 
quiet Friday afternoon. 



Hay S, l*4i 



USO Heads Conduct 
School 



Church News 
===== 



The Theta Epsllon senior picnic 
was held at the Baptist Church Tues- 
day evening. The senior breakfast 
was served at the Baptist Church 
Sunday morning honoring the high 
school and college seniors. Dr. C. H. 
Scholer of Manhattan was the speak- 
er and Vernelle Blevlp gave the Wel- 
come followed by the Response from 
Roma Lee Kennedy. Mrs. Maurlne 
Harbaugh presented the Memory 
Book to Oeraldlne Gehrke, who was 
chosen the outstanding Junior of 
Baptist Youth Fellowship for this 
year. Toastmlstress was Irene Oehrke. 

The Baptist Retreat will be held 
Sunday at Sunset Park. The speaker 
will be Melvln Beck, president of the 
State Kansas Baptist Youth Fellow* 
ship, from Kansas City. Oeraldlne 
Oehrke is In charge of the tickets. 



Christian Endeavor topic for Sun- 
day night will be "Our Chosen Way 
in the Family." Lee It cod will have 
charge of the forum and vespers will 
be led by Vala Dawn Davis. 

The Newman Club will have a pic- 
nic Sunday after 9:30 mass. This will 
be the closing meeting of the year. 



Phi Chi Delta will meet Tuesday 
at 5:20 p. m. for a formal garden 
supper at the Westminster) House. 
This will be the senior farewell meet- 
ing. 



Kappa Phi members will meet trom 
6 to 8 p. in. tomorrow for their se- 
nior farewell dinner. There will be no 
Saturday Niter" this week. An out- 
door meeting and picnic supper will 
be held Sunday at 6 p. m. Members 
will meet at Wesley Hall. 



State College is playing 
host to a USO directors training 
school which began April 24 and 
will end today. Thirty-nine USO 
professional workers were selected 
from all USO operations In the 14 
mid-west and western states to at- 
tend the Institute. A faculty of 11, 
mostly from the USO headquarters in 
New York, is conducting the school. 
Dr. A. A. Holts, YMCA secretary. U 
chairman of the local committee. The 
group was larited to meet at the 
College by Preside nt Milton S. Eisen- 
hower, 

Objectives of the training course 
may be summarized In this way: to 
provide for critical exchange and 
evaluation of experience by workers; 
to acquaint workers with current 
USO trends, needs and emphases; to 
study basic principles and methods in 
the major areas of USO work; and 
to provide demonstrations of the use 
of various program activities and 
skills in USO. 

A lecture series includes such top- 
ics as "The Returned Service Man," 
"Understanding Individuals in War 
Time," "What's Ahead for USO," 
"Postwar Readjustments in National 
and International Affairs," and "The 
Changing Community." In addition 
to lectures there are forums, demon- 
strations and roundtable discussions. 

The group Is meeting on the sec- 
ond floor of the College Shops budd- 
ing. 



Newly elected officers for Lutheran 
Student Association are: president, 
Dean Tlemann; vice-president, James 
Thangleburg; secretary, Arlene Wil- 
son; treasurer, Elmer Davis. 



4-H To Elect Officers 

At Meeting In Rec Center 

Collegiate 4-H will meet in Rec- 
reation Center at 7:30 tonight to 
elect uew officers. Nominations were 
made last week at a special meeting. 

Nominees for next year are presi- 
dent, Bernard Jackson, Carol Jean 
Heter, Merle Eyestone, Robert King; 
vice-president, Beth Stratton, Charles 
Armstrong; secretary treasurer, 
Gladys Ooff, Barbara Morris, Evelyn 
Scholz: reporter, Virginia Orandfteld, 
Donald Swartz; corresponding secre- 
tary, Hannah Bafon, Delores Wright, 
Lola Warden, Pauline Wain; pianist, 
Elaine Larson. June Tucker, Mar- 
garet Richardson; song leader, Mary 
Beth Jones and Norene Francis; 
chairman of ISA, Betty Jo McCauat- 
land; marshal, Gilbert Herdt and 
Floyd Blaser. 



"Bombing of Tokyo" 
Takes Place Tonight 

The "Bombing of Tokyo," spon- 
sored by the Manhattan Junior Cham- 
ber ot Commerce, will take place at 
Griffith Field today at 8 p. m. 

H. Elmer Nielsen, veteran of the 
South Pacific, will speak on the "Sev- 
enth War Loan." The fireworks dis- 
play w|U be divided into three main 
parts. First, a novelty display, fol- 
lowed by a miniature bombing on To- 
kyo, and last, the American flag made 
with fireworks. 

The Manhattan High School Band 
will give a concert and Cpl. Jean Mc- 
Clarin and Cpl. Melvyn Cobb will be 
featured in vocal numbers and duets. 

The remainder of tbe program will 
Include s short memorial service hon- 
oring the army, navy, marines, air 
corps and nurses corps. The Kansas 
State College R. O. T. C. Color Ouard 
will participate. 
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Mrs. 1). J, Elsenhower 
Is Chosen State Mother 

President Milton S. Elsenhower's 
mother, Mrs. 0. J. Elsenhower of Abi- 
lene, has been chosen State Mother 
by the Kansas committee of the Gold- 
en Rule Foundation. Mrs, Elsenhower 
celebrated her 83rd birthday yester- 
day. 

In addition to the President, Mrs. 
Eisenhower has four other sons liv- 
ing. They are Gen, D wight D. Eisen- 
hower; Edgar of Tacoma, Wash.; 
Earl of Oharleroi, Pa.; and Arthur 
of Kansas City, Mo. 
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* Bars and Stripes * 



Staff 8gt. Crelghton Slegert, f. e. 
'42. listed as missing in action since 
April 8, 1944. has been- declared 
legally dead by the War Department. 
Sergeant Slegert was radio operator 
and gunner on a B-24. He arrived in 
England March 14. 1944, and is be- 
lieved to have been shot down on his 
first mission. 



Lt. John R. Hildebrand, f. s.. took 
part In a powerful Thunderbolt at- 
tack from the 79th Fighter Group, 
12th Air Force, against the vita! 
Udine-Campo Formido airdrome in 
Northern Italy, scoring many hits on 
grounded Luftwaffe planes and anti- 
aircraft emplacements. Lieutenant 
Hildebrand attended Kansas State be- 
fore being commissioned as a pilot 
May 23, 1944. Overseas since last 
November, he has flown more than 25 
combat missions in Germany, Aus- 
tria, Italy and Yugoslavia and has 
been awarded the Air Medal for mer- 
itorious aerial service. His group, 
which hag participated in seven cam- 
paigns, operates with the British 
Desert Air Force. - 



from Kansas State In 1939 with a 
degree In education. He attended the 
AAF Officer Candidate School at Mi- 
ami Beach, Fla„ In 1942. 



Sgt. Donald H. Bowman now is a 
laboratory technician at the 180th 
General Hospital in France. A grad- 
uate of Kansas State, where he re- 
ceived both his bachelor's and mas- 
ter's degrees, Bowman received his 
Ph. D. at the University of Wiscon- 
sin. Prior to entering the army. Ser- 
geant Bowman was a research expert 
with the Ohio Agricultural 
ment Station In Wooster. 



4 



A press release from an Eighth Air 
Force fighter station reads, "For ex- 
ceptional meritorious Bervice in ac- 
complishing with distinction numer- 
ous aerial operational missions over 
enemy-occupied continental Europe," 
1st Lt. San ford K. Moats has been 
decorated with a seventh Oak Leaf 
Cluster to the Air Medal. He also 
wears the Distinguished Flying Cross 
with Oak Leaf Cluster. Lieutenant 
Moats, who attended Kansas State 
College for three years, has credit 
for the destruction of 8 enemy air- 
craft, all In the air. 



Helping to paralyze communication 
lines feeding German forces on the 
western front with supplies and rein- 
forcements, Is Second Lieutenant Dale 
C. Prentice, flying as a co-pilot on a 
B-26 Marauder medium bomber with 
the 323rd "White Tailed" group 
based in France. For his participa- 
tion In the tactical aerial offensive, 
Lieutenant Prentice, who has more 
than 37 combat missions to his credit, 
has been awarded the Air Medal and 
six bronze Oak Leaf Clusters. A for- 
mer student of tbe University of Cal- 
ifornia and Kansas State College, he 
was employed as a bearing special 1st 
by the Production Engineering 
pany, Berkeley, Calif. 



James R. Jesson has been promoted 
to the rank of captain at Lt. Gen. 
Barton K. Yount's AAF Training 
Command Headquarters at Fort 
Worth. Texas. Captain Jesson is on 
duty as assistant to the chief of the 
management control section. From 
this Headquarters the Training Com- 
mand operates a nationwide network 
of flying and technical schools to pro- 
vide individual training for virtual- 
ly all AAF personnel, including pi- 
lots, bombardiers, navigators, gun- 
ners and technicians. A teacher In ci- 
vilian life. Captain Jesson graduated 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

I 3210 105 N. Fourth 



KODAK 
FINISHING 



Enlarging and 

at the 



HOLLOWAY & BUNK 



Jim Romig's 

CONOCO 



601 N. Manhattan 



Open 8 a. m. to 8 p. m. 
Closed Sundays 

LUBRICATION . OIL CHANGE 



ARROW SHIRTS 

•2.24 up 





Are you "Tie-Ty 



. a one-style-tie man? Do 
yoo swear by stripe*? Are solids 
jour stand-by? Now's the time to 
that habit! See the new 
Ties. They come in pat- 
stripes and solids, and 
jottH find examples in oil three 
types that yon like. All Arrows 
are cut on the bias with a special 
Hiring to resist wrinkles. They 
ke perfect knots every time! 





1 



-ARROW* 

SHIRTS and TIES 



> 



IttsnMfii'i'*! 



Hay t, me 
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Cage Practice 
Draws 11 Men 

Kansas State is holding its 
first spring cage practice under 
wartime conditions. Now in the 
third week of practice, 11 men 
have reported to cage mentor, 
Fritz Knorr. 

Practice is held three times a week 
or whenever intramural Softball 
games permH. Men who have report- 
ed are Jay Payton, an all-Big Six 
guard last season, Dick Spencer, 
Jack Kincheloe, Burt Howard, How- 
ard Lelt«, Jack Larson, James New- 
berry, Harvey Arand, Jose Diaz, Bob 
Jackson and Dave King, formerly of 
the University of Arliona. 

Of these only Payton, Spencer and 
Kincheloe are lettermen but BUI 
Schultz, letterman forward and Ralph 
Stueuer, letterman guard, will prob- 
ably report later. 

Dan fort h Award 
Goes To Neher 



David D. Neher, Junior in the 
School of Agriculture, has been 
awarded the Danforth fellowship, 
with Millard Eugene Spratt, Ottawa, 
chosen as alternate. These awards 
were based on evidence of leadership 
ability, good physical condition and 
a high moral character, 
* Mr. Neher will spend two weeks at 
the headquarters of the Ralston Nu- 
tretia Mills in St. Louis and two weeks 
at Camp Minlwanca, Shelby, Mich., 
from July 29 to August 26. 

The Freshman award to the Dan- 
forth Foundation this year has gone 
to Charles D. Armtarong, Muscotah, 
freshman in the School of Agricul- 
ture. The first alternate is Harvey 
Arand, Belvue, and the second alter- 
nate is Donald W. Larsen, Peabody. 

Armstrong will spend two weeks 
at Camp Minlwanca from August 13 
to August 26. At Camp Minlwanca a 
fourfold life is emphasized: physical, 
menu), social and religious. Several 
hundred college students are chosen 
from leaders in respective Institu- ' 
t ions to be present at this camp. Both 
freshmen and junior students parttcl- 
. pate in the same program at camp in 
August. 

Information received by Ruth 
Hodgson, president of the local Min- 
lwanca Club, revealed the fact that 
263 Kansans have attended this 
American Youth Foundation Camp In 
the past 26 years. A majority of these 
students were from Kansas State Col- 
lege and had been 4-H Club members. 
Also, a number of them had received 
part or fall fellowships as mentioned 
above. 



Intramurals . . . 



Mary Hodgson. Blitz Babe, de- 
feated Patty Pilfer. Pi Beta Phi, in 
the finals of the ping pong tourna- 
ment which were held last Thursday 
evening. 

Games between the groups entered 
In the volley ball tournament began 
Monday at 5 p. m. and will be played 
throughout the entire week. Group 
winners will meet May 9 for the final 
playoff. Those contestants are Kap- 
pa Kappa Gamma, Alpha XI Delta. Pi 
Beta Phi, Annex I. Blitz Babes, Delta 
Delta Delta, Chi Omega, Van Zlle 
Hall, Kappa Delta, and Kelm's Ka- 
bana. 

All 26 women passed the Red Cross 
tests for Instruction in swimming and 
water safety which were held here 
last week. The women are now au- 
thorised Instructors for teaching 
elementary swimming, life saving, 
and functional swimming. 

A dance demonstration was pre- 
sented by the intermediate dance 
class in the women's gymnasium 
Monday night at 8:30. At 10 a. m. 
Saturday the grade school children 
will present a rhythm dance program 
in the gymnasium under the direction 
of MIbs Ruth Krlehn. The program 
is open to the public. 

Tau Kappa Epsllon. Alpha Gamma 
Rho, and House of Williams were 
winners of last week's softball intra- 
murals. 

Yesterday the Sig Alpha met The 
Jones Boys on the southwest diamond 
while the AGRs met the Kappa Slgs 
on the east diamond. 

Tomorrow the Jr. A. V. M. A. will 
compete with the TKEs on the south- 
west diamoncfand The House of Wil- 
liams against the AGRs on the east 
diamond. 

Mondays softball games will be the 
Slg Alphs against the Jr. A. V. M. A. 
on the southwest diamond and the 
Kappa Siga against The Jones 
on the east diamond. 



Big Six Legalizes 
Talent Scouting 

With the pawing of a new Big Six 
rule which legalises scouting of high 
school talent, the Wildcat coaching 
trio has been busy interviewing out- 
standing high school players during 
the last few weeks. Head cage mentor 
Fritz Knorr said, "It's going to take 
I a lot of scouting to produce a team 
I that will draw a big enough crowd to 
1 fill the new fleldhouse." 

In their talent search, Fritz 
Knorr was Invited as guest speaker 
for a basketball banquet last Tues- 
day at Courtland. 

Last Friday Coach Knorr officiated 
the Marshall County track meet and 
Wednesday he officiated the Pottawa- 
tomie track meet. Coaches Haylett 
and Knorr attended the Salina alumni 
meeting Tuesday night. 



Club Elects 

The Business StudentB Club elected 
iw officers recently. They are Shirley 
GUlan, president; Jim Coder, vice- 
president ; Martha Beckman, 
tary; and Pat Hartnett, treasurer. 

Members of the Club will have a 
picnic May 10 at 6:30 p. m. Meeting 
place will be at the Water Tower on 
Drive, 



H.J. GRIFFITH 
DOWNTOWN THEATRE! 



1 

I 



WAREHAM 



Religions Emphasis Week 

Next Fall, Oct. 28-Nov. 1 

Plans for Religious Emphasis Week 
next fall, Oct. 28 to Nov. 1, are now 
being formulated by the Kansas State 
Religious Federation. During the 
week, deans are asked not to sched- 
ule any other events. As in the past, 
an outstanding person In national re- 
ligious affairs will be the featured 
speaker at the various conferences, 
meetings, and assemblies. 



Collegian Advertising Pays. Try it. 



Veterans . . . 

Veterans of World War II at 
K-State are having a stag picnic 
Saturday at ftp. m. in the Ameri- 
can Legion Park. All veterans 
on the campus are Invited. 



CLASSIFIED 



Barney Youngcamp. Notary Public 
leal tor. Day or Night. l«Ji-A 
Moro. Phone 3S80. 



Native 

A program of native dances will 
be given by members of the Cosmo- 
politan Club at an open meeting 
tonight at 8 p. m. in C101. The public 
is welcome to attend. 



LOST — Elgin watch In or around 
women's gym. Reward offered. Phone 
2-8203. 

LOST — Light brown billfold. Finder 
keep money and please return bill- 
fold and cards to Ruth Wilson, 618 
Sunset. Phone 4436. 



fcosnfl 

■ *J TM« ATM 

Shows: 2:80 - 7:00 . 9:00 



LAST TIMES TONITE 
27 r Plus Tax 

"The Heavenly Body" 

with 

• Hrdr 



FRIDAY - SATURDAY 
27c Plus Tax 

in 

"Swing; Fever" 

with 
Marilyn Maxwell 



Lena Hnrne 

SUNDAY 
MONDAY - TUESDAY 

"See Here, 
Private Hargrove" 

with 

Walker - Kniu 




Men Are Scarce-- 
But So Are 
Other Things 

Don't be 'caged -up' this 
year when warm weather 
really sets In. 

Get outside In clothes that 
make you feel dresBed up 
or fit into your leisure 
hours, 

There's no scarcity of fun 
in Don & Jerry's Sports 
Clothes. 

All Wool Sport Coat 

•10.50 to »ao.7B 

All Wool Sweaters 

88.88 to »10.00 

H8.9S to tio.on 

to »8.78 




Breakfast 
Lunch or Dinner 

it's 

Johnson's 

AggieviUc 



QUICK BE PAIRING 



BRADSTREET 

WATCHMAKER 
Corner Fourth Jk Houston 



Just Released From Broadway 

'Over Twenty-One" 

FRIDAY AND SATURDAY 



8 p. m. - 8 p. m. 
Daily Except Sunday 
Curtain — 8:18 p. m. 



Tickets 
80c Including Tax 
Servicemei^— 80c 
Activity Books 



Gifts for Mother's Day 

Just a small remembrance 
Something she can use 
Stationery or a book perc 
Just so it comes from you 



The College Book Store 




now showing — 

It's a HOWLUVA Lot of Fun I 

BREWSTER'S! 
MILLIONS 

: — : Starring : — : 

Dennis O'Keefe, Helen Walker, I 
June Havoc, Kddlf "Rochester" | 
Gall Patrick, 
i Aiicr 



STARTS SUNDAY 




STATE 



FRIDAY - SATURDAY 

CHARLKH 8TARRKTT 

• Itt 

Sagebrush Heroes 

— PLUS — 



in 

I LOVE A MYSTERY 



STARTI>G SUNDAY 




— and— 

Fashion Model 

Robert Lowcry - Marjorie Wes 



CARLTON 



FRL • SAT. 



Wm. Rendli • Gale Bondergoard 

In 

The Hairy Ape 



— SUN. - HON. - TUBS. — 
Sylvia Sidney - Artaro Do Cardova 
In 

Frenchman's 
Creek 



... i 
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Dee Preaich is now wearing 

the diamond of Charles Henley, 
SAE pledge. 
Alpha Delts had chocolated 

from Harriet Donley April 25 as 
she chained the SIg Alph pin of 
George Chapman to her own. 

Alpha XI D*Jt«* received rhoco)*te* 
from Audrey Herryfleld announcing 
her engagement to Lt. Roy Kincafd. 
AGR. Lieutenant Kincald li noi 
tloned in the Hawaiian Islands. 

KoHew Sunday nt the Kappa Kappa 
Gamma house were from Gladys 
Richardson announcing her marriage 
to Wade Heter of Sterling which took 
place May 1. 

Oil 0'» held formal pledfttnff 
Wednesday for Lola Warden and Joan 
McDowell. 

Alpha l»elta PI M>n»riiy celebrated 
Founder's Day and Senior Day 
Wednesday night with a formal din- 
ner at the Country Club. 

PI Phi's an* having thrir annual 
Parent's Day Sunday. 

Ota 1 ! honored IhHr province 
hargemon, Karl Swafford of Park 
College, Mo., at a buffet-supper and 
smoker Sunday. Among the alumni 
present was Lt. Casey Edell, stationed 
at Lincoln Army Air Field, Lincoln, 
Neb. 

Mickey Tcrrar of Coffeyvlll© Is now 
wearing the blue and white pledge 
ribbons of Alpha Delta Pi. 

Parties in store for tills weekend 
include tbe Kappa Kappa Gamma 
spring formal dinner dance Saturday 
with dinner at the Wareham fol- 
lowed by dancing at the chapter 
bouse. The other party is* Van Kile 
Hall spring formal dance Saturday 
«t the Hall. 

Henlor women of Alpha XI Delta 
were honored at the annual senior 
dinner April 25. 

Alpha Delta are having their annual 
Mother's Day dinner Sunday. 

Gladys (Ion*. » sophomore In HK, 
and Curtis Phillips of Manhattan, a 
former student, announced their en- 
gagement by passing chocolates at 
Clovia Sunday night. 



There are more ants than any other 
■Ingle creature In the world. 



Dance Manager . . . 



for next 



fall Is May ©. Student* 

sis to 1 
of the 



NEW WHITE 
HATS 

Toques 
Small Sissy Sailors 
and Large Brims 

A NICE SELECTION 
At Reasonable 



Wareham Hat Shop 

Wareham Theatre Bldg. 



for Always 

a 

Wedding Band 

Engraved 
Plain 
Fancy 

DIAMOND OR 
PLATINUM SET 

Designed for the Bride 
and for the Groom 



REED'S 

TIME SHOP 



Mrs. West Speaks 
To Dietetic Groups 



of the Ameri- 
can Dietetic Association, Mrs. Bessie 
Brooks West will complete a two- 
week speaking schedule this week- 
end when she addresses the conven- 
tion of the Minnesota Dietetic Asso- 
ciation In Minneapolis. 

The bead of Kansas State's Depart- 
ment of Institutional Management 
was the guest speaker at two state 
conventions and at two city-wide 
meetings and was interviewed on the 
radio several times. In addition, she 
visited collages and universities in 
the cities where she spoke. 

Mrs. West told of the opportunities 
In the profession before the Missouri 
Dietetic Association's convention at 
St. Louis, April 20 and 21; the Great- 
er Kansas City Dietetic Association, 
April 23; the dietetic group at Oma- 
ha, Neb., April 24; and the Nebraska 
Dietetic Association's convention at 
Lincoln. April 26. Her address on the 
same subject will be presented on tbe 
Minnesota programs which will be 
held tomorrow and Saturday. 

Women In Management 

House* Exchange Places 

Women living in the home man- 
agement houses moved Saturday. 
Those who have been at the Ula Dow 
Cottage, the representative lower In- 
come home, changed places with 
those in the Margaret Ahlborn Lodge, 
the home fur tbe upper income group. 

Tbelma Pierce, Gladys TJaden, 
Ruth Redmond, Marian Ober, Lenore 
Sjogren and Rita Anderson are now 
living In tbe Margaret Ahlborn 
Lodge, and Gladys Richardson, Mar- 
jorle Ross, Oda Harlow, Faye Jean 
Gleason, Shirley Gessell and Anabel 
Wood are at the Ula Dow Cottage. 
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-College Calendar- 

Thursday, May ft 

R«rogaJtaoa Dinner, Count ry dab, 

a p. m, 

U. 8. O. Training Institute Meet- 
1, a to p. m. 

2 to 4 



Collegian Advertising Pays. Try It. 



YWCA-VMCA Meeting, 
IIS, T:aO to 8:SO p. m. 

Friday, May 4 

Kansas Btat* Player* Play, 

tori um, «: 15 p. m. 
Homo Economic* .Staff 

Thompson 209, A: AO to 7: SO p. 

m. 

Kappa Klgma Party, Chapter 
House, to 12 p. in. 

Sat unlay, Hay 5 

City PmjheJlenlo Scliylarwhlp Tea, 

Chi Omega House, 3 to a p. m. 
Van /Jio Spring Formal, Van ZUe 
Hall, 9 to 12 p. m. 

Kappa Gamma Dinner 
ice, Chapter House, 7 to 12 
p. m. 

Ktgma Nu Party, fount ry Club, 8 
to 1 1 : SO p. m. 

State Piayera Play, Audi- 
8: IS p. m. 

Sunday, May fl 

Recital, Auditorium, It to 6 p. m. 

Monday, Hay 7 

Student Council Meeting, Thorn p- 
Hon 206, 7:SO to 10 p. m. 

YWCA Cabinet Meeting, Calvin 
107, Ts 15 to*: 15 p. m. 

Children's Recital, Auditorium, 7 
to 10 p. m. 

Orcheals, NlrhwK 1, 7 to 0:80 p. m. 

KiwmWe-MuxU Department, Au- 
ditorium. 7:30 to ft: 30 p. m. 

YWCA Leadership Council, 
101, 8: IS to 9 p. in. 

Tuesday, May 8 
Orchestra, 
p. m. 



Choral Rehearsal, Thompson 
S to p. m . 

Wednesday, May t 

7 to ft p. m. 



Tri Delta Give 
1945 Scholarships 

Delta Delta Delta sorority has an- 
nounced their annual scholarships 
available to women students. Appli- 
cants may or may not be Trl Delts, 
but should be Juniors or seniors, 
working toward a degree. They must 
be women of fine character, who will 
be useful In the war effort or may 
be valuable citizens in the postwar 
reconstruction period, and who are 
In need of financial assistance be- 
cause of economic dislocations result- 
ing from the war. 

Application blanks may be secured 
from Mrs. F. D. Coleman, 3050 Strat- 
ford, Lincoln 2, Neb. These must be 
completed and In her bands by June 
1, The awards will be made July 1, 



Initiation Held For 
H. E. Association 

The initiation ceremony for senior 
women in the School of Home Eco- 
nomics who Joined tbe American 
Home Economics Association was 
held Wednesday, May 2. at 8:1 S p. m. 
in Recreation Center. This was tbe 
first ceremony of its kind In the his- 
tory of Kansas State. 

Dean Margaret Justin, past presi- 
dent of tbe American Home Econom- 
ics Association, presided at the ser- 
vice. She was assisted by Miss Mar- 
garet Rafflngton. assistant dean of 
Home Economics. The ceremony was 
formal and tea was served afterwarda. 
A trio consisting of Marian Terrill, 
Dorothy Wilson, and Eunice Niblo 
sang "In the Still of tbe Night" and 
"Tbe Star." Arlene Shields and Edith 
Willis planned the service and those 
in charge of the tea were Mary Long, 
Carol Shields. Marjorie Bunge, and 
Georgine Blschoff. 



7:18 to 10 



Get Your Summer Dress Now! 

MESHES • CHIFFONS • 

BUTCHER LINENS • JERSEYS 

Summer CottonB and Rayons for School 

THE SMART SHOP 







Miss Stella Harrlss, associate pro- 
fessor of Chemistry, returned to 
classes Tuesday after spending nine 
weeks in St. Mary's Hospital with a 
broken arm. 



Surprise Mother 
on her day 



with a * 



MOCK LACE 

BROOCH 

COMPACT 

from DOOLEY'S 

JEWELER 



Patronize Collegian Advertisers. 



Don't delay the bus 

'cause 
When the bus 
is late 
You Wait 



College City 
Bus 

Dial 4140 



SEND 

FLOWERS 

FOB 15 VERY OCCASION 

There Is no more fitting gift 

Select from onr fine array of 
Cat Flowers, Corsages and Plants 

Manhattan Floral Company 

118 



What the Co-eds have been calling for 

Smooth Bathing 
Suits 



Get ready for a summer of sun- 
bathing and active fun at the 
lake or pool in a bathing suit by 

Jantzen 



or 



Catalina 




Personalized Stationery 

Copenhagen Blue with Silver 

The Appreciated Gift 

FOR FINER STATIONERY 

CO-OP BOOK STORE 



— 



Gifts Mother Prefers 



Best of ail gift accessories for young-in-heart 
—something smart to wear! We know Mother's taste . 
and we've her favorite costume "extras." Sparkling neck- 
wear . . . pretty toiletries . . . costume-making bags, gloves, 
and jewelry, all at present-perfect prices! 




Hand Bags 

Corde, faille, patent, alligator 
grain, leather, broadcloth, and 
felt— War*, navy, white, brown, 



$5.00 to $17.95 



COSTUME 
JEWELRY 

Ceramics, gold plated sterling, 
sterling silver, rhioestone, and 



$1.00 to $22.50 
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Graduation 
Speaker Is 
Dr. John Vieg 

John A. Vieg, chairman of the De- 
partment of Government of Pomona 
College. Claremont. Calif., will be the 
sneaker tor baccalaureate-commence- 
ment May 20, President Milton S. 
Elsenhower has announced. Miss M. 
Craig McGeachy, director of the wel- 
fare division of ihe United Nations 
Relief and Rehabilitation Adminis- 
tration, was scheduled to speak at 



* Kansas State's Honor Roll + 

The College Alumni Office during the war has triad to keep the war ree- 
ds of K-State men and women In service aa up to date as possible. Included 
among the Uat of more than 4,000 Kansas State people In the service are 
119 who have lost their lives In World War II. Thirty-seven men are pris- 
oners of war and 34 are missing In action. 

Undoubtedly these records are not complete. The Alumni Office would 
appreciate any additions or, corrections to these lists. A list of those who 
have died In this war Is given below. 



Allen, David K., 
Alio 
Ball, 



t. a '19 



Allen, Raymond Dale, f. 

11, id 
Uelden, Clair L. 



a. '41 




M 



Ward a, f. a. '16 

f. a. '18 
Bern la, Ralph, f. s. '41 
Boes, Glenn H., C. B. '39 
Boytngton, Eldon Eugene, B. 
Bra u n. Gordon, f. s, '48 
Buckner, Eld on, f. a. '41 
Burson. Charles J., f. a. '43 
Bush, Thomas, f. ■. '40 
Christy, John, f. s. '89 
Cordes, Arthur, t. '48 
Crouch, Chenney, f. a. "42 
Davldaon, Charlea, f. a. '40 
Davlee, Eugene P., Ag. '18 
nilley. Richard P.. C. K "41 
Eckhart. Jack, f. a. '48 
Edwards, Robert J., f. s. '40 
Eallnger, Lawrence H„ f. s. 
Evan., Kendall W.. I. J. '41 
Falrman, Charlea, f. a. '41 
Feathering-Ill, John P., Ag. '41 
Fitzgerald, John H„ f. s. r ll 
Fox, Philip, '!*7 
Freeman, Forreat E., f, 8. '40 
Frank, Gilbert, f. b, '48 
Froellch, Robert W.,f. b. '36 
Gardner, Garret. C. E. '89 
Gooddlnsr. George V., M. 8. '42 
Goodwin, Paul F., f, b. '37 
Green, Gordon C, Ag. '49 
Groft, Leland, Ag. *4l 
Hadley. William D, I. a. '43 
Hftetce, Roy W„ C. E. '18 
Haines, Charles M., M. JS. '09 
Hale. Edgar L., f. a. '38 
Hamilton, Alvln W., E. E. '17 
Hanna, Joe Kermlt, f. a. '37 



commencement but due to war de- 
velopments she has not been able to 
return from London. Since the date 
of her return is eo uncertain, it was 
decided to select another speaker and 
invite Miss McGeachy to appear on 
the campus later. 

Mr. Vieg until recently was a mem- 
ber of the staff of the Division of 
Administrative Management, U. S. 
Bureau of the Budget, in Washing- 
ton, D. c. In 194 2-43 he was assistant 
chief of the reoccupatlftn division of 
the Office of Lend-Lease Administra- 
tion in Washington. . 

The speaker received his bachelor 
of arts degree in history and English 
In 1926 from St. Olaf College. North- 
8eld, Minn. In 1929 he was granted 
his master of arts degree in history 
by the University of Iowa. He received 
his Ph. D. in political science from 
the University of Chicago. 

Dr. Vieg is a member of the Amer- 
ican Political Science Association, the 
National Municipal League and of 
the American Academy of Political 
and Social Science. He is the author 
of many articles and publications on 
various phases of government in the 
United States. 



Harris, Erneat O., A 
Hart, George T., 1 
Harvey, Lelaiid T. 



U 



Com. '37 
A., Q, S. 



Johnson, Dale E„ Ag. '40 
Jones, George R., t. a 40 
Kaalow.llllton, Ch. E. '40 
Klmple, Eugene F., f. s. 43 
Kleinenherg, Theunla M., Ag. '26 
Krai, James, D. V. M. '86 
Lnlttmh. Doyle Wayne, Ag. '41 
LIU. Dean T.. P. E. '48 
Little. Clabarn O., M. E. '80 
Lovell, Roy C, f. s. 'It 
McColm, John Edwin, Ag. '86 
MeCutchan. Elvis, P, E. 40 
McCune, Dale F.. Ag. '43 
Mr-Williams. Irwin K.. M. E. '26 
Maklna. Alfred E„ I. J. '40 
.Mendenhall, George L. Jr., M. E. 43 
Mltrhell, Lee Roy, f. s. '38 
Montelth. Charles, t a '82 
•Moore, Warren Franklin, f. s, '44 
Mulr, William L., B. A. '40 
Nelson, Wlllurcl Dean, M. 1. 11 
New, Harold, Ag. E. '87 
Newell. Ralph, f. a '41 
Nlemeler, Norman, t. a. '42 
I'age, Robert Kerr, f. s. 41 
Hsrlso, Charlea, f. a "42 
Petersen). Raymond G„ f. a. 42 
Petty, Thomas, f. s, 

pfrtlef^ober 
Porter, Jeral 
Potter, Ed, f. a. 
QuISly, Jack, f. e. '48 
Ramey, Roger Dean, f. s. 
Rata, Jamea K., t. a. '82 
Keynolda, Earl B„ G. S. '41 
"llpley, Earl, f. s. 
tnhertN, Robert H., t. S. 
toblnnon, Cecil R., Ag. '40 
key, Raymond R., Ag. '42 
Frank, f. 



Combine V-E Day a 
In Assembly 





The College whistle along with the Manhattan Are siren of- 
ficially announced V-E Day In Manhattan at 10 a. m. Tuesday. 
Combining this announcement and the planned International 
Security Assembly program, K-State students and faculty mem- 
bers assembled In the Audlto- 



Roger Nail, Ag. '42 

a^lVT.43 
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L-hnelder 



Fred V, f. 



HaHetwood, Leroy 
Helts, Charlea Eldon, f. a. '41 
Hellener, Robert H., B. A. '43 
Hill, Eugene, f. a. '48 
Hiller, James, f, s. '43 
Hlnrlcha, Clyde I., f. a. 
Hodgson. Robert M., f. a. '42 
Holbert, Sidney Albert, G. S. '40 
Huuklna, Conner Qarth, B. A. ' 
Hotchklas, Harold, f. a. '43 
Hotchklas. Richard, M. I. "89 
Householder. Jack, f. ». '33 
Hubbard, Derrol Dean, f. a *48 
Hunt, Donald M„ f. a. '42 
Irwin, Donald F„ f. a. '43 
Irwin. R. W., f 
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il 



40 



t. W., f. 8. 41 



Seufert, Edward G„ Ag. '43 
Soeken. Wilbur W.jf. s. '41 
Stevens, J. R.. f. S. 41 
Strole. Miles, f. s. "86 
Thompson, Arthur H-, Ag. E. '40 
Tluirnbrijugh, G, Wayne, Cum. '36 
Tlchenor. Ralph L., t. s. '41 
Van Doren, Lyle R., M. E. '88 
Van Dusen, William U, t. s. '13 
Vlar. Leiand A., Com. '8S 
Wanda, Dlxaoa, G. S. '40 
Werte, William J.. Ag. 42 
Williams, John M„ I. J. '41 
Wood, Chester B-, f. a. '43 
Woods, Ernest E. Jr.. f. a. '42 
Zimmerman, Lladley, f. a. '43 
Zltnlk, Joseph, Ag. '88 



Over 2V 9 Makes Hit 
With KS Audiences 



K-State Men See 
Separation Center 

Five Kansas State College repre- 
sentatives visited the counseling and 
guidance branch of the War Depart- 
ment Separation Center at Port 
Leavenworth April 25. 

All men released from the Army to 
return to civilian lite in the states of 
Kansas and Nebraska are handled at 
Fort Leavenworth. 

Those who visited the center were 
Deans R. A. Sea ton, R. W. Babcock 
and it. I. Thackrey; Dr. J. C. Peter- 
son of the Department of Education, 
and J. N. Wood, associate professor 
of machine design. 



"Over Twenty-One," the Kansas 
Stwte Players' Anal production for 
the year, made an Instantaneous hit 
with both the Friday and Saturday 
uight audiences. Cleverly presented, 
the play kept the audience laughing 
throughout the evening. 

Betty Caldwell starred In the role 
of Paula, a brilliant Hollywood 
writer who followed her husband to 
a Junior in industrial I e amp and succeeded In pushing him 
has been assistant editor \ through O. C. S. Craig Bracken por- 



Elsenhower Begins Radio 
Programs For Service Men 

President Hilton S. Elsenhower 
will speak over KSAC at 1:30 p. m. 
tomorrow to Inaugurate a new radio 
program designed to discuss the prob- 
lems of tbe ex-service man and to ex- 
plain the O. I. BUI of Rights. 

Last week Dr. A. A. HolU, dean 
of men, who is In charge of the pro- 
gram explained the purpose, and gave 
a brief preview of the scheduled lec- 
tures. 

Programs scheduled to date Include 
talks by Deans Russell Thackrey and 
R. A. Seaton, and Dr. Sam Nock. 



Choose Editors 
For Next Year 

Editors of the Royal Purple and 
The Kansas State Collegian for the 
coming year have been announced by 
the Board of Student Publications. 

The editor of the 1946 Royal Pur- 
ple will be Dorothy Cochran. Helen 
Clegg will edit\the summer school 
Collegian and editor of the paper 
next fall will be Jean Wainscott with 
Dorralne Dorf as business manager. 

Dorothy, 
journalism, 

of the Royal Purple this year. She trayed the 40-year-old newsphper edi- 
ts a member of the YWCA cabinet 
and the planning committee of tbe 
International Security Assembly and 
president ot Mortar Board, honorary 
society for senior college women. She 
was assistant copy desk editor of The 
Collegian last semester. 

Helen, who is a sophomore In in- 
dustrial Journalism, was assistant 
copy desk editor of The Collegian 
this spring. She Is a member ot the 
Alpha XI Delta sorority and of Quill i 
member ot the Wesley Foundation, 
Collegiate 4-H Club and Freshman 
Club, creative writing club. 

Jean, a senior In Industrial jour- 
nalism, was assistant editor of the 
school paper this semester. She 
worked on the administration sec- 
tion of this year's Royal Purple and 
is a member of the planning commit- 
tee of the Inter national Security As- 
sembly. She was Chancellor of Quill 
Club this year. 

Dorralne, who was the assistant 
business manager of The Collegian 
this semester, Is a Junior in Indus- 
trial Journalism. She is the newly 
elected Chancellor of Quill Club and 
worked on the fraternity 'and soror- 
ity section of the Royal Purple this 
year. She is a member ot Alphl XI 
Delta sorority. 



Petterson Is 
Beauty Queen 

Kathleen Patterson, Alphl XI Del- 
ta, was proclaimed beauiy queen ot 
the 1»45 Royal Purple when the K- 
State yearbook* were distributed 
Monday. 

Kathleen and her three attend- 
ants,, Lila Lou Johnston, Alpha Delta 
Pi; Mary Elisabeth Hogan, Chi 
Omega; and Mary Iliff, Van Zlle Hall 
were selected as Kansas State's most 
beautiful coeds by Karl Fltser. a Kau- 
sas City, Mo., artist. 

The v 3 00-jtage yearbook bound in 
blue leather was edited by Elisabeth 
Crandal) Reed with Mary Ann Luh- 
now as advertising manager and 
Dorothy Cochran -as assistant editor. 

Tbe theme "Tb> College of Tomor- 
row" was used throughout. The six 
divisions of the book were introduced 
by pages showing the proposed build- 
ings and an air view picture ot the 
postwar campus. A 2 4 -page feature 
section highlights tbe book, 

As editor. Mrs. Reed expressed her 
thanks to President Elsenhower and 
his office stair for helping In the de- 
velopment of the postwar theme, to 
Paul Welgel, head of the architecture 
department, to Mrs. Jean Deyoe who 
drew the proposed buildings for the 
campds of tomorrow and to Marshall 
Walker, who drew the sketches tor 
the end sheets. 

"I appreciate the fine cooperation 
of the 37 staff members who worked 
on the book. It would have been Im- 
possible tor me to have published 
the 1946 Royal Purple without their 
assistance." stated the editor. 

More than 1,000' copies ot the hook 
have been distributed while a limited 
number remain on sale. 



rlum at 11 a. m. 

President Elsenhower gave 
the principal talk In which he 
told faculty members and stu- 
dents. "Peace must oe positive; not 
negative. We are assembled today for 
two purposes, to express gratification 
that the war In Europe Is over, and 
to Inaugurate a program of building a 
permanent 'peace on the aahes of this 
war." He added that for human basic 
rights, millions have worked, fought 
and died, and for those rights the 
San Francisco conference must suc- 



tor. Max Wharton, who after the first 
day decided that men, over 21 were 
not made to absorb the Army's edu- 
cation. 

Much of the success of the play 
was due to the fine performance of 
ihe supporting cast. Opening the 
first act were Arma Jo Smith, as Jan 
Lupton, and her husband. Ray Lup- 
ton, Ralph Fogleman. a youthful, 
newly-crowned second lieutenant. 

Dean Tlemann. a stlfflsh, strictly 
military colonel, with his wife, Dor- 
othy Wilson, and his over-enthusi- 
astic mother-in-law. Pauline Flook, 
paid two visits to the Whartons which 
resulted in several humorous situa- 
tions. 

Emhert ColeB, as Robert Drexal 
Govt, a newspaper publisher, and Sey- 
mour Cohen as Joel 1. Nixon, and his 
secretary, Jo A mi Scheu. did their 
best to discourage the prospective 
lieutenant but. despite them, and in 
spite of lights that wouldn't work, a 
topsy-turvy kitchen and a tempera- 
mental window, Max Wharton proud- 
ly graduated 27 1st In his class of 
352. 

Ruth Gordon's lively comedy was 
directed by Prof. Earl G. Hoover. 
Credit also goes to the stage crew and 
the production staff for an evening or 
enjoyable entertainment. 



P. And G. Gives 
College $2,000 

The Procter and Gamble Company 
of Ivorydale, Ohio, has granted 



Pledgee Denied Use 
Of Cemetery Map 

Fraternity pledges and representa- 
tives of other organisations who have 
called at the home of Sam Shannon, 
cemetery sexton, to see the map of 
SuiiBet cemetery, will find this service 
no longer available. 

The Faculty Council on Sludent 
Affairs at the College? In an effort to 
relieve Mr. and Mrs. Shannon of the 
nuisance, has written a letter to them 
urging the cemetery sexton and his 
wife to refuse information to persons 
who call at I heir home at Inconven- 
ient times. In fuel, the Shannons are 
urged not to dispense such informa- 
tion at any time to persons who obvi- 
ously are merely carrying out some 
initiation or pledge duty. This sug- 
gestion was made In an effort to elim- 
inate the practice which has become 
a nuisance to the Shannon family. 

For many years a favorite practice 
of various groups has been to ask 
their pledges to locate a certain grave 
or to obtain the date of birth and 
date of death of a certain person. 
Failure to locate the headstone in the 
cemetery usually resulted in a call 
by the weary and harassed neophyte 
to the Shannon home across the street 
from the cemetery entrance. 



"May 8, 1946, tea day for rejoic- 
ing and prayerful thinking,'* said 
the President. "We must contribute 
unfalteringly to order of the world. 
Kansas State begins today by launch- 
ing an experiment to establish a sys- 
tem of security." 

■ James BeDel, representing World 
War II veterans, addressed the stu- 
dent body saying, "Conquering Ger- 
many is a big step In the victory 
against Japan, but there are many 
nights ahead before the Job is done. 
To succeed we must keep our heads 
straight and our eyes forward." Be- 
Del is a former first lieutenant In 
the RCAF and flying instructor in 
Florida. 

Dean Tlemann. chairman of the In- 
ternational Security Assembly, In out- 
lining the peace program pointed out 
that college students represent the 
aristocracy ot a country, and they 
must see to It that the peace of the 
world Is guaranteed forever. 

A medley of national anthems was 
played by the College band under the 
direction of Lyle Downey, associate 
professor ot music. Invocation was 
given by Dorothy Cochran, and bene- 
diction was giveaway the Rev. B. A. 
Rogers. 

Representing the Kansas State Col- 
lege veterans of World War II were , 
Major D. C. Taylor, commandant of 
the ROTC; Dean R. I. Thackrey, spe- 
cial service ofllcer; Victor Overholt, 
commander; Stanley Stuart, vice- 
commander; Hubert Crlss. adjutant; 
Delbert Longfellow, finance officer; 
Howard Jones, historian; and James 
BeDel. 

Lois Melsner and Mary Alice Doll 
Introduced tbe planning committee 
or International Security Assembly 
and the representative chairmen. 



sas State College $2,000 to cover the MeA loWtei to 



Irene Greer, Junior in home eco- 
nomics, was elected chairman of the 
Home Economics Service Club Tues- 
day. She will serve on the Home Eco- 
nomics Executive Council as well as 
leader of tbe Service Clob for next 
year. 



Transfer students comprise about 
26 percent of the undergraduate stu- 
dent body at the College. About 3G 
of tbe 



cost of a research project on the en- 
gineering operations In the manufac- 
ture of soap, the President's office an- 
nounced today. 

Work for the company, which op- 
erates a plant In Kansas City, will be 
conducted by the College's Engineer- 
ing Experiment Station. Dr. John W. 
Greene, head of the Department of 
Chemical Engineering, will have 
charge of the project. A. E. Messen- 
belmer, Instructor In machine design, 
will devote half time to the project. 



Empty Bottles* Help 
Disabled Soldiers 

That empty perfume bottle on your 
dressing table may help some dls- 

fhe Use of 



Pays. Try It. 



his hands. 

The soldiers at Ft. Riley paint and 
decorate bottles In order to gain con- 
trol and co-ordination of their hands. 
Many small attractive bottles are 
needed and are being collected by the 
Home Economics Service Club. The 

bottles may be left In a box in Calvin PojoUr ^ 



Student Council 
Sponsors Tour 

In order to promote interest 
enthusiasm about Kansas State Col 
lege among bigh school students over 
the state, the Student Council spon- 
sored Its first tour of fonr schools last 
wee*. Those visited were El Dorado 
High School and Junior College, Ar- 
kansas City Junior College, Win field 
High School, and Augusta High 
School. 

Motion pictures of K-State were 
shown and explained by Pauline Flook 
and Merle Eyestone. Tbe Melodlanns, 
Patt Falrman, Joyce Crlppen, and 
Ruth Fenton, sang two medleys of 



Students Vote 
On Constitution 

The student body will go to the 
polls tomorrow to vote on the Con- 
stitution of the Student Governing 
Association as revised by the Student 
Council. Polls in Anderson. Calvin 
and the Veterinary building will be 
open between 7:46 a. m. and 6 p. m. 

"The Constitution and By-laws are 
for the purpose ot placing the con- 
trol and advancement of student In- 
terest and activities in the hands of 
the student body," says MBrle Eye- 
stone, president of the Student Coun- 
cil, and he continued, "It is the duty 
and privilege of every member of the 
Student Governing Association to 
vote for or against the revised form 
of the Constitution." 

The context of tbe revised Consti- 
tution was printed In the April 29 
Issue of ihe Collegian. 

YWCA Cabinet* Outline 
Plans For Next Year 

The retiring and newly-elected 
YWCA cabinets held a retreat at the 
Girl Scout cabin Friday night. 

Plans for next year were made by 
the project groups. The newly-elected 
president, Frances Ewart, led the 
discussion. 

Dorothy Cochran and Lois Johnson 
gave reports on the Bates Conference 
last summer and Verne lie Blevlns, 
the retiring president, gave a sum- 
mary of plans and responsibilities of 
the YWCA members. 



During the past two years 
than 30,000 voluntary local leaders 
assisted the College in its wartime 
program of food production and con- 
servation. 



many students ont ot each group 
talked to them about Kansas Stats 
and showed great Interest In our 

College. 
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Ctemopoiitaia Club Elects 
Francisco Santiago -was elected 
president of the Cosmopolitan Club 
ml a meeting last Thursday. Other 
new officers are: Clara Louise Dubbs, 
vice-president; Saul Narotsky, 
tary; and Mary Hodgson, 
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With this, we write our last 
words from the Editor'B chair 
—it's "thirty" from here, but 
not the end, of our ambitions 
and hopes for an Improved Kan- 
sas State College and a better 
world. 

Through this brief Editorship we 
have tried to gtve you the news you 
wanted to read, although we were 
somewhat limited by war-time con- 
ditions. We have tried to promote 
certain objectives and Ideals for our 
school and for the world, hoping that 
we have succeeded. 

We are glad that on the eve of 
our last Issue, our nation — and the 
whole world — can experience a feel- 
ing of partial relief as victory In 
Europe Is declared. We are happy In 
that it is one step nearer to the end 
— the end which means normality 
OHM again on the Kansas State cam- 
pus. 

And with till* we close. May our 
hopes and ambitions materialise into 
a stronger student body which will 
promote a united, peaceful world. 

The Staff 



Veterans Endorse 
Grading Professors 

The V-B Day Assembly not only 
honored the veterans of World 
War II on our campus but made the 
students realise that many more vet- 
erans will be returning to college 
noon. With this fact In mind, the stu- 
dents and 'faculty will have to learn 
to "grow up" to their OI's. 

"Just let us alone, but treat us like 
men," says Victor Overboil, com- 
mander of the Veterans Association. 
Stanley Stuart, vice-commander, add- 
ed, "We men do not want anything 
that la not coming to us, but we do 
want all that is coming to us." 

The entire association of veterans 
supports the idea of grading college 
Instructors. Just as they graded their 
superior officers in the armed forces 
as to their methods of Instruction, 
their fairness and (tense of humor, 
they believe It would be advantageous 
to the College and to the students to 
qualify their professors. As Norman 
Byers remarked, "We are here to be 
trained as men, and not to he treated 
as ten-year-olds." 

The veterans agreed that the hard- 
est things to adjust to on the campus 
were language, customs, and associa- 
tions of people without rank. When 
asked If they found it hard to make 
their own decisions after being used 
to army orders, one veteran firmly 
replied. "Nope, my wife makes them 
for met" 

Ninety-six veterane are enrolled at 
K-State, the largest number of any 
college In the state. There are 35 en- 
rolled in the School of Engineering, 
29 in the School of Veterinary Medi- 
cine, 22 in (he School of Arts and 
Sciences, nine In the School of Agri- 
culture, and one In the Graduate 
School. — Norma Jean Mauk, 
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the laat Unu«> pi 
with as a little bit longer while 

we bring fort 1 1 the content* which we 
have col 1 1 vied in our "Hope 

Hope Chest for 1946-46: 

We hope there will be more men I 
on the campus nest year so the PI 
Phis can date, loo. 

\V% hope the Chi O'a will change 
pne certain rule just so we can make 
them one of the gang. 

We hope the Sig Alphs will carry 
on the old tradition of Olsen and Un- 
gtes — you know, the one where they 
spoil 8ig— SwiK. 

We hope the Sigma Nus will have 
a larger active chapter so they can all 
have a gay lime In the Sigma Nu so- 



The Kansas State Collegian 

Published by students of Kansas Btata 
College of Aarloilture and Applied 
Science Thursday of saab week. 

Bid It. Office, Kt-lil* Hall I .... 
Bus. Office, Kedite Halt t " TI 

Entered as second-class matter at the 
postoffl ce, Miinhatlan, Kansas. 

Two Semesters .so 

EDITORIAL STAFJk % 

EdItor-ln-Chlef Phyllis Johansen 

Associate Editor lean Walnscott 

Copy I teak Editor Athol Furman 

Asst. Copy Desk Editor Helen Cleg* 

Soolety Editor t,uoy Walls 

Asst. Society Ed Martha Jane Adams 

Sport pi Editor Date Borsnson 

BUSINESS STAFF 

The Kansas Press Association 

i«i»« 1945 M<sf 

Oltembcr j$ 

National Editorial Association 
4 fVw Pnu im m Fftt Moffat 

THURSDAY, MAT 10. 1846 



rority bouse — (or had you heard that 
the girls bad redecorated the chapter 
room in a more feminine style). 

We hope the KKO's will learn that 
there are such things as closing boon 
and that the Kappa house is at 617 
North Delaware and not at 619 North 
Twelfth (the "office"). 

We hope the war will be over so 
the Trl Delta will have to turn again 
to the lowly •Indents of K -State in- 
stead of all that brass. 

We hope the ADPi's pledge 
beauties next Rash Week 
their reserve Is getting low. 

We hope the AOR's will look be- 
fore they leap! Quaes It takes all kinds 
of fellows to make up a frat though. 

We hope the Phi Delta are able to 
get rid of all their bottles by neit fall 
so they can make room for the next 
Hogue. 

We hope the Alpha Xi's are able 
to pay off their debt before the time 
again comes to have another R. P. 
queen. 

We hope the Kappa Sigs are able 
to continue their weekly parties to 
keep up their morale. 

We hope the Beta's pledge another 
man so they can change proxies next 
year. 

We hope the Delta Tau Delta's get 
out of the rut and date some other 
sorority beside Chi Omega. 

We hope the Kappa Delt's don't 
toe the line so closely next year so 
they can make the dirt column oc- 
casionally. 

We hope the Sigma Chl's will start 
a chapter here next fall so A. J. 
Smith will have a smooch line to go 
through when the time comes. 

And last but not least — we hope 
that Kansas follows In the footsteps 
of Missouri. 

Vow a bit of current new* — Mur- 
ium (she's more to Ik- pitied than 
censored) Hobos' story la the one of 
the pure country girl who came to 
the city and who couldn't get her man 
until she dogged his footstep* on the 
"Slim" diet — an 
nl though a little 

Mugs Monroe, who has always 
prided herself on being one of the 
older girls evidently doesn't practice 
what she preaches — anyway every 
time we see her she's with baby-face 
Hucky Smith. Oh well, what's Ave 
years between friends. 

Tom (Dr. Jekyl and Mr. Hyde) 
Tuttle Is quite the boy. In most stories 
you hear It's the man that's hen- 
pecked, but In tbls case It's the other 
way around. 

Seems as though the Phi Delt base- 
ment dining room Is serving "drinks" 
to mixed couples. At least they're 
open on Monday njghta. 

Sigma Nu Dave Underwood made 
his party Saturday night so exclu- 
sive that no one was there, Including 
moat of the Sigma Nus, Underwood — 
in case you don't know — Is the Sigma 
Nu active chapter this semester. His 
Idea of hell week was burlap under- 
wear and paddles. After hell week, 
one question arose — who gave it to 
who? 

Wonder what Phyl is doing now 
that Dodder id ge is one. Nice that 
Fort Riley is so handy. Bat then we 
suppose Dick knows all about that. 

The time baa come so we bid you 
adieu with the advice not to do any- 
thing that you "Wouldn't want In the 
dirt column. 

Editor's note: The Oat's Meow thU 
worn enter was composed, as you un- 
doubtedly know, by the 8 and S com- 
bination. And If you don't know who 
the 8's stand for, mm you probably do, 
It's Jackie Staley and Dale Sorraaon. 

Personal — PoBt War advice to a 
Vet. wife: Go to Dallas where men 
are men and they don't have 1:00 
closing hours and they never beard 
of 3.2 Kansas beer. The only trouble 
is that while thB cat's away the 
might play. 
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The Distinguished Service Cross, 
the nation's second highest military 
honor, has been conferred upon Cap- 
tain Letand C. JJlelsen, former Kan- 
sas State student, now an A-2* In- 
vader medium bomber pilot. Leading 
a flight- of Invaders over a target In 
Germany, Captain Nielsen's plane 
was struck by a burst of flak, which 
smashed his cockpit window, wound- 
ing him severely about the face and 
knocking him unconscious. A crew- 
man administered first aid to Cap- 
tain Nielsen, who later landed at a 
friendly airdrome without further 
Injury to himself or his crew. He has 
since recovered from his wounds and 
has completed more than 20 bombing 
missions over Germany. He also holds 
the Purple Heart and the Air Medal 
with two Oak Leaf Clusters. A veter- 
an of more then CO missions as a B-26 
pilot In the Aleutian Islands 
palgn, Captain Nielsen Is only 26 



to Hot Springs, Ark., to a rest camp 
before being reassigned to 
field of duty. 



Capt. G. M. Ingrabam, who has been 
overseas for IS months, called rela- 
tives In Manhattan Saturday to re- 
port that he had been returned to the 
United States and would be able to 
visit in Manhattan soon. Captain 
Ingrabam, graduated from Kan- 
sas State Id 1940, has served In both 
Italy and Africa having gone overseas 
from Fort Kaox, Ky., In 3 9 4 2. 



Lt. Jack M. Muse, f. a., has b%en 
awarded the Silver Star for gallantry 
In action, according to word received 
by his parents. He la now in the 
United States and is being hospital- 
ised for a time as a result of wounds 
received in the same action Tor which 
he received the Silver Star. Lieuten- 
ant Muse entered the army in 1943 
and received his basic training with 
the Kansas State ROTC unit at Camp 
Callan, Calif. He was commissioned 
at the infantry school at Fort Ban- 
ning. Ga„ and had been overseas 
about four months when wounded. 
While at Kansas State, be was a mem- 
ber of Sigma Nu fraternity. 



A press release from New York 
lists Keith E. Mead, f. s., as one of 
a group of 1065 men commissioned 
as Ensign, hi the United States Naval 
Reserve. The group was the twenty- 
third class to be graduated from the 
Naval Reserve Officers Training 
School with ceremonies held" In the 
Cathedral of Saint John the Divine, 
New York City. 



Capt. Neal E. Worley, former stu- 
dent at Kansaa State and now a P-4T 
Thnnderbolt fighter-bomber pilot, has 
been awarded the Distinguished Ply- 
ing Cross for making positive identi- 
fication of a concentration of Ger- 
man tanks during the battle of the 
bulge on December 26 and then lead- 
ing a dive-bomb attack oa. the enemy 
vehicles although his Thunderbolt 
bad been damaged by flak. In addi- 
tion to the DFC, Captain Worley, who 
has flown more than 100 dive-bomb- 
ing and strafing missions with the 
8 86th "Hell"Hawk" group, wears the 
Air Medal with four Silver Oak Leaf 
Clusters and the blue ribbon signi- 
fying that his gronp has been award- 
ed a unit presidential citation. 
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Church News 



New Baptist Youth Fellowship of- 
ficers were Installed at the Baptist 
Retreat Sunday at Sunset Park by 
Melvtn Beck. 

The Theta Bpsllon Mothers' Tea 
will be held Sunday at 3 p. m. at the 
home of Mrs. George Rath bun. 

Christian Endeavor members will 
have their Senior Dinner Sunday 
night in honor of high school and 
college seniors. 

Gamma Deltas will be special 
guests at the Lutheran Student As- 
sociation picnic Sunday. All picnick- 
ers will meet at the east door of An- 
derson Hall at 4:20 p. m. 



Patronise 'collegian Advertisers. 



Dr. E. B. Pauley* 
Optometrist 
Complete Optical Service 

2210 106 N. Foarth 



Word has been received from Pfc. 
Gene York that he arrived at Oki- 
nawa Island April E with the 96th 
Infantry Division. Private York, who 
attended Kansaa State before going 
into the army, last July, left for 
overseas service in December, He had 
been on Leyte before going to Oki- 
nawa. * 



Lt, Col. I. J. Dalrymple, C. E. '27, 
Is in Manhattan on three weeks leave 
after serving 3D months stationed in 
the Canal Zone. After termination of 
his leave, Colonel Dalrymple will go 
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Ag XewHletter Issued 
Three hundred twenty-five copies 
of the May Issue of "Servicemen's 
Newsletter" have been mailed from 
the dean's office In the School of Ag- 
riculture. More than 160 news Items 
on servicemen were included and also 
a panel of pictures of the faculty, 
students and other employees of the 
Ag School. These publications are 
edited by C. W. Mullen, assistant 
dean, and Mrs. Gertrude Wheeler, his 
secretary. 




liecelve Airplane Engine* 

Two nirplaue engines, to be used 
for instruction, have been secured by 
the Department of Mechanical Engi- 
neering. The engines were secured 
from the Army Air Force Command, 
Wright Field. Dayton. Ohio. 
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Don't delay the bus 

'cause 
When the bus 
is late 
You Wait 



College City 
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Dial 4140 




moving up in a hurry! 



Every unit ties in by telephone to report on contact- 
between companies, and to discuss the next move. 

That means combat telephone wires must be 
laid down with every forward push. And com- 
munications crews must work continuously repair- 
ing the breaks in lines torn by tanks and amphibi- 
ans and blasted by artillery and mortars. 

Our Armed Forces still have urgent need for 
huge quantities of communications equipment of 
all kinds. That's why there is a wait for home tele- 
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K-Stuters Look Back 
On Pre- War Year 

Have you ever wondered what col' 
lege was like daring the pre-war 
day*? 

Let's take a look at a typical year, 
1938. tor instance — flay about this 
time in Hay. 

Big newt was that Elmer Hackney, 
Kansas State star athlete, had shat- 
tered another record in the Kansas 
relays by tossing the Iron ball 52' 
1 W. Plant were being made by local 
officials to support the building of a 
municipal airport. Revision of the 
Student Governing Association 
the topic of the T Forum. 

Record crowds had taken in Hos- 
pitality Days, the number attending 
being 3.664. Seventy-eight high 
schools were represented. The stu 
dents arrived by automobile. They 
ware entertained In the customary 
manner by a box lunch, tour of the 
campus, lectures and a movie at the 



On the social calendar the Ninth 
Cavalry School was to give a circus 
which promised to draw many pa- 
trons from the College. The Kappa 
Sigs gave a spring formal that week 
and the Jr. A. V. M. A. held a ban- 
quet at Tffe Ware ham. 

The Hospitality Hop was a huge 
success. It was held in the gym which 
took on the appearance of a metro- 
politan night spot. Prom painted 
windows dancers gazed on such fa- 
mous skyscrapers as the Wrlgley and 
Lucky Strike buildings. 

The door to the gym was decorated 
with a long awning above which a 
neon sign reading "Casino Inter na- 
tional" was placed and inside the 
doorway fern and modernistic furni- 
ture decorated the lounge. The 
theme was carried to completeness 
with a floor show. 

And with this is completed a round 
up of the news way back in 1939 A 



British Officer 
Speaks Tomorrow 

Capt. Christopher J. Brldgmao. 
British officer on leave from Burma 
for the first time in five and a half 
years, will speak to several Kansas 
State College groups and to the Man- 
hattan Rotary Club today and tomor- 
row. 

His talk before the Rotary Club 
will be at noon today. He will speak 
at a meeting in Recreation Center 
tomorrow at 4 p. m. This meeting 
will be sponsored by all of tbe groups 
which have chosen countries In the 
British Commonwealth for their dis- 
cussion groups for the International 
Security Assembly. Tonight he will 
be a dinner guest at the PI Beta Phi 
sorority, which Is studying India as 
part of the assembly organisation on 
the campus. 

Captain Brldgman Is a veteran of 
nearly five years of fighting in South- 
east Asia and In North Africa. He will 
discuss his war experiences and the 
progress of tbe fighting In Southeast 
Asia. 

Before the war Captain Brldgman 
was a tea planter in Assam but with 
the outbreak of the war he volun- 
teered for the Indian Army and was 
commissioned in India early In 1940. 
His two brothers Joined the R. A. P. 
at tbe outbreak of the war. One was 
killed lu action and the other was 
shot down over Germany and has 
been a prisoner of war .for more than 
three years. 



K-Staiera Write Articles 

For Qafll Club Kagailne 

Reflecting the spirit of creative K- 
State minds to a world at war, the 
1945 edition ot the "Mirror." annual 
QuIH Club magaslne, came off the 
press trMs week, according to Dora 
Lee Daunia. editor. The magazine 
will be on* sale In Anderson Hall to- 
morrow. 

Original sketches, short stories and 
poems in this year's Issue were con- 
tributed by Martha Jane Adams, Dor- 
mine Dorf. Dora Lee Daunia, Athol 
Furman. Marjorie Hawkins. Barbara 
Kelley, Alicemahree Meade, Teas 
Montgomery. Dee Preusch, Lucille 
Shoemaker, Elizabeth Stark, Joan 
Thompson and Jean Walnscott. 



The last lecture for all senior wo- 
men in Home Economics will be held 
today at 4 p. m. in Willard 101. Dean 
Justin is in charge of the program. 



1 \J ruitii 

I . 7:00 . 0:0© 



LAST TIMES 21 C P,M 
TONITE Tax 
"LIFE BEGINS AT 

EIGHT THIRTY" 

with 

MontT WMllar Ida t.a»laa 

STARTING FRIDAY 

Vu JttaMa 

starring In 
"BETWEEN 

TWO WOMEN** 

with 




At a special meeting last week. 
Women's Panhellentc decided upon 
an Intsrsororlty Sing. This Is to 
be held early next tall at the south 
end of the Quadrangle. A dance fol- 
lowing the Slug Is to be held in the 
Gymnasium. 



I/oreta Stricklln Has 
Best Grades At Tan Zlle 

Loreta Strlcklin, freshman in the 
School of Home Economics, was an- 
nounced by Miss Dorothy Hamer, Di- 
rector of Residence, as last semester's 
freshman at Van Zile Hall making 
the highest grade point average. 

Loreta's name has been added to 
the list of names already on the Van 
Zlle Hall scholarship plaquette. 



Sigma Bait* CM Awards 
Go To Wells, Heed Today 

Elizabeth Crandall Reed and Lucy 
Catherine Wells will be presented tbe 
Sigma Delta Chi scholarship awards 
today at journalism seminar in Wil- 
lard 115 at 4 p. m. 

Sigma Delta Chi, professional 
journalistic fraternity, presents these 
awards annually to the upper 10 per- 
cent la the graduating Class In " 



Come in and choose a card 
And dash it off to Mother 
Don't delay another day 
Tell her you're thinking of her 



The College Book Store 




BE SURE 

You Know This Pin 



Club 

Margaret Justin Home Economics 
cltlb will meet today at 5 p. m. In 
Catvtn 208. The meeting is called to 
lay the ground work lor projects to 
be carried out nest year. 




THIS IS 
THE BADGE OF HONOR 

A civilian who wears 
this pin in the lapel 

of his coat has 
served his country 
and has been 

Honorably 
Discharged 

By U. S. Armed Forces 

Respect It as much 
as when you respected 
him in uniform. 



This advertisement to 
acquaint you with 
Honorably Discharged Pin 
is presented by 



SATE 



PIEGES1 



Quick Repairing 
Service 




DR. E. L. ASKREN, 0. D. 





GRIFFITH 
N THEATRES 



WAREHAM 



NOW SHOWING 




ST A UTS SUNDAY 




TO HAVE ^ \ 



STATE 



Systematic destruction of prairie 
dogs and gophers was begun by Kan- 
sas State College In 1801, 

CLASSIFIED 



Barney Voungcamp. Notary Public 
and Realtor. Day or Night. 1224-A 
Morn. Phone 3380. 



LOST — Chi Omega pin on the cam- 
pus. Reward. Call Joan Dykeman, 
phone 4416. 



LOST — Maroon Waterman fountain 
pen between 900-1100 Moro. Reward 
Phone 3-8221.- 



FOR SALE 

A Few Extra 
Copies of the 

ROYAL 
PURPLE 

$4.08 



Royal Purple 
Office 




NOW SHOWING; 

Jackie Moran 

Wanda McKay 

— In— 

"There Goes Kelly 

purs 



M 



< rabto 
— in— 
THE DRIFTER' 



STARTS SUNDAY 




railroad's roadbed hat a lot to do 
with travel comfort. A well-built roadbed 



. like a boat breasting a choppy 
It gives you "smooth sailing." 

The kind of gravel used for roadbed bal- 
last ii an important factor. Union Pacific 
uses a special, sturdy type oi crushed 
granite which stands up particularly wall 
under wartime's heavily loaded freight 
and passenger trains. Than, too, it acts as a 
•Vrushion/'reeultiiig in more comfortable rid- 



Thus, even the ballast used on the rail- 
road's roadbed plays its part In efficient, 
'round-the-clock transportation of troops 
and essential battle -line freight over 
Union Pacific's Strategic Middle Route, 



CARLTON 



* * * * 

Future "smooth sailing" over life's high- 
way can be assured by holding tight to 
the war bonds wa now have . . , and, as 
an antra measure of economic protection, 
buying as many more as we can pos- 



FRI. - SAT. - 

William Boyd 

— in— 

"Call of the Prairie 

PLUS 



+ " ' l to "TOUR AMUUCA" iadk> progi.m 
CuK nml ocu l mi(lp<i fortfr 

TXt P*OC*tSS/Vl 

UNION PACIFIC 

RAILROAD 




Joan David 

— in— 

"Kansas City Kitty" 



STARTS SUNDAY 
Fred MacXnrray 
—and— 



— in— 

'Double Indemnity 
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CM Jaekle Staler 
chocolates May 2 announcing 
her engagement and approach- 
ing marriage to Lt. Dexter L. 
Benson of Washington, D. C. 
Lieutenant Benson is now sta- 
tioned at Fort Riley. 

Doris Klocffler. IN Plil, told of Her 
engagement May 2 to Lt. William 
Branden of Akron, Ohio. - 

Barbara KH logic of HUnley In PI 
Beta Pal's newest pledge. 

Gloria nenlom hw honored at « 
dinner at the chapter house Friday 
nlrht. 

Kappa 1MU ent*rtain«l sorority 
mothers last weekend. 

Chocolate* at Vaa Kile Hall Son- 
day announced the engagement of 
Patricia Smith and Ens 
Meade, USN. 

Women of Annex 1 and 
nicked Sunday at Sunset Park. 

PI Phi* will have llielr annual 
spring dinner-dance Saturday night 
at the Country Club. Matt Betton's 
orchestra will play, 

Jo Ann Harjnng ami Lt. Kay V 
Edwards have set May 17 as the date 
of their wedding. The ceremony will 
take place at the First Methodist 
Church at 6:80 p. m. 

Morlpy Cook wan chs t»sl prealdnnt 
of Sigma Alpha Epsllon while Leon- 
ard flreathouae will act as vice-presi- 
dent, Jim Glenn as treasurer and Walt 
Cage as secretary. 

Ohi O samara were honored at a 
last Wednesday night. 



Brunette Beauty 
Reigns at K State 



KKG, Van Zilc 
Give Parties 

Kappas entertained their dates 
with • dinner at the Flame Room of 
the Wareham Hotel followed by a 
dance at the chapter house Saturday 
night. 

"Spring Fever," theme of the for- 
mal party, .was carried out in decora- 
tions and dance programs. Table dec- 
orations were candles, spring flow- 
ers and a miniature May pole. 

Crepe paper streamers suspended 
from the dining room ceiling and 
fastened to a May pole in the center 
of the room furnished decorations at 
the chapter house, Matt Betton and 
his orchestra played for the dance. 

Van Kile Formal 

Starry skies, black silhouettes and 
spring flowers carried out the theme 
"When You Wish Upon a Star" at 
Van Zlle Hall's spring formal Satur- 
day night. 

In the receiving line were Miss 
Dorothy Hamer, Catherine Marsh, 
Annie Gardner, Mrs. Ernestine Veatch 
and Mrs. Kathleen Knlttle Schmitt. 
Pled Pipers band furnished music for 



Brunette beauty rules at 
State In 1946 as four dark beauties 
reign aa queens of the Royal Purple. 

Queen Kathleen Petterson, chosen 
Kansas State's most beautiful coed, 
possesses the rare combination of 
dark beauty and scholastic talents 
recognised last year by Phi Kappa 
Phi. Kathleen la short, G feet, 2 inch- 
es, and bine eyed with a black feath- 
er bob. A sophomore, she is secretary 
of Alpha XI Delta sorority, freshman 
home economics counsellor, a member 
of the YWCA, the girls' chorus, Col- 
legiate i-H Club and the home eco- 
nomics club. Her home town is Be- 
loit. 

Brownette LIU Lou Johnston, first 
attendant to the queen, measures 6 
feet 6 Inches, has sparkling blue eyes 
and a ready smile. A member of Alpha 
Delta PI, she is a freshman In home 
economics. Lila Lou halls from Llnds- 
bor*\ 

Pert Mary Elizabeth Hogan has 
long brown hair and matching brown 
eyes. She is a member of the YWCA 
leadership council and of Newman 
club. Mary Elisabeth is known to 
her Chi O sisters an "Hogey." A Jun- 
ior In Journalism, nhe spends vaca- 
tions in Kansas City, Mo. 

Radiant la the perfect adjectlv* to 
describe the beauty of Mary IlirT, In- 
dependent representative from Van 
Zlle Hall, who was chosen third 
queen's attendant. Mary was elected 
secretary of the freshman class, is a 
member of Wesley Foundation, Col- 
legiate 4-H Club and Freshman Home 
Economics Club. She calls Talmage 
home. 



-College Calendar- 

Thursday, May 10 

Arte and Science Medical 
clans Mcwttna;, A 
SO to 8:80 p. m. 



7 to 



8:80 to 9:HO p. m. 
Student Recital 

* SO p m 
Phi Alpha Mu Meeting. 

7:80 to 8:80 p. in. 
Collegiate 4-H Club Meeting. 

Center, 7:80 to 0:80 p. 




Med Tech* Get Appointment!) 

Senior medical technicians who 
have received their appointments 
for Internship will begin their train- 
ing in July or after. 

Soterea Maduros will be the first 
to start her training. She will go to 
Bell Memorial Hospital in Kansas 
City July 1. Lois Grimm will start 
her Internship at New Britain Gen- 
eral Hospital, New Britain, Conn., In 
October. Veruclle Blevlns and Fran- 
ces Allison will begin their training 
in September. Vernelle will go to 
Duke University Hospital, Durham, 
N. C, and Frances will go to Phila- 
delphia General Hospital, Philadel- 
phia, Pa. 



Students Present 
Recital Tonight 

Climaxing the 22nd annual Na- 
tional Music Week, the Department 
of Musk will present a spring reci- 
tal in the Auditorium at 8:15 to- 
night. The formal recital will include 
piano and voice numbers by students 
of that department. 

This recital is one of a series of 
programs which have been presented 
to the people of Manhattan and Kan- 
sas State students. The theme tor the 
music week which was also used last 
year is "Use music to foster unity for 
the war and the peace to follow." 

Other programs Include a broad- 
cast by the Civic Mualc Club at 5 : 1 6 
tonight. Tomorrow afternoon at 4:30 
the students of Mlsa Marion Pelton 
will broadcast a program of ensemble 
and solo music over KSAC. Programs 
which have been given during the 
week were a concert by the Lutheran 
Women's choir on Sunday, a recital 
given by high school Btudents from 
the surrounding towns, a broadcast 
by the Women's Glee Club and a 
broadcast by the Manhattan Music 
Clnb. 



Park. S:80 to 8:80 p. aa. 

Sntnrdar, May IS 

YWCA-YMCA Dime Dance, Recrea- 
tion Gean>r, H:SQ to 1 1 :80 p. na. 
Wrangler*' M 

106. T:80 to 11 p. 
PI Bet* Ffci Das 

8:80 to 12 p. m. 

Monday, Kay 14 

Student Council Meeting, Thomp- 
son 208, 7:80 to 10 p. m. 
YWCA Cabinet Meeting, Calvin 

107, 7:15 to 8:10 p. m. 
OrrliwK Nk-holH 1, 7 to 0:80 p. m. 

dltorlum, 7:!W to 9:80 p. ni, 
YWCA LcMdrotiip Council, Calvin, 

lot, 8:18 to u:30 p. m. 
<1iil<lren'» Reeital, Auditorium, 7 

to 10 p. i 



Honor Sister Captains 

it: 



May 10, l»«f 



The annnal pledge service for the 
college sister captains will be held at 
a breakfast Sunday at 8 a. m. in the 
Cafeteria. College sister captains, 
group mothers, and the YWCA cabi- 
net will attend the breakfaat. 

Mrs. Kathleen Schmitt will speak 
on "The Up-to-date College Slater." 
The Clovia trio, composed of Dorothy 
Wilson. Eunice Nlblo, and Marion 
Terrill, will alng. 

The following women have been 
chosen as college slater captains: Dor- 
rain e Dorf, Betty Jo McCaustland, 
Wllma Ward, Mickey Terrar, Joyce 
Whiting. Josephine Hahn, Helen 
Lawson, Loreta St rick 1 in, Faye 
Sloan, Carol Jean Heter, Judy Hung- 
er, Georgine Blschoff, HelAi Grltt- 
man, Virginia Buster, Dorothy Trues- 
dale, Mary Long, Betty Larson, Ruth 
Halderaou. Ruth Norman, Emelie 
Kirk. Glennla Potter, Roberta Rein- 
hardt, Suzanne McGrath. Phyllis 
Hugos, Helen Otto, Barbara Davis, 
Ruth Ann Wolf, Martha King, and 
Dorothy Ruckel. 



Library Order* Books 

The College Library has 
over |2000 worth of books. This la 
the largest order of the year. The 
books should be ready for use next 
fall. 



Tuesday, May 15 

Orchestra, Audltorli 
p. m. 



7:18 to lO 




A to 8 p. m. 
Children's Recital, 
to 10 p. hi. 



Wednesday, May M 

Calvin 107, 7:80 to p. 



m. 

Thursday, May 17 

Mortar Board Meeting, Calvin 101, 
8:80 to 9:80 p. m. 

Friday, May 18 

General Faculty Meeting, 
10 a. m. 



Saturday, May 19 

Aluntnl Day. 

Sunday, May 



Auditorium, 8 p. 



Amlcoasemhly had their election of 
officers a week sro Wednesday. April 
25. The new officers are: Mary Long, 
president, from Clarke Gables; Rosa- 
lee Engelland. vice-president, from 
LaFiel; Neva Jean Fleener, secre- 
tary-treasurer, from Clarks Gables; 
Patty Wilcox, social chairman, from 
Aloha Cottage, and Miss Era Lyman, 
assistant professor of physical educa- 
tion was re-elected aa faculty sponsor. 



Eisenhowers Honor 
Seniors At Tea 

President and Mrs. Elsenhower 
will honor the senior class with a 
reception May 20. The reception will 
be held in the Elsenhower home from 
3 until S p. m. 

All graduating seniors, their par- 
ents and alumni are Invited. 



(JUAtllY HIRYICt FRtCf 



and A 



Breakfast 
Lunch or Dinner 

Johnson's 

Aggtovflle 



Coatfaucf 
Scholarship Flan For Aft 

The dean's office in the School of 
Agriculture has received a letter from 
the Sears Roebuck Foundation Indi- 
cating that the Foundation eipects 
to continue its scholarship program 
for freshmen in the School of Agri- 
culture for another academic year. 

Under normal circumstances, the 
Foundation finances IB freshman 
scholarships in agriculture. Last year, 
the dean's office was able to find only 
three outstanding high school grad- 
uates eligible for scholarship. Of the 
three, only two finally attended col- 
lege. And at the present time, only 
one. Charles Armstrong, la in college. 



White Hats 

$3-98 - - up 

> White and Pastel 
Bags 

Just the Styles for Your 
Summer 



Wareham Hat Shop 



Patronise Collegian Advertlaera. 



QUICK REPAIRING 
SERVICE 

Free Estimates 
Satisfaction 

Crystals 



BRADSTREET 








To the Class of 1945 

Many Thanks for the 
privilege of serving you during your years at 
Kansas State and best wishes for your 

success in the, years to come 



CO-OP BOOK STORE 



— 



NOW IS THE 
- to Get Your 



Summer Dresses 

MESHES -- CHIFFONS 

BUTCHER LINENS JERSEYS 

n 

Summer Cottons and Rayons for School 

THE SMART SHOP 




fi 




s \ 



or 



Wedding Band 

Engraved 
Plain 
Fancy 

DIAMOND OR 
PLATINUM SET 

Designed for the Bride 
and for the Groom 



REED'S 

TIME SHOP 



foe me 



of a Senior Class of that year is fashion-perfect 
Top-hat! were jioe-qus-noa, and voluminous 
the spodcei linen. Co-education was hecom- 

Iqje IMSIMOmiOAC CUO- 

that rear, I860, civil war was looming on the country's 
horizon. College campuses blazed with patriotism. Railway 
Express was ready, at the first «"™"^"«, to pot its services at the 
nation*! command. Today, America is fighting a world-wide war. 
So, to help all concerned, please do three simple things with 
1945 




NATION-WIDE 



fretm up 




a non-i/ry/^ ^ 
^>es on wlHt 



* No more fuss with pads 

•Si? liquid makeup 
smooths on with your 
fingertip* — tint* your skin 
la 




Tom won't know what 
yoaf re misting till tow try id 








KANSAS STATE COLLEGE. MAY 31, 1945 



Number 31 



190 Receive 
Degrees At 
Kansas State 

De*r«et were conferred upon 190 
at baccalaureate-commencement ser- 
vice* May 20 in the College Audito- 
rium. President Milton S. Elsenhower 
conferred the degree* following an 
address by Dr. John A. Vleg, chair- 
man of the Department of Oovern- 
ment at Pomona College, Claremont, 
Calif. 

"Democracy Is a system of free po- 
litical enterprise and its success de- 
pends upon the vitality of the spirit 
of the enterprise among Its cltiiens." 
Dr. Vieg said. He presented a pic- 
ture of the world he described as "one 
great house of freedom," in his ad- 
dress to the graduates. 

Greetings from the Board of Re- 
gents were brought to the group by 
Grover Poole, Manhattan. Alumni 
graduated from the College 40 years 
or more ago were Introduced by Pres- 
ident Emeritus F. D. Farrell. Miss 
Hilda Orossmann, accompanied by 
Miss Marlon Pelton sang "Dost thou 
know that fair landT" by Thorn as 
The invocation and benediction were 
given by the Rev. Arthur M. Reed, 
minister of the United 
Church. 

The list of graduates by 
and degrees: 



Vet, Man In Uniform Win Degrees 



School of 

Bachelor of Science In Agriculture: 
Charles Eldon Clark, Paxtco; Dale 
Alpheus Knight, Manhattan; Ray 
Verne Murphy, Kansas City, Mo 
Harold Lee Stout, Klncaid; and Rob- 
ert Oscar Tnnghans, Piper. 

Bachelor of Science In Milling In 
Merle Everett Poland, Al- 




Milton 8. Eisenhower (left) present* Lt, Robert O. Ynngtians 
i diploma an Charles Clark of Paxlco, first World War II vet* 
to be graduated from K -State looks on. Lt. Yuaghaa*, a navigator 
at Sioux Pity, Iowa, was one of five 
from the College. Both 



to WGfllWB 
of 



Five Service Men 
{warded Diplomas 



Five 



School of Arts and 

Bachelor of Science: Harry Stanley 
Adams, Ethellnda Parrlsh Amos, Jew- 
ell Rosemary Boles, Maurlne Pence 
Karnaugh, Jo Ann Harjung, Joanne 
Anbel McPeek, Christian Marie Tea- 
garden and Donna Dell Wilson, all of 
Manhattan; Prances J ease* Allison, 
McPherson; Audrey Vernelle Blev- 
ins, Highland: Lois Ma reel la Grimm, 
Milan; Alberta Hlneman Jewett, 
Dighton; Barbara Jane Kelley, Gar- 
den City; Ruth Catherine King. En- 
terprise; Martha Jane McConnell and 
Kathryn Florence Mann, both of Bur- 
lington; Soterea P. Maduros, Junction 
City; Helen Louise Morgan, Alta 
Vista; Margaret Clea Morris, Minne- 
apolis; Marlon Elisabeth Shields, Kan- 
sas City, Mo.; Loretta Louise Shock- 
ey, Win field; Jacqueline Hope Staley, 
El Dorado; Esther Mae Wilson, An- 
thony; and Ross Wilton Zimmerman, 
Abbyvllle. 

Bachelor of Science In Business 
Administration: Dorothy Winn Alex- 
ander, Concordia; Elisabeth Ann 
Burgess, Lenora; Helen Josephine 
Carlson, Randall; Rosemary Grady, 
Chanute; Harold Clifford Hogue, 
Hutchinson; Velma Lorene Miller, 
Raymond; Sarah Jane Mohler, Ar- 
kansas City; Margaret Marie Phelan, 
Kansas City, Mo.; and Naomi Mar- 
garet Schoeller, Phtlllpsburg. 

Bachelor of Science In Industrial 
Journalism : Arleta Ruth Buyer. 
Manhattan; Dora Lee Dauma, Scott 
City; Athol Edythe Fur man, 
water; Phyllis Maxlne Jo! 
Holy rood; Elisabeth Crandall Reed, 
LeRoy; Catherine Lucille Shoemak- 
er, 1 Kansas City, Mo.; and Lucy Cath- 
erine Wells, Stockton. 

Bachelor of Science in Music Edu 
cation: Betty Jean Caldwell, Balti- 
more, Md.. Lois Elvera Johnson, Ax- 
tell; and Ruth Maxlne Sawyer, Ken- 
sington. 

Bachelor of Science in Physical 
Education: Margaret Elisabeth Gates 
and Betty Jo Sullivan, both of Man- 
hattan; Lois Virginia Klemp, Kansas 
City, MO.; Mareelene Rae Llnscheid, 
Hutchinson; and lantba Alice Terrlll, 
Hutchinson. 



in the armed forces re- 
st the commencement 
May 20 as a result of mili- 
tary credit advanced to them for 
elective hours. Kansas State's first 
war veteran to graduate. Charles 
Clark, received his degree In agri- 
culture at the same time, 

Lt. Robert O. Yanghans, Piper, and 
Capt. Merle Foland, Aimena, received 
degrees In agriculture. Yung liana is 
stationed at Sioux City, ft»wa, and 
Foland Is in the Pacific theatre. En- 
sign James Swafford, Fort Scott and 
Gordon Goering, Pretty Prairie, grad- 
uated in engineering. Ensign Ross 
Zimmerman, Abbyvllle, graduated In 
Arts and Sciences. Goering and Zim- 
merman are assigned to ships and 
Swafford is at the Naval Air Technical 
Training Center at Gainesville, Ga. 



Eisenhower 
Is National 
Board Member 



Enrolment Figure 750; 
Slight Increase Over ^44 

Late Tuesday afternoon the enrolment figure for the 1946 
iuwmer session at Kansas State slightly exceeded last year's fig- 
ure. The approximate enrolment was 750 as compared with 
738 at the same period last year. 

Officials anticipate a fairly 
large late enrolment, as this has 
been true In past years. The final 
figures for last year after late- 
comers had been counted was 
850. 

The highest record for a single 
summer session was In 1931 when 
1,069 were enrolled. Last summer 
Army trainees on the campus boosted 
the total figure over the 1,000 mark. 
The trimester plan which Is In effect 
at Kansas Stats has held the summer 
wartime attendance at a high mark. 

Dean Russell I. Thackrey li the 
Director of Summer School. Dean 
Thackrey who was recently dis- 
charged from the Navy, succeeds 
Prof. B. L. Holton who served as 
Dean of Summer School for 83 years. 
Professor Holton Is head of the De- 
partment of Education. 

Summer school at Kansas State Is 
offering work designed to meet the 
needs of teachers and educators, 
those seeking teaching certificates, 
under- graduates who want to continue 
their studiet during the summer, 
candidates seeking higher degrees 
and high school students about to be- 
gin 



Bachelor of Science in Archltec 
ture: Thelma Jean Wise, Wichita. 

Bachelor of Science In Chemical 
Engineering: Gordon David Goering 
Pretty Prairie. 

Bachelor of Science in Electrical 
Engineering: Chester LeRoy Oar- 
man, Couftlnnd; Harry Clayton 
Knappenberger, Kansas City, Mo 
Robert Leroy Schrag, Burrton; and 
James Eugene Swafford, Fort Scott 

Bachelor of Science in Mechanical 
Engineering: Charles Leslie Schwab 




It always Is pleasant to buy things 
though not always profitable. 



President Milton S. Eisenhower Is 
one of three men added to the board 
of trustees of the National Committee 
for Economic Development, accord- 
ing to an announcement by Paul G. 
Hoffman, committee chairman. 

The C. E. U. was organized by 
American businessmen to assist busi- 
ness In making Its greatest possible 
contribution to sustain' high levels of 
employment and production after the 
war. 

President Elsenhower's many talks 
on industrial development and his in- 
sistence on sound agricultural-in- 
dustrial relationships came to the at- 
tention of the Committee for Eco- 
nomic Development and resulted in 
his appointment to the board of true- 



KS Workshop 
Opens June 11 

4 two week Workshop In guidance 
and counseling will be held at Kan- 
sas State from June 11 to June 23. 
Dr. J. C. Peterson, professor of edu- 
cation, and Dr. M. D. Woolf, newly- 
appointed director of student person- 
nel and adviser of war veterans, will 
be the leader*. 

Although the Workshop Is designed 
primarily for teachers, most of the 
sessions apply directly to the needs 
of workers In community counseling 
centers and other counseling sgencles 
outside the schools. 

Programs of Interest to workers 
are: sources of occupational Informa- 
tion, filing occupational materials, 
placement and follow-up, qualifica- 
tions of counselors, techniques of the 
interview, techniques of counseling 
in personal adjustment, labor-em- 
ployee relationships, and vocational 
education legislation. 

The meetings will be held In O101. 
Most of the reference materials re- 
quired will be assembled in that 
room. 

This Is the third year that a sum- 
mer Workshop has been held at Kan- 
sas State. It is being sponsored by 
the department of education and the 



Hospital Closed 

The College Hospital will be 




will be 

the city hospital* at no extra 
charge. Dr. R. R. Snook an- 
I today. The : 




reported to Dr. Snook at his 
or the patient 
taken Immediately to 
or St. Mary Hospital. 

College dispensary will 

1 to 5 p. as. The hoe- 



Appoint New 
Music Head 



Appoint Jo Ann Nelbartrer 
Collegian Kuslness Manager 

JoAnn Nelbarger has been ap- 
pointed Business Manager of The Col- 
legian for the summer session by the 
Board of Student Publications. 

Helen Clegg, editor of The Col- 
legian, has appointed the following 
staff members: Rosemary Atsenwell- 
er, copy desk editor; Wilms Llsher, 
assistant copy desk editor; Verona 
McKlnley, society editor; and Dale 
Sorensen. sports editor. 



Assembly Tuesday 

The first student assembly of 
the summer session wUI be held 
at 11 a. n 



Hoover Schedules 
Try-Outs For Play 

The Kansas State Players will eon 
tlnue dramatics productions through 
the summer this year Dr. H. T. Hill,, 
head of the Department of Speech, 
has announced. The summer play 
will be presented July IS and 14. 

Try-outs for the play will be In 
Education Hall, room 201, Thursday. 
May 31 and tomorrow. All wbo are 
Interested in dramatics are invited to 
try out. Every student is eligible. 
Earl G. Hoover, assistant professor 
of speech and director of the Kansas 
State Players, will announce the play 
title at that time. 

The play to be presented this sum- 
mer will be selected from the follow- 
ing group: "Ladies In Retirement." 
"Quiet Wedding," "The Damask 
Cheek," "And Then It Was Sum- 
mer," or "The Imaginary Invalid." 

Dr. Hill also announced that two 
new courses In dramatics are being 
offered the first eight weeks of sum- 
mer school. The courses, elementary 
stage craft and lighting and acting and 
rehearsing II, are In line with the 
expanded dramatics program on the 




Dr. A. A. Holts has been appointed 
by Dean Thackrey as chairman of a 
committee to plan parties for stu- 
dents enrolled In the first eight weeks 

of 



ianhattan And Vicinity Offer Varied Recreational 
Facilities To Summer School Students At Kansas State 



.... of Science in Home Eco- 
Eleanor Marie Allison and 

(Continued on p*«* four) 



All work and no play may make 
Jack a dull boy, but according to a 
list of recreational facilities compiled 
by R, I. Thackrey, director of summer 
school, students needn't have such 
fears. 

Summer School students are wel- 
come to use the facilities of both the 
College Library and of the Manhat- 
tan City Library on Fifth Street near 
Poynta Avenue. 

Included In the summer school cal- 
endar are at least three lectures by 
outstanding speakers, two musical 
events, and a summer school piny. 
President Milton B. Eisenhower will 
be the speaker at the first assembly 
program on June 5 at 11 a. m. Other 
events will be listed in the Calendar 
of the Collegian. 

A weekly campus noon-hour mo- 
tion picture program will be held dar- 
ing the first eight-week session. There 
are four motion picture houses In 
Manhattan — three downtown and one 
In Aggleville. 

' Swimming facilities are available 
to students at the Manhattan city 
swimming pool in the city park and 
at the college pools In Nichols Oym- 
The city pool Is open from 1 



to 9 p.m. dally and from lp.m. until 
approximately 8 p. m. on Sunday. The 



the use of the pool by one 
not considered desirable, 
men's pool will be In nsa by classes 
most of the time. There is no charge 
for the nse of tbe College pools. 

Students with a yen for tennis may 
use either the College courts on An- 
derson or tbe courts in the city park 
free of charge. Tennis nets may be 
checked out through the office of the 
Department of Physical Education 
and Athletics or through the custo- 
dian's office. There Is no charge for 
the use of the nets, but a $6 deposit 
ie required when the nets are checked 
out. Badminton nets may also be 
checked out from the Department of 
Physical Education and Athletics, 
Some of the north tier of courts on 
Anderson are for badminton. 

Golf fans msy find recreation at 
the Manhattan Country Club or at the 
Stagg Hill Golf Club. Bates st tbe 
Country Club may be obtained by 



calling the clubhouse. Tbe Stagg Hill 
Golf Club Is west of Manhattan on the 



men's swimming pool at the Gym will, Fort Riley road. It offers special 
be opened by tbe custodian for use byl rates for students. Both the Stagg Hil 
two or more students or faculty. Be- 
cause of the possibility of accidents 



Luther Leavengood, head of the 
Department of Music at Arizona State 
Teachers College, Tempo, Arts,, will 
become head of the Department of 
Music at Kansas State at the begin- 
ning of tbe new fiscal year in July. 
Announcement of the appointment 
was made by President Elsenhower. 

Mr. Leavengood was formerly dean 
of music at Baker University, Bald- 
win, and at Southwestern College, 
Win field, and has an Impressive rec- 
ord of civic snd state activities In the 
field of music. 

He was graduated from the Uni- 
versity of Kansas In 1919 and has 
studied at the Moiarteum Academy 
at Salsburg, Austria, with Bernard 
Faumgartner and Nicolai Malko. Mr. 
Leavengood has also done graduate 
work at tbe Chicago Musical College, 
the University of Southern California 
and holds the degree of master of 
music from the University of Mich- 
igan. 

During the 1933-84 season Mr. 
Leavengood was a member of the 
Kansas City Philharmonic orchestra 
and for seven years wag manager of 
the Civic Music Association at Win- 
field. He was conductor of the Wln- 
fleld Oratorio Society In the annual 
performance of Mendelssohn's "Ell- 
Jab," ahd was conducter of the Phoe- 
nix Symphony, Phoenix, Arts., In 
1144-41. 

The new head of the Kansas State 
music department also has been ac- 
tive In the Kansas Music Teachers 
Association snd tbe Kansas Music 
Educators Association. His scholastic 
honorary memberships include Pi 
Ksppa Lambda, national scholastic 
music fraternity, and Slnfonta, na- 
tional professional musk fraternity. 

Prof. William Llndqalst, who joined 
the staff in 1921 and became profes- 
sor and head of the department In 
1937, will become professor of voice 
beginning with tbe new fiscsl year. 



rates for students. Both the Stagg Hill 
snd Manhsttan Country Club have 
18-hole courses. 

Teams and Individuals are needed 
for tbe Manhattan Softball League. 
Anyone interested should call Dr. W. 
M. McLeod, School of Veterinary 
Medicine, telephone 2123, or Hurst 
Majors, telephone 439*. 

There are also numerous other 
sports available. There are horseshoe 
courts on the campus' near the west 
end of Nichols Gymnasium, and In the 
south side of the city park. Popular 
hiking spots are Sunset Park, tbe 
Horseshoe Bend area of Wildcat 
Creek, and Bluemont Hill. For long- 
er hikes the "Top of the World" rec- 
reational area northwest of Manhat- 
tan and the hill area southwest afford 
beautiful hiking country. Fishing Is 
popular in Wildcat Creek, in the Blue 
River below Rocky Ford Dam, and in 
Wabaunsee County Lake, about 35 
miles southeast. There are bowling 
alleys In Aggleville and in downtown 



Veterans Choose 
Summer Officers 



■ 



The Veterans of World War II on 
the Kansas State campus elected their 
third group of ofBcers this month. 
Stanley H. Stusrt is their new com- 
mander and the other officers are 
Hubert 0. Criss, vice-commander; 
Leon L. Wick, adjutant; Edwin E. 
Chlpman, finance officer; Dean R. I. 
Thackrey, service officer; Rex L, 
Eberllne, historian; and Victor L. 
Overbolt, sergeant-at-nrms. 

This association, which was organ- 
ized last fall with 94 members, has 
been very active on the Kansas State 
campus this past year and with a 
large representation In school this 
summer It promises to continue func- 
tioning actively during the next six- _ 



Support 
Drive. 



the Seventh War Loan 
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In The Beginning 

Summer school in Manhattan be- 
gan officially yesterday after two days 
of registration, or tbe signing of the 
17 card*. We're been pushed, pulled 
and coaxed safely through the maie 
and now bare our name on tbe roll 
books to be called «n times a week. 

School during tbe torrid months 
has been described by some veteran* 
at the game as swim labs, with an 
occasional class for variety. Others 
call It a alow process of broiling. 

Whichever It may be, we are glad 
to have yon as fellow sufferers and 
bid you welcome. Students at sum- 
mer school are a more cosmopolitan 
group. Teachers come to spend their 
vacations from school In school; 17- 
year-olds come In order to hurry 
through school before they go to war; 
old K-Staters stay and don't know 
why. 

In these columns we shall attempt 
to sketch in technicolor a picture of 
life at Kansas Bute. To ml In the pic- 
ture we need tbe student's views, 
whether they be pessimistic or opti- 
mistic. Lettera to or at the editor will 
be welcome. 

We solicit your sympathy as we 
launcb Into our Initial attempt at 
news papering from the editor's chair. 
And In the same breath we offer our 
sympathy to you who have paid Up to 
and Including the 8 or II weeks finals, 
which case Is determined by strength 



See you at the swimming pool. 



American Memorial 

On Memorial Day. 1645, It Is tbe 
bare graves halfway around the 
world the nation longs to decorate. 
A crude croaa hidden In the Jungle 
hardly seems a fitting memorial, ex- 
cept as the symbol of the memorial 
in the heart of a 



AD LIBS 



As the name suggests this column 
shall include the inutterlngs of the 
staff translated Into black and white. 
In it we shall attempt to bring you 
the squibs and barbs that we cannot 
Include as factual news. At last we 
have a place, self-c rested, to be sure, 
to set down our lofty thoughts. 

Arithmetic Lemon 

We hope the number of girls who 
came to summer school expecting the 
boy-girl ratio to be more nearly 
equal hasn't thrown the proportion 
out of balance again. 

Evolution of a Huntan 

The subject which we shall use for 
this demonstration of pure femininity 
began as a pink and gold blonde. Her 
grandmother would have carried a 
flowered parasol to preserve tbe 
creamy tone, but not the modern 
miss. Tbe first day she lay for only 
two hour a on the steaming tin roof. 

The creamy pink turned to fiery 
red. But our lass is a woman of 
courage. Undaunted by the opposi- 
tion of Mother Nature she Increases 
the dosages of sun and suntan oil. 

After an extended period of such 



The Kan Bag State Collegian 



Bus. Office, Kedilt I" 



Hall 



\ 



Entered sis second- class mattsr at the 

poatofflce, Manhattan, Kansas. 

Tear 

Two Semesters 



(plus 4c tax) it. TK 
(plus 3c tax) il.SC 



EDITORIAL. BTAFF 

Editor-in-Chief Helen Clear 

Copy Desk Editor Athol Furman 

Aaat. Copy Deik Editor. ...Wllrn* Llih.r 

aWS^ll^^m^^ 



8SS 



BUSINESS STAFF 

ess Manager JoAnn Nelbmrger 

uate Manager C. J. Medlln 



THURSDAY, MAY SI, 1946 



Smoking Rules 
For Kansas - 
State Campus 

Smoking on tbe campus in re- 
stricted areas was authorlxed last 
spring by President Eisenhower on 
the recommendation or tbe Student 
Council after the student body en- 
dorsed the measure. 

The rule sanctions "smoking any- 
where on the campus, except in bulld- 
Inga or areas which according to the 
President constitute a fire hasard." 
The restrictions apply to faculty 
members and employees of tbe Col- 
lege, a* well as to students. 

The following buildings, because 
of the type of construction or na- 
ture of use, are not in tbe restricted 
arena: Thompson Hall, Van Zlle Hall, 
Student Hospital, Military Science 
Building, and tbe President's Hons*. 
There will be no smoking In other 
buildings, on the steps or approaches 
to buildings, or in campus arena in 
the vicinity of frame buildings and 
oil storage tanks. 

The common courtesies of smoking 
are required, both inside the build- 
ings and on the campus. Violation of 
the rulee will result in elimination of 
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treatments plus a constant measuring 
of the degree of scorching, she pro- 
nounces the experiment a success. 

She is now ready to don a brief 
bathing suit and sally forth to sun 
herself in public, perhaps on tbe 
banks or the Manhattan city pool. 

Advice Department 

One of the peculiar advantages of 
a school like Kansas State is the 
enormous possibilities you hare to 
meet nice people — especially women. 
Here In school you will have a chance 
to gather lifelong friends, especially 
women. And in ail your classes there 
will be Just hundreds of other Inter- 
esting students — especially women. 
Besides, If you want to meet men, why 
don't you go to West Point. 

I'Ws at Kansas State 

The German prisoners ot war who 
work on the campus ate for lunch 
yesterday — eggs, carrots, potatoes, 
apple salad and oranges and then 
went back to tending the lawns. 'Nuff 
said. 



Seniors 
Are Graduated 
Honors 
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Nineteen graduates were awarded 
senior honors at commencement 
Sunday night. In each undergraduate 
scboan of the College high honors are 
awarded three percent of the senior 
class having the highest standing In 
scholarship daring the junior and Se- 
nior years. Honors are awarded to 
not more than an additional aeren 
percent of the senior class. 

High honors went to Dale Knight, 
Manhattan, School of Agriculture; 
Ethtllnda Farrlsb Amos and Joanne 
Aubel McPeek. both Of Manhattan, 
School of Arts aud Sciences; Leora 

M^rHoxie; sMtt ■« 

eringry Mediciue. 

students graduated with honors 
wera: aoterea Maduroi, Junction 
City, Marion Shields, Kansas City. 
Mo., and Rllaabeth Craadall Reed, Le 
Roy, School of Arts and Sciences; 
Robert Schrag. Burrtou, School of En- 
gineering and Architecture; Marjorle 
Hawkins, Kansas City, Eunice Nibto, 
Muacotah. Mary Frances Br lies. 
Yat«* Center, Harriet Dlllard, Hutch- 
inson and Arlene Shields, Wamego, 
School of Home Economics; and Rob- 
ert Jarrett and Joseph Holt, both of 
Manhattan, and James Ungles, Sa- 
tanta, School of Veterinary Medicine. 
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ftcnlor Gift 
The senior class at Kansas State 
had more than 955 left In Its treas- 
ury when the class was graduated 
this spring, This money was turned 
over to the Kansas State College En- 
dowment Association. The interfra- 
ternlty pledge council had more than 
19 left so it likewise turned over its 
runds to the endowment association. 



YW Big Sisters 

Dorothy Itowncy, YWCA 



MaJ. Lester L. Hermon, now serv- 
ing in Italy, has recently been pro- 
moted from captain. He ia chief ot 
G -Combat Branch of the 232nd Ord- 
nance Base Depot, an important ser- 
vice and supply organization for the 
Fifth Army and the ground forces of 
the Air Corps and Navy in the Medi- 
terranean theater of operations. Hie 
wife Urea in Jet mo re. Major Hermon 
was commissioned in the Officers Re- 
serve Corps in l«7 and has been serv- 
Ing overseas since December, 1942, 
in North Africa and Italy. Prior to 
assignment overseas he was in tbe 
Chief of Ordnance, Washington, D. C. 
He was graduated from Kansas State 
In lfitl. 

Billy J. Hnttoa, f. a, waa recently 
promoted to the rank of first lieu- 
tenant. It was announced by the 15th 
Army Air Force headquarters. Lt. 
Hutton ia a member of the veteran 
Italy-based 4l»th Bombardment 
Group. 

Lt. Col, Raymond Patterson has 
been with tbe general staff corps In 
New Delhi. India, since May, 1941. 
Formerly an officer with tbe infantry, 
he ia now with Intelligence. He was 
graduated from Kansas State in 1931. 
Since tbat time he was superintendent 
of schools in Washington County and 
taught in the high school at Coffev- 
ville. He received his master's degree 
and doctor's degree from Columbia 
University In New York. 




Lt. Emmett Breen, former Kansas 
State College football, basketball and 
track star, is en route to Mexico with 
the San Antonio Aviation Cadet 
Center basketball team, of which he is 
coach as well as a regular guard. The 
Cadet Center Warhawka, champions 
or tbe San Antonio Service League, 
accepted the invitation of the Mexican 
War Department to participate in the 
annual Presidential Cup competition. 



First Lt. Leo E. Cross, a coal 
athletics in civilian life, recently' 
pleted a course in coaching at the 
central sports school sponsored by 
Special Service, Mediterranean Thea- 
ter of Operations. Lt. Crow is Special 
Service Officer with headquarters, 
484th Bomb Group. Students attend- 
ing the sports school wUI serve aa 
Instructors and coaches in a postwar 
athletic program for soldiers. Classes 
are held In the gymnasium and sta- 
diums once used by Mussolini to train 
Fascist troops. Upon completion of 
the course men are returned to their 
outfits to begin expansion of the units' 
athletic program. Lt. Cross formerly 
taught at Chase County high school 
at Cottonwood Falls. He has been 
overseas 13 months and wear* the 
Mediterranean Theater Ribbon with 
four Battle Participation, Stars. 



BREWER 

MOTOR CO. 



PHONE 4444 

EYBRY SERVICE 
FOB THE M0T0BI8T 



any girls who are 
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Word bas been received that H. 
William Wieners has been promoted 
to the rank -of first lieutenant. Lieu- 
tenant Wichers has been serving In 
the China-Burma-India theater for 
tbe past v six months. He ia a photo 
interpreter with the 40th Photo Re- 
connaissance Squadron stationed in 
Calcutta, India. He recently returned 
to Calcutta after three months in 
Burnja. 
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Woolf Heads 
KSC Counseling 

Pr. Maurice D. Woolf. formerly of 
the Student Counseling Bureau of 
the University of Minnesota, bad been 
appointed Director of Student Per- 
sonnel and Veteran's Adviser at Kan- 
sas State, President Elsenhower an- 
nounced recently. 

Dr. Woolf Will begin his duties 
June 1 as director of tbe counseling 
and guidance of students at Kansas 
State with special responsibility for 
advising war veterans. He will hold 
professional rank in the Department 
of Education and Psychology. 

Dr. J. C. Peterson, professor of 
psychology, who has headed the test- 
ing and psychological research pro- 
gram here for many years, will assist 
Dr. Woolf. He will be In charge of 
the testing program of the personnel 
service. 

At Minnesota Dr. Woolf was ad- 
viser to the veteran's club, a mem- 
ber of the student counseling staff, 
and assistant professor of psychology. 
He was ta charge of the remedial 
reading clinic. In addition to his other 
duties, and has conducted extension 
courses In guidance and counseling 
in various Minnesota cities. 

Dr. Woolf bae done work In coun- 
seling at Stephens College. Columbia, 
Mo., and established the guidance sys- 
tem at Grlnnell College, Qriunell, 
Iowa. 

A native of Missouri, Dr. Woolf 
did his undergraduate work In agri- 
culture at the Kirksvllle, Mo., Teach- 
ers College. His work for a master's 
degree and for a doctor's degree In 
education and psychology was done 
at the University of Missouri. 



Golf Champions 
To Hold Exhibit* 

Betty Hicks, National Woman's 
golf champion. Babe Preese, West 
Coast champion and runner-up to 

Hicks, M. P. "Mike" Ahearn, Kan- 
sas State College, and S/O 3-c Gerald 
Bmith, gunnery inatructor at Klam- 
ath Palls. Oregon, will play ap exhi- 
bition golf match at the Country 
Club course today at 1 p. m. 

Following the match, Miss Hicks 
and Miss Preese will give a golf 
demonstration on the College cam- 
pus. No admission will be charged at 
the exhibition mat 



16 To Estes Park 
From Kansas State 

Sixteen Kansas State delegates 
will attend the YW-YM District con- 
ference at Estes Park next week. 

They are: Beth Jarvis, Mary Alice 
Doll, Margaret Parker, Patricia Mc- 
Crary, Shirley Ann Freienmuth, Dor- 
othy Cochran, Gwenda Jane Mcin- 
tosh, Jane Fagerberg, Eunice Stolten- 
berg, Etna Yowell, Donna Oyster, 
Betty Jean Yapp, David Neber, and 
Dean Tiemann. Dorothy Downey, 
YW executive secretary, will also at- 
tend this conference. 

Marjorie Ann Tennant will attend 
the Leadership training seminar 
there this summer. 

Frances Ewart, local president for 
the YW next year, will go to Now 
York City and attend a presidents' 
school that le being held there. 



Faculty- Employeea Buy 
180,000 In Wu Fund Drive 

Faculty members and Kansas State 
employees had subscribed approxi- 
mately $30,000 to the 7th War Loan 
Drive Friday, according to Dr. Mike 
Ahearn and Dr. W. E. Grimes, co- 
captains of the campus drive. 

Dr. Ahearn said $20,000 to f30,- 
000 more is expected by June 30 
when the national drive ends. Seven- 
teen faculty members make up the 
teams to contact personnel la each 
building. The committees do not 
tact 
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Summer School Director 




R. I. Thackrey directs the summer 
school for the first time this year fol- 
lowing his appointment a* dean of 
administration and director of sum- 
mer school. In directing summer 
school activities he takes over a po- 
sition held by Dr. E. L. Holton since 
1918. 



Student Vote Endorses 
Revised SGA Constitution 

Kansas State students approved a 
revised constitution for the Student 
Govern I at Association at an election 
held at the end of the spring semester. 

Merle ■yestone. president of the 
Student Council, explained that the 
primary purpose in changing the con- 
stitution was to shorten it and make 
It more readable to the average Col- 
lege student. Copies of the constitu- 
tion are included In the student di- 
rectory and in a booklet given to new 
students. 

One of the major changes In the 
constitution makes It necessary In 
the ratification of amendments for 60 
percent of the student body to vote 
and 00 percent of those voting to be 
In favor of ratification. The old con- 
stitution merely made necessary the 
approval by two-thirds of those vot- 
ing to constitute ratification. 



Omlcron Nu established a chapter 
at the College May 31. 191S. This is 
an honorary •rganlsation which rec- 
ognises scholarship, research and 
leadership In home 



Sloan and Scanlan 
Killed In Action 

Two former Kansas State students 
have died in service overseas accord- 
ing to recent announcement by the 
War Department. They are 1st Lt. 
Billy B. Sloan, f. s., '42, who was 
killed In action while leading a recon- 
naissance patrol across the Rhine 
River on March 20, and Lt. Karl M. 
Scanlan. M. B. *17. who was In 
charge of a ship salvage unit that 
had been in action since D-Day. 

Lieutenant Sloan was leader of a 
reconnaissance and Intelligence pla- 
toon with the Ninth Army. He held 
the Silver Star award for gallantry 
in action. His activities were the sub- 
ject of several Associated Press dis- 
patches during tbe Von Runstedt 
counter offensive tn Belgium. 

Lieutenant Scanlan died April 18 
of injuries received March 20. He 
was commissioned in March, 1943, 
and had been overseas 14 months. 
Prior to entering the service, he was 
employed by the Derby Oil Company 
of Wichita. 



Cancel Annual 4-H 
Round-Up Held Here 

The 1945 Kansas 4-H Club Round- 
up scheduled to be held June 4-9 on 
the Kansas State campus has been 
cancelled because of restrictions on 
wartime travel, according to Presi- 
dent Elsenhower. 

In canceling the annual Round-up, 
President Elsenhower reaffirmed the 
determination of all branches of the 
College to encourage and develop club 
work throughout the state. 

During the 22 years that Round- 
up has been held on the campus, ap- 
proximately 25,000 Kansas club boys 
and girls have attended the event. 



Brasll Is larger than Continental 
United States. 



Dr. E. B. Pauley! 
Optometrist 
Complete Optical Berries 

Phone 1110 106 N. Fourth 



Former Student 
Killed In Action 

Ensign Paul O. Larson, M. E. '44, 
has been killed in action after only 
a few weeks In combat. This word 
was received recently by his parents 
Mr. and Mrs. Oscar Larson of Llnds- 
borg. 

This former Wildcat football play- 
er was outstanding tn College me- 
chanical engineering activities. He 
was president of Steel Ring, vice- 
president of A. S. M. E., assistant 
editor of the Kansas State Engineer, 
and a member of the Engineering 
council and of PI Tau Sigma. 

At the time he Joined the Navy 
in July, 1144. he was employed by 
Lockheed at Burbank. Calif. Ensign 
Larson received his Navy Indoctrina- 
tion training at the U. 8. Naval Train- 
ing School at tbe University of Arl- 
sona at Tucson. He is survived by 
his parents and a 



Buy bonds to bomb the bums. 
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Toihj Thru Saturday 
In Technicolor 
WALT DISNEY'S 

"BAKBI" 

— ALSO — 
Late News of the Day 

And An Our Gang Comedy 

Sunday Thro Wednesday 



SK ELTON 

Go-starring In 
"BATHING BEAUTY** 

with 



Ethel Smith 
Harry Junes and His Orchestra 
— PLUS— 
Latest News of the Day 
and 

A Pete Smith Specialty "Pala" 



IMPORTANT CHANGES IN 
PASSENGER TRAIN SCHEDULES 




EFFECTIVE JUNE 3rd. Union Pacific passenger 
train schedules will be changed as follows: 
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Don't delay the bu» 

'cause 
When the bus 
is late 
You Wait 



College City 
Bus 



H. J. GRIFFITH 

DOWNTOWN THEATRES 



WAREHAIM 



— HOW SHOWING — 

ANN BAXTER 

ID 

Guest in the 

*j •« i • » 

House 



STARTS SUNDAY 
VERONICA LAKE 



SONNY TUFTS _ 
la 

Bring On the 
Girls 



STATE 



TODAY — SATURDAY 
2— FEATURES— ft 

LAUREL and HARDY 
in 

Pack Up Your 
Troubles 

AND O04BTT 

San Antonio Kid 

Featuring 



— SUN. - HON. - TUBS. — 

Rockin' in the 
Rockies 



with 



THE THREE HTOOOKH 
HOOSIER HOT SHOTS 
and SPADE OOOLEY 

—PLUS SECOND HIT — 

Bluebeard, the 
Strangler of Paris 



CARLTON 



— NOW SHOWING 

EDGAR BERGEN 



Song of the 
Open Road 



- BUN. THRU TUBS. 

GENE TIEBKEY 

In 



Laura 




SOCIETY 



Summer school social activities 
haven't begun yet bat plant for 
several partlea are already underway. 
With the TKE. AGIt, Kappa Big and 
Phi Delt bouse*, both annexes and 
tbe Trl Delt boose open, there should 
be some other social activities added 
to the social calendar later. And Id 
this Issue of Tbe Collegian are sug- 
gestions for private social fuoctlons 
in a Hat of recreational facilities avail- 
able. There's plenty of fun to be had 
at Kanaas State this summer. 

Virginia Stoecker, Delta Delta 
Delta, received tbe chapter service 
ring at tbe senior dinner, Jean Peck, 
who won tbe ring last year, made the 



Girls of Helm's Kabana received 
chocolates recently announcing the 
engagement of Miss Norma Gere to 
Cpl, James Kelsy. 

Jo Ann Harjung, '45 and Lt Ray 
N. Edwards, Jr., were married on 

Church. They will be at home In 
Brady, Texas, 

The engagement of Hope Elizabeth 
Leland to Lt. H. R. Holmes of St. 
George was announced on May 27. 
She la a Junior in home economics. 
Lt. Holmes Is stationed In Ardmore, 
Oh la,, with the Army Air Corps, 

The TKB's held initiation recently 
for tbe following: Elwyn Church, 
Dale -Klnyoun, Harry Bishop, Elliott 
Babeock, Loreni Beuschel, Gerald 
Graham, Jules Funiton, Albert 
berg, Charles Bsltnger, Vern 
and Edward Vogel. 



Summer School Calendar 



(First Right Weeks F 

B p^ker%r^'M , rE^nr^ nlnC Auditorium. 
June 6, Wednesday, 12:80 p. m. — Noon hour 
WHS (Wlllard Hall). 

11 to IB — Guidance and Counseling Workshop. 

ft Wednesday, 12:80 p. m. — Noon hour motion picture pro- 
gram, Wl 16 (Wlllard Hall). vwlure pro * 

June 00, Wednesday — Noon hoar motion picture orosram WHS 
(Wlllard Hall). Watch calendar for exact etartingtlme 

June 28, Saturday — Examinations to remove conditions. 

Jon* 28, Saturday — Midterm scholarship deficiency report* to stu- 
dents and deans are due. 

Juno 26, Tuesday, 10:00 a. in. — Barle Splcer, ballad singer. Col- 
lego Auditorium,- Professor Charles Strutton at the piano 

June 27, Wednesday — Noon hour motion picture program, WHS 

Jaly 4, Wednesday — National holiday. 

July 11, Wednesday — Noon hour motion picture program, WHB 
JSi.tSfl'Z "* **^>-*™™< -hoo. Play, And,- 

July 18, Wednesday — Noon hour motion picture program, W115. 

July 28 and 24. Monday and Tuesday— Regl* rattan for all students 
for the second eight-week Summer Session, 8:00 aJm. to 4:00 p. m. 

July 28, Monday— Tollefaen Trio, 8:00 p. m., Auditorium. 

July 24, Tuesday — Convocation, Auditorium. Knox Mlllaapa, 
spw k or i 

Mr 24, Tuesday— Eight week scholarship deficiency report* to 
studenta and deans are doe not later than 6:00 p. m. 

Note: Datea of ihe Summer School parties, and of additional 

tlons°of the Agenda? carrt * d ,n l * tt>r Publlca- 



liam Reel Streeter, both of 
City; Harry Gay lord Reagor. Reno, 
Nev.; Theodore Harold Reed, Norton; 
Joe Junior Rldgway, Oberlin; Alfred 
Richard Riegg. RldgefleJd. N. J.; 
George Henry Roberts, Cawker City; 
Arthur Raymond Roseberg, Isle 
Minn.; Stephen Baldry Shannon, Hia- 
watha; David Lawrence Smith. Cof- 
feyrille; James Joseph Smith, Axteil; 
Jean Clarke Smith, Mapletonr John 
William Smith. Eikrldge; Melvin 
Jonior Stiefel, Gypsojn; Thomas Wil- 
liam Tuttle. Fort Atkinson, Wis.; 
James Max Ungles, Satanta; El wood 
Edward Wedman, Harper; and Rich- 
ard Carr Wright, Lawrence, 



George Russell Moore and Leslie 
Maurice Shaw, both of Manhattan. 

Doctor of Philosophy: 
George Schrenk, Manhattan. 



The Salvation Army has 
mateiy 27,000 



Maater of Science: Danphlne Ze no- 
bla AlbrHton, Little Rock. Ark.; Mar- 
iner itte Elizabeth Brlggs. Wakarnaa; 
Lob Dunkerley. Halliday; 



Open for Business 
Monday, June 4th 

GOOD CLEAN FOOD 

Manning Cafe 

SOSNA THEATRE BLDG. 



190 Receive Degrees 
At Kansas State 

(Continued from page one) 
Vera Rosalie Keith, El Dorado; Rita 
Kathryn Anderson, Partridge; Georg- 
anna Bacon, Harriet Jane Dlllard, 
Helen Marie Hendersbot, and Anne 
Lewlse Wesley, all of Hutchinson ; 
Alice Laura Beardsley, Oberlin; Dor- 
othy Kraus Be mis, Hays; Leora Eva- 
lyn Bentley, Shields; Jaunlta Irene 
Billington, Edna; Mary Frances 
Brllea, Yates Center: Ada Louise Bru- 
Ington, Marjorle Louise Hawkins, 
Elizabeth Ann Humphreys, all of 
Kansas City; Margaret Marie Ko- 
necny, Viola; Betty Jane Lunger, 
Summerfleld; Elsie Margolin, and 
Barbara Sheldley, both of Kansas 
City, MO.; Audrey Jean Merry field 
and Marian Ober, both of Minneap- 
olis; Eunice Evelyn Nlblo, Mnscotab; 
Beth Rene Noble and Gladys Bernice 
Tjaden, both of Wichita; Patricia 



sell, Great Bend; Lucille Mae Hack- 
erott, Bioomlngton; Martha Jean 
Hadley, Cold water; Oda Dorr is Har- 
low, Barnard; Wilda Rae Hedge, 
Hoxle; Nadine Spell man Horton, 8a- 
llna. 

Louise Jean Parcel, Cold water; 
Elisabeth Abigail Parker, Shirley 
Anne Gessell and Edith Helen Willis, 
all of Manhattan; Patricia Lola Pay- 
er, Ames. Iowa; Jean Miller Peck, 
Arkansas City; Thelma Elaine Pierce, 
Marlon; Betty Smith Pur cell, Tucson, 
Aria.; Patricia Louise Putnam, Ad- 
mire; Margie Pauline Rasure. Good- 
land; Ruth Eileen Remond, Emporia; 
Jane Fa ye Reynolds, lola; Thelma 
Irene Rice, Jennings; Gladys May 
Richardson, Nickerson; Mary Ann 
Robinson, McPherion; Marjorle Helen 
Ross, Clifton; Mary Louise Schneider. 
Logan; Ruth Augusta Schubert, Bon- 
ner Springs; Arlene Leota Shields, 
Wamego; Patricia Window Smith, 
Qulnter; Avis Moore Todd, Cotton- 
wood Fails; Anabel Wood and Evelyn 
Pearl Wood, both of Den lion; and 
Una May Zane, Honolulu, Hawaii. 

Bachelor of Science in Home Eco- 
nomics and Nursing: Louise Scbllcher 
Best. Hoxle; Betty Maurlne Nelson, 
Alma; and Jean Marie Sraroek, Mc- 
Donald. " 



Jean O'Loughlin, Garden City. j 

Marian Alice Cherry, Vesta, Minn.; School of Veterinary 
Otle Genevieve Cole, Washington; Doctor of Veterinary 
Helen Ruth Craft, Garden City; Dora George Wlllard Allen, Wichita; 
Lee Dauma, Scott City; Mary Alice Ralph Edwin Alter, Coffeyvllle; Wal- 
Doll, Lamed; Ruth Alice Dryden. Ells- lace Lee Anthony, Miami, Fla.; James 
worth; Dorla Elisabeth Dyal, Ashton; Max Barbee, Sutton, Neb.; Harry Hll- 
Nlna Evangeline Fair, Alden; Norma bourn Berrler Jr., Norborne, Mo.; 
Jean Oetger, Merrlam; Faye Jean Kenneth Charles Carlson, Jonathan 
Gleason and Margaret Pf rang Latham, David Friend, Joseph Newton Holt, 
both of Golf; Miriam Maude Grit- .Robert Maxwell Jarrett, Leslie Hor- 



ace Newell and George Carl Wreath, 
all of Manhattan; Gerald 
Goetsoh, Sabetba; Harold 

Wlnflejd; La Verne Collins 
Parker; Harvey Jerome 
Hensley, and B«rl Raymond Walker, 
both of Osborne; Robert Wallace Hol- 
bert, Lh Habraj' Calif.. Man r lee Wal 
ter Hull, Oak Bill; Jesse Gall Irwin, 
Wllsey; Loyce Derald Jernlgan, 
Osage City; Alva Clark Kelman, Ar- 
lington; Orva! Kenneth Kendall. 
White City; Leland Albert Latham, 
Washington; Delbert Dean Clark, 
Wheaton; EmWrt Harvey Coles, 
Colby. 

Ralph Lewis Lowrey, Lamed; 
Paul Francis McGargle, Gays Mills, 
Wis, ; Man ford Edward Mansfield 
and George Alfred Mullen Jr., both 
of McCune; Leon Glenn Montgomery, 
Parsons; James Francis Morrow, 
Marysville; Jacob Eugene Mosler, 
Hoxle; George Melvin Chapman and 
Jay Richard Olson, Glasco; Duane 
Russell Peterson, Bridgeport; Jesse 
Ronald Pickartf, Thompson vllle, 111.; 
Alfred Nelson Polndexter and Wll- 



WELCOME 

Summer School 

Students 

( X * - 

Johnson's Cafe 

AggtevWe 



Here and now. . . .we have it! 

( and tfs well worth waiting for) 




I U CI EN IE LONG 



The fragrant, satin-clinging | 
designed to beautify jour fees 
shoulders. Now you'll find boxes and boxes 
shades at our cosmetics 




621 Horth ilia, 



ON AH A N 

attan Uvenue 



TEXT BOOKS- 

New and Second 

Supplies for All Laboratories 



COLLEGE BOOK STORE 

"The Friendly Book Store Nearest the Campus" 
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KSC Guidance 
Workshop 
Opens Monday 

Teachers and workers In guid- 
ance and counseling in Kansas 
and Kansas State students will 
attend a two-week Outdance 
Workshop which opens Mon- 
day on the Kansas State cam- 
pus. College credit is being of- 
fered Btudents for 



Summer Collegian* 



wUl not. be dtetrlbntfd In Uw ta^ 
dividual pout office boxen bat will 
be available to all students In the 
hall of And 



attendance 



at the Workshop. 




DR. M D. WOOLf 



Dr. M, D. Wooir, Student Personnel 
Director at Kansas State, and Dr. J. 
C. Peterson, head of the Kansas State 
Testing Bureau, are in charge of the 
Workshop. Dr. Woolf, formerly of 
the Student Counseling Bureau of the 
University of Minnesota, began his 
work in counseling and advising 
veterans at Kansas State June 1. 



Plan Refresher 
In Vet. Med. 

Preliminary plans have been made 
by the School of Veterinary Medicine 
at Kansas State to provide refresher 
courses for veterinary officers when 
they are released from the armed 
forces. 

The College feels that a distinct 
service wilt be provided in assisting 
veterinarians in resuming their civil- 
ian status. Many of these veterinari- 
ans have been occupied with special- 
ised services In the Army with little 
contact with clinical veterinary medi- 
cine in either the Held of large or 
small animal practice. Many men 
went from school directly into the 
Army and have had no experience in 
practice. 

Present plana call for a term of 
four weeks in length with an enrol 
meat limited to about 25 men. Civil- 
ian veterinarians will be accepted on 
the same basis as those from the 
Army. It ia expected that the course 
will be repeated as the requests ma- 
terialise. 

It Is not expected tbat the basic 
fundamentals of the veterinary cur- 
riculum will be reviewed but rather 
tbat the essentials and the new de- 
velopments will be stressed. Much of 
the subject material will be presented 
lo the form of panel discussions. 



810 Summer 
Students Enroll 



Enrolment for the 1945 summer 
Ion at Kansas Stale is 810, ac- 
cording to a tabulation made Tues- 
day by Miss Mary Kimball, registrar. 
"Pbe enrolment of 830 students last 
year waa swelled to 1060 by Army 
trainees. After the two-day official 
enrolment period, the figures totaled 
748, that figure having increased 62 
the past week by late enrolments. 

According to an unofficial count 
made June 1, 4 62 students had en- 
rolled for the first eight weeks end 
344 for the entire II week period, 
but late enrolment has increased 
that figure, 

Men students will outnumber wo- 
men approximately >U to 1 during 
the second eight-week session, despite 
the fact that wartime conditions 
would indicate the reverse. However, 
taking the total figure, there are 481 
women and 316 men registered. 

The School of Arts and Sciences, 
with many teachers enrolled in that 
department, leads the other schools 
with a registration of 368. Schools 
and their enrolments In order of site 
are as follows: Home Economics, 
148; Veterinary Medicine, 124; Grad- 
uate School, 87; Agriculture, 19. 



Students Invite General 
Eisenhower to Speak Here 

Students of Kansas State College have invited General Dwlght 
D. Elsenhower, brother of President Milton S. Eisenhower, to 
speak at Kansas State during his visit to Kansas this month. 

General Elsenhower will ar- 



ISA Schedule 
Features Films 



Two hours credit, graduate or un- 
dergraduate, may be earned by those 
who desire it during the Workshop. 
An enrolment fee of % 6, plus a matric- 
ulation fee for those who haven't 
paid that fee previously, will be 
charged. 

Workers in counseling and guid- 
ance centers who do not care for 
credit for the Workshop are Invited 
to attend any or all of the sessions 
without charge. 

Meetings will be held In Room 101, 
Education Hall. Session programs 
of special Interest are: sources of 
occupational information, filing oc- 
cupational materials, placement and 
follow-up, qualifications of counsel- 
ors, techniques of the Interview, 
tecbnlques of counseling in personal 
adjustments, labor-employee relation- 
ships, vocational education legisla- 
tion. 



For Co 



er Plans 
Lencement 



Commencement exercises will be 
held the morning of July 24, at the 
end of the first eight weeks of sum- 
mer school according to an announce- 
ment made by the Council of Deans, 
following a meeting Tuesday night. 

The speaker will be Knox Mlllsaps, 
Pomona College, Pomona, Calif. His 
subject will be "Aristotle." 

Dr. Mlllsaps received his Ph. D. 
from the California Institute of Tech- 
nology In 1944. He has a wide back- 
ground in historical philosophy, sym- 
bolic logic, and mathematical theory. 

On the evening of July 23, the 
Tollefsen string trio will give a con- 
cert to honor graduating seniors. 



Off-campus leaders who will be 
present at various sessions' of the 
Workshop Include: W. T. Markham, 
State Supervisor of Vocational In- 
formation and Guidance; R. W. Brew- 
ster, Occupational Information and 
Guidance, U. S. Office of Education; 
C. M. Miller. Director of Vocational 
Education, State Board of Vocation- 
al Education. 

H. M. Dawdy, Director of Voca- 
tional Rehabilitation, State Board of 
Vocational Education; Francis Greg- 
ory, Director of Guidance, Wyandotte 
High School; Marie Dlggs, Student 
Counselor. Coffey vllle Senior High 
School and Junior College. 

Agnes Engstrand, Rnral School 
Supervisor, State Department of Edu- 
cation, and Floyd Herr, Secretary, 
State Board of Education. 

Dr. Woolf has headquarters in 
AU1, the former 4-H office, for the 
present. 



K-State Players Will 

Produce "Damask Cheek** 

„ "Damask Cheek," a light comedy 
of manners, will be produced by the 
Kansas State Players, July 13, ac- 
cording to Earl G. Hoover, director 



The cast will be announced next 

The play has been on Broadway 
since 1943. It waa written by John 
Van Druten. Another of his plays, 
"I Remember Yon" la 
Broadway. 



Annex I Electa 
Annex I elected officers at a honse 
meeting Tuesday evening. They are 
Betty Ann McCoy, president; Jean 
vice-president; 
gn, treasurer; and 
■octal chairman. 



Miss Alpha Latzke, head of the De- 
partment of Clothing and Textiles, 
ia teaching at the State College of 
Washington, Pullman, Wash., dur- 
ing the first session of summer school. 
She will instigate a new course there. 



Anderson Hall Has 
First Face Lifting 

Anderson Hall is having its face 
lifted for the first time In the SI years 
It has stood at the center of the Kan- 
sas State campus. 

The porches on either side of the 
front entrance have been rased and 
rooms extending out approximately 
nine feet are being constructed in the 
space. The new rooms will be used 
as additional space for the Presi- 
dent's office and the Business office. 
The addition probably will prompt 
a shift In office rooms In the admin- 
istration offices, C. O. Price explained. 

The stone structure with Us tall 
spire has 
mark on 

a symbol representing 
College and Manhattan as the White 
House represents Washington. 

Construction on Anderson Hall 
was begun In 1879 when the north 
wing was built. The central part with 
the porches was completed in 1S82, 
and the south wing was added In 
1884. At that time there were only 
five other buildings on the campus. 
Anderson Hail was used for classes 
in mathematics, engineering and ag- 
riculture and it also housed the li- 
brary, Recreation Center was then 
the school auditorium. 

Minor structural changes have 
been made on the west side. The 
front has remained the same for 
more than half a century. 



asked to note 
next week will 
begin promptly at 12:20 p. m. 

A series of noon-hour picture 
shows on current topics which began 
yesterday Is a feature of the sum- 
mer activities of the Kansas State 
International Security Assembly. The 
films are shown in Will. 

"The Bridge," a film about South 
American people and their problems, 
was the first show. Next Wednesday, 
at 12:28, "Monroe Doctrine" will be 
shown. On June 27 there will be a 
double feature, "Watch tower Over 
Tomorrow" and "The People of Rus- 
sia." It will begin at 12:20 p. m. 

A technicolor picture about Kan- 
sas, "Fertile Frontier," will be shown 
July 11 at 12:20. On July 18 the fea- 
ture will be "Peace Builders," which 
is about the various great confer- 

Various campus groups are organ- 
ised Into the ISA for the purpose 
of making a practical study of war 
organization. Thirty-one campus 
groups, representing different coun- 
tries, will meet In the fall to make 
a student plan for peacetime govern- 
ment. Chairmen representing the 
countries will petition for committees 
to be set up. At committee meetings 
major problems will be discussed. 

At two final plenary sessions, reso- 
lutions will be passed by the entire 
body, made up of the com mi Uses and 
country representatives. 

The Organisation Is based on the 



rive at the family home In Abi- 
lene the afternoon of June 21, 
No announcement has been 
made as to the length of his 

In Kansas. 

If General Elsenhower accepts the 
invitation and the weather Is favor- 
able, tentative plana are to hold a 
general College assembly In Memorial 
Stadium. Residents of Manhattan 
and the surrounding community 
would be welcome at the assembly. 

Stanley Stuart, a member of the 
Student Council and Commander of 
the Veterans of World War II on the 
Kansas state campus, and Helen 
Clsgg. editor of The Collegian. Issued 
the invitation to General Elsenhower, 
on behalf of the student body. 



been a never changing land- potential outcome of the San Fran- 
the campus and hJ. become rl.cn conference. Regulations which 

representing Kansas State are not decided upon there will be 



Patronise Collegian Advertisers. 



upon 

drawn up here by the ISA 

On Wednesdays at 1:05 p. m. and 
Fridays at 12:30, beginning tomor- 
row, ISA radio programs will be pre- 
sented over KSAC. Mrs. Zella Barber 
ia in charge of these programs. 

Bulletin hoard displays of the 
countries will be shown In Recrea 
tlon Center this summer. The YWCA 
lounge has been turned Into a read 
ing room where books and pamphlets 
are available to students. 

Faculty advisors for the ISA are 
Mrs. Kathleen Schmitt, Mrs. Dorothy 
Downey, and Dean R. !, Thackrey, 



A/C Dwlght M, Mason Is In basic 
pilot school at Perrln, Texas. He was 
studying journalism at KSC before 
entering the Army In 1943. 



93 Veterans Enroll For Summer Session At Kansas State; 
Survey Shows GI Gets What He Wants At College 



Editor's Note: The result* erf a 
recent survey of veterans at Kan- 
sas State were compiled by Mar- 
garet Wonsch of the College 
News Burma Into an article 
which waa printed In the May 10 



Ninety-three veterans have en- 
rolled for summer school, marking 
the fifth semester for this group on 
the campus. Although this is a de- 
cline from last semester's 98, there 
are 10 new men Included on the rolls, 
while some of the previous members 
have dropped out for the summer. 
The School of Arts and Sciences leads 
in enrollment with 31 men. The 
School of Engineering and Archi- 
tecture baa 30. 

Fifty-two of these are enrolled 
under Public Law 16, better known 
as the Serviceman's Readjustment 
Act which was passed before the en- 
actment of the G, I Bill. To be eli- 
gible for training under Public Law 
16 a man must have a pensionable, 
service-connected disability which 
Interferes with his former vocation. 

The remaining 41 men are attend- 
ing school under the better known 
G. I. Bill of Rights under which near- 
ly all discharged servicemen are eli- 
gible for educational benefits. 

Henry Brandes, Wichita, a former 
aviation cadet, and Elmer Akers, 
from Los Angeles, who saw service 
with an armored division, were the 
first veterans to enroll at K -State 
to the winter term of 1144. Sines 
then men from all branches of the 
and a variety of civilian 



Hons have become members of the 
K-State student body. Charles Clark, 
of Paxlco, who was graduated with 
the 1945 class, was the first veteran 
to be graduated. 

Adjustments to civilian life and 



The War Department has sched- 
uled General Elsenhower to be in 
Washington, D. C, June 18 for a con- 
ference with President Harry 8. Tru- 
man. He will be in New York City on 
June 19. which has been designated 
Eisenhower Day" by Mayor F. H. 
LaGuardla. After a visit at West 
Point, he will stop In Kansas City, 
Mo., for a general Midwestern recep- 
tion, headed by the governors of 
Kansas and Missouri. He will then 
go Immediately to the family home 
In Abilene. Mrs. Eisenhower, Capt. 
Harry Butcher, Naval Aide, and Mrs. 
Butcher will accompany him. 

The people of Abilene have plsnned 
a homecoming celebration In his 
honor and the satire Eisenhower 
family will have a reunion at the 
home of Mrs. D. J. Elsenhower, the 
General's 83-year-old mother. 

Second Visit 

If Genera) Elsenhower comes to 

President Eisenhower on January 8 
and 9, 1B44, was made under quite - 
different circumstances. 

The General flew from the Euro- 
pean battlefront under the strictest 
secrecy to Manhattan for a reunion 
with his mother, President and Mrs. 
Elsenhower and their family, Mr. and 
Mrs. J. S, Doud of Denver, and Arthur 
B. Elsenhower and his wife of Kan- 
sas City. 

Announcement of the trip was not 
made until he had arrived safely 
back in England. 

The secret was closely guarded. 
General Elsenhower's plane landed 
at Marshall Field at Fort Riley and 
he came Into Manhattan In an army 
staff car. 



taut; Edwin Chipman, finance officer; 
Dean R. I. Thackrey, service officer; 
Rex Eberline, historian; and Victor 
Overholt, sergeant-at-arms. 

Stanley Stuart, commander of the 
Association, recently became the first 



particularly to college work aren't | veteran to be elected to the Student 
always easy at first. A survey made 
by the K-State News Bureau shows 
that the average of the veterans at 
Kansas State is 24 years and first 
contacts with "Bob by-Boxers" just 
out of high school sometimes prove 
difficult. However the group has been 
accepted by the student body and 
many men now belong to fraternities 
and other campus organizations. 

The high percentage of married men 
among the group also injects another 
element into the problems encoun- 
tered, especially that of finding suit- 
able places to live for men with fam- 

of the 
60 per- 



the 
common 



llles. Approximately 40 
men are married and of 
cent have children. 

To attain unity and 
men to discuss and 
problems the Associated Veterans of 
World War II at K. S. C. was formed 
at the beginning of the fall semester, 
1*44. The association holds regular 
meetings to discuss current prob- 
lems. Parties are sponsored In order 
that the men may become better ac- 
quainted. Any man honorably dis- 
charged from the armed services af- 
ter December 7, 1941 and enrolled 
at Kansas State Is eligible for mem- 
bership. Present officers are Stanley 
Stuart, commander; Hubert Cries, 
Leon Wick, adju- 



I Council. Stuart served In the Navy 
1 aboard a destroyer escort on convoy 
duty In the African and European 
theatre. 

Jay Payton, All Big-Six basketball 
star and football letterman served 
first with the Marines at San Diego 
and later with the army at Camp 
Crowder. A physical education major, 
' he plans to coach after graduation. 

A Junction City High School grad- 
uate, James Baker served in the Navy 
for five years before he came hers to 
study electrical engineering. Hs was 
In action at Midway, Guadalcanal, 
New Georgia and other Pacific battles. 

BUI Hofsess, 19, the youngest vet- 
eran, and a native of Manhattan has 
the Purple Heart, Combat Infantry 
Badge and B. T. O. ribbon to his cred- 
it. He participated in the Invasion 
of France at Cherbourg and St. r -o. He 
is taking a pre- medical course here. 

Many of the men have experienced 
difficulties in readjustment. A major 
problem has been the lapse of time 
since their last attendance In school, 
the recent survey shows. A refresher 
course Is now being put Into effect 
to provide the missing link. However 
the grades made by the veterans' 
group have been favorably compared 
to those of the rest of the student 
Indicating the ability of for- 
to fit Into college life. 



11 Men Pledged 
By Fraternities 

Kansas State fraternities have 
pledged 11 men since April 6, accord- 
ing to Harold Howe, faculty adviser. 

Phi Delta Theta led the pledging 
with five men. Sigma Nu pledged 
three. Alpha Gamma Rho followed 
with two and Kappa Sigma with one. 

The pledges are as follows: 

Phi Delta Theta: Ralph Adrian 
Dickens. Manhattan; Ossar V, Lar- 
mer, Wichita; Max Bmcks. White- 
water; Thornton Gehrke, White City; 
and Richard L. Hood, Junction City. 

Sigma Nu: Lowell L. Poague. Wa- 
keeney; Edwin E. Chipman, Morland; 
and E. Stanley Heathman, Kansas 
City, Mo. 

Alpha Gamma Rho: Gene Aldrlch, 
Humboldt, 8. D, ; and Max Byron 
Miller, Onaga. 

Kappa Sigma; Otis Cross, Burrton. 



New K-State Veteran 
Holder Of HtyPoints 

LeRoy A II roan, first Manhattan 
resident to be released under the 
Army's point system, has laid aside 
his G. I. equipment to take up school 
books at Kansas State College. All- 
man, who Is a veteraa of 42 months 
of service in the Army, 82 of them 
overseas, has enrolled in the journal- 
Ism department of the College. He 
formerly was editor of the Bushton 
News. 

Allman bad 1 06 points to his credit 
when hs received his honorable dis- 
cbarge at Fort Leavenworth recent- 
ly. An Army corporal, he had five 
campaign stars and a Bronae Star. 
He saw service In Africa, Sicily, Italy, 
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KState Is Good 
Host To Veteran* 

With 93 veterans of World War II 
enrolled for summer school. Kwi»i 
State has the largest veteran at- 
tendance of any achool In Kansas. 

Realization of this fact ahould 
make the students and faculty of the 
College even more conscious of their 
responsibilities to men Juat out of 
uniform. 

The results of a survey made re- 
cently by the College New* Bureau 
show that the veterans at Kansas 
State are making their Individual 
adjustment from war to peace, but 
not without certain difficulties. 

One of those difficulties 1b for the 
married men, and 50 percent of the 
veterans here are married, to II nd 
Places to live. Although there Is a 
shortage of available apartments, Dr. 
A. A. HolU, who is in charge of men'a 
bousing;, has indicated the situation 
ia improving. 

But on the whole, the opinion 
among the veterans seems to be that 
Kansas State is a good host. 

In a recent Issue of "Stars and 
Stripes" one Yank pretty well aum- 
marlied the feeling of veterans them- 
selves when he wrote the. following: 

"Every screwball with thick lenses 
and a long haircut is setting up ah op 
as an expert on returning veta. We 
will be happy to sit In front of our 
fireplaces and let our wives and 
sweetheart! fetch us Oid-Faahloneds 
and fried chicken, hut not, please 
God, with the look of a trapped and 
frightened doe, waiting for the blow 
to fall." 

Kansas State has welcomed re- 
turned veterans without unnecessary 
ballyhoo. Both faculty and Btudents 
have "fetched" what the veterans 
seem to need and want, in everything 
from revised courses to weekend en- 
tertainment. 

A good start has been made on a 
big postwar Job for colleges. 
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Students Support 
Seventh War Loan 

e 

No student campaign is being made 
in connection with the national 7th 
War Loan Drive, hut college students 
should be doubly appreciative of the 
things other Americans are doing 
with the money we put Into bonds. 

The college student's contribution 
to world peace will be made after the 
war. Now he Is encouraged to stay In 
school and prepare for future useful- 
ness. 

To many young people this seems 
a rather passive way to help. Buying 
bonds is an Ideal way for students 
to get an Immediate finger in the pie. 
No salesmanship should be necessary. 



We've given the vets (take your 
pick of variety) a week to sharpen 
their fangs and stalk their prey. Now 
we're ready with a few Jabs we hope 
will uncurl somebody's hair. Yon'd 
he mad if we didn't print them and 
you'll be mad that we did. We do tola 
to keep everybody pleasantly mad. 

The third keg bad Just gone dry 
at Sllm's Saturday night when Doris 
Johnson and Jill Broberg popped their 
feather cuts in the door. "We've lost 
our friends," they pouted, but didn't 
claim any of the friends they found 
under the tables. 

Lou Jean Fletcher went home for 
vacation with a gleaming set of Chi 
O tactics and came back with a Pbl 
Delt pin. "Tla said she met the wearer 
of the a word and shield about mid- 
week. 

The AGRs have mimeographed a 
new version of line 60451 to be passed 
out with pledge pins. The old one, In 
use for 10 years or so, was wearing 
thin along about Date III. 

Can one blonde mustache, hardly 
visible to the naked eye, break up ro- 
mance or will Muriel Becker win her 
fight to get TKE Prexy Doyal Kern to 
put his razor to drastic use? 

Nina Anderson, the gal who kiases 
alt the boys at graduation, wears her 
frat pins to match her dresses. She 
keeps them aide by side pinned on the 
wall when she wears the diamond. 

Statement to the press by Stuesser 
_v<E-v-e-r-y-body lives at the Tri 
Delt house," which seems to be the 
general male opinion. The line forms 
down the east driveway. Box office 
opens at 7 p. m. 

Jackie Staley ended her career with 
this column with a trip to the altar. 
She has yielded her position as the gal 
who never missed a column to Nina 
Anderson, Just to keep it all in the 
big happy Chi family. 

Jim Shivery Is the newest pledge 
of the most exclusive club on the hill, 
membership limited to men with cars. 
Tbey gave him a pink- card that gives 
him dating priorities. 

The Phyl Wells-Harvey Haas situ- 
ation Isn't quite clear, but It looks 
like the battle is over. Phyl is quit- 
ting school and we hear wedding 
bells. 

Ella Mae Stlnson, Shirley Olllan, 
Ethyl Wilson, and Rosemary Atzen- 
weller wish to Inform all that their 
men are out-of-town, and they are 
now available. Phone 2-8164.— Paid 
Adv. 
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It serves us right for being so em- 
phatic in our warnings of Manhat- 
tan heat, that an all-time low tem- 
perature record was established this 
week when the mercury dropped to 
46 degrees. But we still defend our 
dire predictions of last week. 



The long cool spring has kept the 
campus at its freshest and greenest. 

The campus Is a picture painted in 
green against grey atone that Is cer- 
tainly not appreciated by students 
scuffling along staring at the aide- 
walk, engrossed in mixed thoughts of 
last night's date and next hour's test. 



A new fellow at Kansas State Just 
hasn't a chance. He ia met at the gates 
by a delegation of rush chairmen and 
from then on his life Isn't his own. 
In one case things moved so fast 
a pledge went active before his frat 
even got around to announcing his 
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AST Vets Mustered 
Out Of Army 
Year Ago 

A year ago the Veterinary Medi- 
cine A. S. T. P. training at the Col- 
lege was discontinued by the War 
Department, except for the 25 se- 
niors who were candidates for de- 
grees at the end of the summer se- 
mester. 

There were 128 atudentB affected 
by the new order. The men were giv- 
en an option of remaining in College 
as civilian students and by doing so, 
they would give up their pay, their 
uniforms, their housing and their 
free mess and be subject to military 
service under Selective Service, or 
they might remain in the Army and 
be ordered to other stations. 

Selective Service deferred the men 
training In School of Veterinary Med- 
icine. The present enrolment in the 
School of Veterinary Medicine is 184 
although all of those atudents are not 
former ASTP veterinarians. 

Immediately after the discontinu- 
ation of the Veterinary Medicine A. 
8. T. P. training, 146 A. S. T. R. P. 
students arrived on the campus. They 
were almost all 17-year-olds. The 
government furnished only the quar- 
ters, food, and uniforms used by the 
students. They received no regular 
Army pay. The boys came from Col- 
orado, Iowa, Kanaaa, Missouri, Min- 
nesota, Nebraska, Wyoming, and Oh 
lahoma and were enrolled In 
neering. 



It la Sue. 

Have you ever seen one of Nigel 
Brace's many screen portrayals of 
tweedy, comfortable, good humored, 
English gentlemen? Such might be 
the initial impression of Charles W. 
Matthews, professor of English. Closer 
contact, ho waver, would alter the first 
concept to one of a man welt read, 
cosmopolitan, and possessing a dry 
humor often attributed to Kanaans. 

Professor Matthews* classes often 
take unpredictable turns and cover 
the variety of subjects which might 
be expected from a man whose activ- 
ities have ranged from social work 
for the Princeton Foundation to herd- 
ing sheep In Colorado. However, con- 
fusion has no place although hilarity 
has its moments. 

The air of Informality and friendly 
relationship between teacher and stu- 
dent make the study of English and 
literature easy to take. Rather than 
too rigid adherence to details of com- 
position the student is encouraged to 
develop Initiative and individual style 
In his writing. In class and out, Pro- 
fessor Matthew* displays patleace and 
a willing helpfulness at' all times. 

Professor Matthews began his col- 
lege career at Pittsburg State Teach- 
ers College, majoring in English and 
history which he later taught In high 
schools. After graduation during the 
war year of 1918 he entered the Army 
and rose from private to second lieu- 
tenant. He received his M. A. degree 
from Chicago University, specializing 
In l«tn century English literature, 
and also studied medieval literature 
at Harvard. 

During pre-war years, Professor 
Matthews traveled through Mexico, 
combining pleasure with the study of 
Mayan, Aztec, and Toltec cultures. 

Hla hobbles are collecting modern 
paintings and lithographs, and medi- 
eval chronicles. Other pleasures are 
horseback riding and tennlB. 

The average Kansas high school 
graduate lacks thorough Instruction 
in'the fundamentals of English and 
mathematics, Professor Matthews be- 
lieves, but compensates tor this in In- 
dividual Initiative and resourceful- 
ness. 



A press release from New York 
lists Keith E. Mead, f. s., as one of a 
group of 1065 men commissioned as 
ensigns in the United States Naval 
Reserve. The group waa the 23rd 
class to be graduated from the Naval 
Reserve Officer Training School with 
ceremonies held in the Cathedral of 
St. John the Divine, New York City. 



Capt. Neal E. Worley, former stu- 
dent at Kansas State and now a P-47 
Thunderbolt fighter-bomber pilot, has 
been awarded the Distinguished Fly- 
ing Cross for making positive Identi- 
fication of a concentration of German 
tanks during the battle of the bulge 
on December 25 and then leading a 
dive-bomb attack on the enemy ve- 
hicles although his Thunderbolt had 
been damaged by flak. In addition to 
the DFC, Captain Worley, who has 
flown more than 100 dive-bombing 
and strafing missions with the 386th 
"Hell Hawk" group, wears the Air 
Medal with four Silver Oak Leaf 
Clusters and the Blue Ribbon signi- 
fying that his group has been award- 
ed a Unit Presidential Citation. 



helped with the planning ol 
operations. 

At Kansas State 3 peer was out- 
standing In athletics and belonged 
to Phi Epailon Kappa, Sigma Alpha 
Epsilon and the K-Fraternity. He was 
graduated In 1939. He is the son of W. 
G. Speer, Sr., former K-State toot- 
ball star who Is now living In Man- 



Robert Oene Trlbble, f. s., wis re- 
cently commissioned an ensign in the 
Naval Reserve and designated a Naval 
Aviator at the Naval Air Training 
Bases, Pensacola, Fla.. It has been an- 
nounced by the office of Public 
lions there. 



Lt. (jg-) Albert N. Nelson, Jr., f. 
s. "42. 1b returning to the United 
States after 22 months' duty with a 
Navy aviation Bquadron in the At- 
lantic. 

During his tour of duty with the 
squadron, Lieutenant Nelson flew 80 
combat patrols. 



Hal A. Lund, former K-Stater who 
is now a communications officer with 
the Mediterranean Allied Air Forces 
In Itary, has been promoted to the 
rank of captain. 

Captain Lund has Berved In North 
Africa. Italy and Southern France 
since he went overseas in January, 
1943. He waa a member of Sigma 
Phi Epsilon while at Kansas State. 



Ens. Wayne H. Wickstrum, '41, Is 
at the amphtblouB training base. Lit- 
tle Creek. Va.. training to serve as 
gunnery officer of an 



Lt. Ray H. Walker Is stationed in 
India as a pilot of a C-46. He flies 
from India to China. Before enlisting 
in the Air Corps In J942 he was a 
sophomore in engineering. 
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Lt. Stewart D. Reed was liberated 
from a prison camp in Germany May 
19. according to word received by his 
parents, Dr. and Mrs. C. L. Reed of 
Lindsborg. Lieutenant Reed was a 
B-17 pilot. While at Kansas State he 
was a member of Beta Theta Pt. 



Dr. s. A. Nock Returns 

From Month's Vacation 

Dr. 8. A. Nock has recently re- 
turned from a month's vacation spent 
in Pennsylvania and surrounding ter- 
ritories. 

While spending a couple of days in 
Washington. D. C, he saw three fac- 
ulty men of Kansas State who are 
now on leave at the Applied Physics 
Laboratory at Silver Spring, Mary- 
land. 

They are Associate Professor Har- 
ner Selvidge. of Electrical Engineer- 
ing, Associate Professor Daniel Tell 
Slgley, of Mathematics, and Associate 
Professor Donald Farnham Munro, 
also of Mathematics. 



Lt. (Jg) W. G. Speer, Jr., Kansas 
State football letterman in 1937 and 
1938, has been a participant In every 
operation In the Pacific area since 
Guadalcanal except for two JIma, 11 
engagements in all. 

Lieutenant Speer flew to Kansas 
from the West Coast last week to visit 
briefly in Manhattan. For the past 16 
months he has been* radar officer on a 
battleship and in that capacity has 
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Smith-Freese 
Take Match 

Gerald Smith, former Country Club 
Golf Champion, posted a blistering 
sub-par 34 while on leave from the 
Navy as he teamed up with Babe 
Freese, west coast Women's Cham 
plon, to win over Hike Abeam, dean 
of Manhattan golfers and Betty 
Hicks, National Women's Golf Cham- 
pion, in a nine hole exhibition match 
at the Country Club, 

At the end of the nine hole exhlbl 
tlon, Gerald Smith and Miss Freese 
were six up on Mike Ahearn and Miss 
Hicks. 

Locals Have Advantage 

Both Hike Ahearn and Gerald 
Smith had an advantage over their 
women partners as they knew every 
Inch of the course, having played the 
course for years. However, Smith was 
especially brilliant as he had only 
played a couple of practice rounds in 
the last two years he has served in 
the Navy. 

"That man ir terrific!" said Miss 
Hicks In commenting on Smith's play. 

Sand Greens Are Tough 

Playing on Band greens for the 
first time, Miss Hicks and Miss Freese 
played slightly above par for the nine 
holes. Miss Freese overcame the 
handicap, however, and finished with 
a 39. 

Following the exhibition Miss 
Hicks gave a short golf demonstra- 
tion to the large gallery that had fol- 
lowed the foursome. 



Haylett Declines 
War Dept. Offer 

Ward Haylett, of International 
fame as a track and field coach and 
coach of the 1936 Olympic team, was 
Invited by the Special Service Divi- 
sion of the War Department to go 
to Rome, Italy, to set up a track and 
field program. 

This program was designed to be 
part of a great athletics system for 
service men In Europe. However, due 
to the fact that the dates of this pro- 
gram would run into the football sea- 
son next tall Coach Haylett declined 
the invitation! 



Baseball ... 

An all^chool baseball 
being organized to 
an Inter-city league this 
rner. All men interested In play- 
ing- see Coach Fritz Knorr by 
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Kansas State Graos Edit 
Priie- Winning Newspaper 

The Belleville Telescope was 
awarded third place for the best edi- 
torial page in a national contest con- 
ducted by the National Editorial As- 
sociation, in session at Chicago, ac- 
cording to an announcement made by 
the N. E. A. contest committee. 

Merle Miller, former Kansas State 
College journalism student, is edi- 
tor and general manager of the Tele- 
scope. Mary Ann Montgomery, 1944 
K-State journalism graduate, is news 
editor. Luman Miller, also a K-State 
graduate, was editor of the Telescope 
in recent years but is on leave with 
tbe U. S. Naval Reserve. 

Last year the Telescope placed 
first In circulation in the N. E. A. 
contest and second on the beat edi- 
torial in the Herrlck Award classi- 



4-H Organiza t io n 
Meeting Tonight 

VTbe Collegiate 4-H Club will be 
active this summer. An organization 
meeting will be held tonight Ijr Rec- 
reation Center at 8 p. m. for tbe 
election of officers. 

Activities of the club this summer 
are to be mainly social, although a 
few service projects may be carried 
out. Including the weekly Collegiate 
4-H radio program. 

A "hop-off" picnic in the City Park 
Tuesday evening opened the mem- 
bership drive. Anyone interested in 
Joining should attend the meeting to- 
night. 

Evelyn Ma a son Is in charge of the 
executive committee of tbe member- 
ship drive. Others on tbe committee 
are Jim Shively, Dorcas Wilson, Bob 
King, Jean Christiansen, Betty Lar- 
son, and Marcus Haggard. 

Plans for the summer were out- 
lined Tuesday by Evelyn Manson, 
Phyllis Hurty Eyestoue, Marjorie 
Ward, Mary Louise Markley, Darlene 
Reed, Eugene Spratt. and Donald 
Swartz. 



to Dallas 

Fred M. Parrls, Instructor In the 
Department of Industrial Journalism, 
has been granted leave of absence 
from the College for the summer. He 
will spend three months In Dallas. 
Texas, In Internship at radio station 
WFAA. 



Extensive postwar job opportuni- 
ties for veterans In the Federal Civil 
Service were forecast today by 
Charles R. Anderson, of the U. S. 

Civil Service Communion. 



Rice Brothers, 
Philippine Vets, 
To Enroll Here 

Veterans of the Japanese occupa- 
tion of Manila and of the American 
capture of the city this spring, 
Charles and Henry Rice, have ar- 
rived in Manhattan. They are living 
with their aunt. Miss Ada Rice. K- 
State English teacher, and plan to en- 
ter Kansas State College next fall. 

Carl E. Rice, father of the boya, 
was sent to the Philippines during 
the Spanish-American War, and has 
lived there since. He, his wife, and 
two sisters and a brother of the boys 
are returning to the states soon. 

When asked about the Japanese 
warfare, Charles and Henry said 
"their strength depends on numbers, 
not on strategy. They are fanatical 
and will hold out In numbers no mat- 
ter what the cost, but they are not 
much good on tactics. They're just 
like rats, and even a rat Is hard to 
kill." They both admire the Jap ma- 
chine gun and knee mortar, but say 
that their tanks are no good, and 
that their .25 caliber rifles will not 
compare to the American ,30 caliber. 

American Red Cross food packages 
were distributed to Japanese officers, 
Charles and Henry said. "Tbe pris- 
oners of war were beaten, tortured 
and kicked around like dogs." They 
were given no clothes, no meat, no 
corn— Just a little rice, the two con- 
tinued. 

Since Charles and Henry were 
freshmen in high school when Pearl 
Harbor was bombed and they have 
not attended school since, they are 
catching up by going to summer 
school at the high school. They hope 
to enter Kansas State College as soon 
as possible. 

The boys say they do not see how 
they got through it all but are very 
happy to be In the United States and 
"Intend to remain here forever." 



Music Department 
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Luther Leavengood, who will he- 
roine head of the Department of Mu 
sic at Kansas State at the Ik 
or the new fiscal year In July, 
formerly the head of the " 
of Music at ' 



Prof. Sayre 
Returns 



KSC Faculty 

Edwin Sayre, aasoclaie professsor of 
voice, has returned to Kansas State 
after being on a sabbatical leave for 
a year. He received a scholarship to 
Westminster Choir College, where" he 
served on the faculty part time. 

A member of the Westminster Choir 
of 40 voices, under the direction of 
Dr. John Findley Williamson, Mr. 
Sayre was in the group when it went 
on a concert tour of the Great Lakes 
region for three weeks. 

Mr. Sayre was also with the Choir 
College's large choir, which Is made 
up of 220 students and faculty mem- 
bers, when It was presented at Carne- 
gie Hall, with the New York Phil- 
harmonic Orchestra, the Philadelphia 
Orchestra, and for some radio broad- 
casts. 

During the year away from the 
College, Mr. Sayre worked with mu- 
sical leaders such as Stokowski, 
Rodsinskt, Ormandy, and Bruno 
Walter. He has made recordings tor 
Columbia with the Philadelphia Or- 
chestra. He made a movie with Mar- 
ion Anderson and Leopold Stokow- 
ski. This movie was shown to service- 
men all over the world. 

Mr. Sayre did solo work and sang 
with St. Thomas's choir, Fifth Avenue, 
New York City. The past semester he 
has been working on a Doctorate at 
the Teachers' College at Columbia 
University. 



see the same objects, bat 
do not equally understand them. In- 
telligence is tbe tonga* that discerns 
and tastes them.— Thomas Traherne. 
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SHAMROCK TAVERN 



Barney Yoongcamp. Notary Public 
and Realtor. Day or Night. 1S14-A 
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The 

COLLEGE CAFETERIA 

Service at Reasonable Prices 

NOW OPEN 

MEALS SERVED DAILY EXCEPT SUNDAY 



- 7:16-8:30 
- 11:80-1:00 

MARY L. SMULL, Director 

Dinner in tbe Tea Room 6:15 - 6:30 

HERNA B. MILLER, Manager 

HM 



Student Directory 

The Hummer School Student 
Directory will be printed In the 
next issue of The Oottaglaa. stu- 
dents were naked to refract 
changes of addre»» or phone 
to the Collcifrian 



Eisenhower 
Discusses 
Food Weapon 

"Before the war. two-thirds ot the 
people of the world were engaged In 
producing food, and two-thirds of the 
world's people were underfed. Sur- 
plus Is economical, not physical. We 
really produced more than we could 
sell profitably: therefore, there was 
no food surplus In the 30's as people 
believed there was,'' said President 
Milton S. Eisenhower, who was the 
principal speaker Tuesday morning 
at the first assembly of the summer 
session. 

In his talk, "Food as a Weapon of 
War and Peace," the President point- 
ed out that 88 percent of all Ameri- 
can-produced food Is beiug consumed 
by Americans. The agricultural In- 
come, both gross and net, is higher 
now than at any time in the history 
of the United States. The average 
American is eating ttbout 200 more 
calories dally, because people are fi- 
nancially able to buy correct food for 
the first time." 

In conclusion, Mr. Elsenhower 
said, "There will be more starvation 
in Europe In the next 12 months than 
there was during the five years of 
German occupation. Twelve to fif- 
teen million tons of food will be need- 
ed in Europe alone. There is not that 
much surplus food in the world, and 
if there were, there are not adequate 
transportation facilities to move it." 

The speakers of the assembly were 
introduced by R. I. Thackrey, director 
of summer school. The Rev. w. E. 
Drury, minister of the Baptist 
Church, gave the Invocation and ben- 
ediction. 

Margaret Parker, secretary of the 
International Security Assembly, told 
of the organisation's summer activ- 
ities and of plans that are being made 
for fall. She announced the noon- 
hour moving pictures which the ISA 
is sponsoring, and called attention to 
radio programs on KSAC. 



To Talk 
At Chapel Tuesday 

Russell H. Anderson, curator of the 
Roaetiwald Museum or Science and 
Industry at Chicago. III., will speak at 
the assembly to be held on Monday 
In the Auditorium at 11:00 a. m. His 
subject will be "Some of the Lessons 
of History." 

Mr. Anderson made a name for 
himself after graduation from col- 
lege In historical museum work. A a 
a curator of a museum, he has become 
celebrated In the field of cultural his- 
tory and Is widely known as a 
er. research man. and writer. 



Dr. J. W. Lumb, extension veter- 
inarian, and Dr. R. A. Leeper, of the 
School of Veterinary Medicine, at- 
tended a conference of veterinarians 
in Topeka Friday. 
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WE SPECIALIZE 
In 

Examining Eye* and supplying 
lenses that Improve- vision and 
relieve eye strain, 



DR. E. L. ASK It IN, O. D. 

Optometric Eye Specialist 
13190 Moro St. Aggteville 
MANHATTAN, KANS. 



Eye Ease Note Paper 

saves the eyes 

Better Pen Writing Surface 



COSTS NO MORE 



CO-OP BOOK STORE 



WISE COLLEGE STUDENTS 

- - BUY - - 

COUPON BOOKS 



SWIM 

10 SWIMS FOR $1.50 PLUS 33c TAX 
25 SWIMS FOR $2.50 PLUS 55c TAX 

Books ABE TrWerable 
25c plus Uz 



SWIM SUITS 
for rent at the pool 

MANHATTAN 

SWIMMING POOL 



PAGE FOUR 



SOCIETY 



Id keeping with June tradition* tbe 
calendar of Kansas Btate social events 
ti filled with weddings this week. 

Dorothy Hood el, Cbl Omega, nod 
Melvin flcoby, A, 0. it., will be mar- 
ried Sunday at Freeport, R. I. Both 
were graduated from Kansas State 
In 1944, Dorothy in home ec and 
MelYln In vet medicine. 

Edith Willis, Kappa, wbo gradu- 
ated with the class of 1B4S and Lt, 
Don Depew were married Mar 27 at 
Orlando, Fla. Mrs. Depew, a promi- 
nent K-Stater, was a member of 
Mortar Board and Who's Who in 
American CoUegea and Universities. 
Lt. Depew waa a student here In 
architectural engineering In 1943, 
but finished at Yale. They will make 
their home In Orlando. 

Jackie Staler, Oen. '45, became the 
bride of Lt. Dexter L. Benson at EI 
Dorado Saturday 

Lou Jean Fletcher, Cbl pledge, 
ia now wearing tbe Phi Delt pin of 
Ens. Edward L. Sealy of Pratt, Kans. 

Emogene Martin, f. and Ray 
Walker, VM '45, are being married 
June 17 at Dodge City. 

Women at Mill's Heights, had a 
get-acqualnted party Tuesday. 

Christine Tesgarden, '46, and En- 
sign Don Findley were recently mar- 
ried at Newton, Mass. ' 

Twenty were present at the TKB 
Chapter dinner, held at the Wareham 
Sunday evening, In the Gold Room. 
Dr. Judd Wolfram, a TKE alumnus, 
gave a short after-dinner talk. 

Alpha XI Delta gave a luncheon 
Saturday at the Wareham hotel com- 
plimenting Mrs. John H. Parker, who 
is leaving to make her home in Mil- 
waukee, Wis. Mrs. Parker has been 
alumna financial adviser for the so- 
rority for the past few years and re- 
cently was elected national secretary 
of Alpha XI Delta. 




meeting of the K. 
8. C. Ti l mans* Association will 
be held at 7:80 p. m. Monday In 
the K-Room of Mt'hol» Gym. 



Veterans' Wives 
Organize Club 

Sister organisation to the Veter- 
ans' Association is the K-State Vet- 
erans' Auxiliary composed of wives 
of the veterans attending K. S. C. 
Primarily a social club, the group of 
20 meets monthly at tbe homes of 



The Auxiliary got its start at a 
meeting for the wives at the home 
of Mrs. Milton Elsenhower In De- 
cember, 1944. The following month 
it was organised with Mro. Delbert 
Longfellow as president; Mrs. V. C. 
Webb, secretary-treasurer; and Mrs. 
8. C. McCully and Mre. T. L. Lang- 
ford, committee-chairmen. Because 
the group will have a constantly 
changing membership Mrs. Kathleen 
Knittle Schmltt, assistant dean of 
women, and Mrs. D. C. Warren were 
elected sponsors to help maintain 
stability among the organisation. 



Grades . • . 

Grade* for the nprlng semes toe 
are being read In the registrar's 
office upon reqnest. They are 
also being mailed to 

Mb* Mary Kimball, 
■ -aid today, 



"Stockman" 
Features 
Kansas State 



The June Issue of tbe ' 
Stockman" is devoted to animal 
husbandry experiments conducted 
during the paat year by Kansas State 
College and its branch experiment 



The annual Feeders' Day 
held at Manhattan, Fort Hays, and 
Garden City were postponed for 194 S 
in cooperation with OUT travel re- 
strictions. The "Kansas Stockman" 
devoted the Issue to a discussion of 
the work that would have been pre- 
sented to stockmen of Kansas at the 
three meetings. 

H. E. Floyd, editor of the "Stock- 
man," said, "The 'Stockman' columns 
were offered for services and most 
graciously accepted by the College. 
This is Just one more valubale ser- 
vice the Kansas Livestock Associa- 
tion, through tbe Stockman, is able 
to render the Industry." 

The associate editor of the "Kan- 
sas Stockman" Is Roy Freeland, who 
graduated from Kansas State In 1937 
in agriculture and Journalism. 

Kansas State personnel who con- 
tributed to the June issue were A. D. 
Weber, R. F. Cox, C. W. McCampbell, 
C. E. Aubel, Phil LJungdahl, C. G. 
Elllng, F. W. Bell, L. E. Call, A. G. 
Pickett, H. L. Ibsen, and President 
Milton S. Elsenhower. 



Summer Party 
Tomorrow 
Opens Series 

A summer school frolic, at 7:1 6 p. 
m. tomorrow, will be the first in a 
series of summer parties planned by 
tbe College Recreation Committee 
headed by Dr. A. A. Holts. 

Parties aye also scheduled for June 
26 and July 6, with a farewell party 
on July 20, by the planning commit- 
tee. Others on the committee are 
Prof. Merton Otto, Prof. Edwin Sayre, 
Doris Campion, Frank L. Myers, Mrs. 
Jean Hughes Dunnigan, Vera Peter- 
son, and Stanley Stewart. 

The program is divided Into three 
pans. The first will be a Burlesque 
Track Meet from 7:15 until 8:16 In 
front of Anderson Hall. Frank My ere 
will have charge of the contest be- 
tween groups representing Harvard, 
Yale, Princeton, and Ford ham. 

As 8: IS Doris Compton, Vera 
Peterson and Prof. Merton Otto will 
conduct a program of comedy, hu- 
mor, and jnusic in Rec Center. Glen 
Vail and his granddaughter will pro- 
vide singing comedy. A mystic atar- 
gaser will entertain and C. C. Kilker, 
accompanied by Mrs. Orpha Stewart, 
will play a group of saxophone selec- 
tions. Prof. Edwin Sayre will lead in 
group singing. 

The rest of the evening will be 
spent In dancing. Stanley Stuart, 
Meter of the World War II Vet- 
will be in charge: 
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Loan Fund Honors 
Dr. E. C. Miller 

A loan fund of (200 for graduate 
students has been established at Kan- 
sas State College by the children of 
Dr. Edwin C. Miller, professor of 
plant pathology at the College. An- 
nouncement of the new fund was 
made recently at a dinner at which 
Dr. Miller was a guest. 

The fund was established in honor 
of Dr. Miller by h}» son, M/S Jordan 
Y, Miller, his daughter, Mrs. Phillip 
A, Henderson, and her husband, Dr. 
Henderson, Superior, Neb. Sergeant 
Miller is a former Kansas State stu- 
dent and Mrs. Henderson graduated 
In 1936. 

The donors have designated that 
graduate students In plant physiology 
are to be given first preference to the 
loan fund, botany students, second 
preference and agronomy students 
will be considered third. 

This new student loan fund, which 
will be bandied as a un.it of the alumni 
loan fund, is to be known as the Dr. 
Edwin C. Miller Fund. Dr. Miller has 
been a member of the Kansas State 
faculty since 1910. 



Lunch Managers 
Meet On Campus 

A School Lunchroom Management 
Workshop, under tbe direction of 
Mrs. Bessie Brooks West, Head of tbe 
Department ot Institutional Manage- 
ment, opened at Kansas State Mon- 
day to continue for two weeks 
through June 15. Lunchroom man- 
agers from over the state are atlend- 

Members of the staff of the Depart- 
ment of Institutional Management 
have organised the Workshop, the 
first held here, to present the over- 
all picture of lunebroom manage- 
ment, Mrs. West explained. 

Work Is being offered in the study 
of food costs, organisation, admin- 
istration, food buying, preparation, 
equipment, food laws, sanitation, and 
menu planning. About 48 hours will 
be spent In the laboratory and II 
hours In classroom recitation and 
discussion. 



Sixteen YW-YM Delegate 
To Estei For Conference 

Sixteen representatives of the K- 
State YWCA and YMCA are In Estes 
Park, Colo., this week attending a 
YW-YM district conference. 

The group left Saturday on a spe- 
cial bus which left Southwestern Col- 
lege at Winfleld and went from Man- 
hattan to Lincoln, Neb., where dele- 
gates from the University of Nebras- 
ka Joined the group. 

Dorothy Cochran and David Neher 
are on the district executive commit- 
tee which will meet at Estes Park, 
Saturday, with the Regional Council. 



K-State Apiary 
Is War Industry 

Kansas State College has a bussing 
war program that Is helping to win 
the victory. Northeast of the campus 
is the College bee farm or apiary. Here 
new experiments In the bee Industry 
are continually tried out. Beeswax 
from these 28 hives is sold to the 
Army and Is then used as a water 
repellent on guns and bullets. 

The apiary, under the direction of 
Dr. Ralph L. Parker and Dr. Roger 
C. Smith, entomologists, is one of the 
moat Important bee farms in the 
United States because of the experi- 
mental work done there. 

Dr. Smith says the chief disease 
problem of the beekeeper is Ameri- 
can and European foul brood diseases. 
Apiarists are working to produce 
strains of bees which are more re- 
sistant to these diseases. A good re- 
sistant strain of bees Is one with bees 
which prove to be the best housekeep^ 
ers. As tbe disease appears tbe good 
bee will clean the hive out. Beekeep- 
ers also want strains of bees that do 
not swarm easily, and produce as 
much honey as possible. 

It It hard to say which Is more im- 
portant, the honey or value of the 
bees In pollinating fruits and vege- 
tables. Beeswax Is used for the basts 
of lipsticks, shoe polishes, and floor 
waxes, as well as In making big field 
artillery guns. The use of honey is 
well known to every school boy and 
girl since one-third of market honey 
goes into cookies and candy. 

The bees of Kansas State seem to 
realise there Is a war on because they 
increased to June strength six weeks 
ahead of schedule and are out in force 
every warm, bright day. 



Starting June 9, censorship of mo- 
tion pictures. Including news reels, 
will be voluntary, Byron Price, di- 
rector of censorship announced today. 
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BREWER 

MOTOR CO. 



PHONE 

BYEBY 



Prof. L. F. Payne, head of the 
Poultry Department, and Prof. O. D. 
Hunt, of the School of Engineering, 
visited several commercial hatcher- 
ies Friday to study tbe use of Steri- 
lampa. 



Jim Romig's 
CONOCO 



OOl N. 



8 a, m. to 8 p. m. 
Closed 



LUBRICATION . OIL CHANGE 



Crowder's Cleaning & Dye Shop 



1109 




24J7 



Owner — L. K. (Dutch) KROELL 



(Ftnet Eight- Week Seaetoa) 

kl« — School Lunchroom Man- 
agement Workshop. 

8, Friday — 7: 80 p. m. to li.tQ 
p. m. Summer School Get Acquaint- 
ed Party. Anderson Hal). 7:30 to 
8:lp, Burlesque Track Meet, "east 
lawn of Anderson. 8:15 to 9: 00 p. 
m., music and comedy numbers. 
Recreation Center. 9:00 to 11:30, 
dancing, Recreation Center. - 
use II, Monday — 11:00 a. m. Con- 
vocation, Auditorium. Russell An- 
derson, Museum of Science and In- 
dustry, Chicago. 
June 11 to a« — Guidance and Coun- 
seling Workshop, Department of 
Education. 

we 18, Wednesday — Noon hour mo- 
tion picture program, 12:20 p. m. 
W115 ( Wlllard Hall). Film: The 
Bridge. (International Security 
Assembly sponsorship.) 



Weekly Veterans' 
Program On KSAC 

A regular radio program explain- 
ing to the ex-serviceman tbe rights 
and privileges of existing legislation 
enacted for his benefit and tbe ad- 
vantages of education at Kansas 
State la now being broadcast at 1:30 
p. m. Fridays over KSAC. 

The program, under supervision of 
Dr. A. A. Holtt began May 4, 1946 
when Dr. Holts presented a preview 
of the purposes and objectives of the 
presentation. 

Tomorrow, Dr. S. A. Nock will ex- 
plain the admission requirements for 
Kansas State and how credits from 
other schools may be transferred. 

After a farther discussion this 
week by Dr. Holts and representa- 
tives of the Veterans Association , It 
was decided to continue the program 
with both veterans and faculty mem- 
bers participating. Subject* in the 
near future will deal with social life 
at the college, financial problems, re- 
fresher courses, and the veterans' 
wives' auxiliary organisation. 

Any veteran Interested in appear- 
ing on the programs or In preparing 
script for broadcast should contact 
Dr. Holtt. 



LOOK 



for Gifts and 
Hardware 

- . at - - 

Waters Hardware 



406 Poyntz 



Dial 4557 



Professor Of Art 
Dies Suddenly 

Miss Rose Marie Darst, assistant 
professor of art at Kansas Btate, died 
unexpectedly Saturday at her home 

In Radnor, Ohio. According to Col- 
lege authorities, the cause of her 
death Is not known. 

Miss Darst Joined the College staff 
in 1933. Her work at Kansas State 
In the art department was in the field 
of interior decoration and historic 
textile design. At the time of her death 
she was on a leave of 
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It takes a tank car of gasoline, 8,- 
000 gallons, to All a B-29 Superfor- 
tress. 



Breakfast - 
Lunch or Dinner 

iff 

Johnson's 

Afgtovfne 



Gone 
Are the Days 



when 

jewelry was a 
long slow 
process. Now, i 
with 

Jewel Reckan, 

no preparing— boil- 
ing or rinsing. 

LASTS FOR MONTHS 

REED'S 

TIME SHOP 
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HEADQUARTERS 

- - for - - 

Cokes and Good Food 

College Students' 
Between Classes Laboratory * 

CANTEEN 

Across from South Gate of the Campus 



I 



— 



PICTURE FRAMING 

Your Choicm of 200 Different 
Molding* 

>•»-•-- . . ■ 

Aggie Hardware & Electric Co. 
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Get Your Summer Dresses Now 

MESHES -- CHIFFONS 

BUTCHER LINENS -- JERSEYS 
Summer Cotton* and Rayons for School 

THE SMART SHOP *• 



See Our Stationeries 

HOBBY 

WITS END 

MOUNTAIN BOYS 
KANSAS STATE 
RYTEX 

The College Book Store 
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'Soc 9 Socolofsky 
Resigns K-State 
Coaching Post 



Charles "Soc" Socolofsky, as- 
sistant football coach since 1942. 
has accepted the position of 
head football coach at Alameda, 
Calif., High School. According 
to Mike Ahearn, athletic direct- 
or, this is one of the best schools 
In the Bay region. His duties 
will begin September 11 when 

the fall term opens. 

Tbe resignation of Coach Socolof- 
sky has been accepted by the Athletics 
Council at a special meeting last Sat- 
urday. It has now been sent to the 
Board of Regents for their action on 
It. 

Former Wildcat Star 

"Big Soc" as he was known by the 
football gridders, was graduated 




from Kansas State In 1938. During 
bis college career "Soc" was outstand- 
ing on the track and gridiron. He set 
two varsity track record*, the discus 
throw which still stands and tbe shot 
put record which was later broken 
by Elmer Hackney. During bia last 
two years "Soc" played a bang up 
game of football. 



Upon graduation, Socolofsky ac- 
cepted the position of track and foot- 
hall coach at Hiawatha High School. 
In bis first year at that school bis 
gridders tied for the Big Six high 
school league title and hla thin clads 
won the conference track crown. 

"Soc" continued his fine record a* 
a coach at Manhattan High School. 
He tutored the Indians to a league 
football championship, with the loss 
of only one game for the season. His 
track team took the Central Kansas 
League Championship. 

Ahearn Commends Him 

'In 1942, Socolofsky took over the 
assistant coaching duties at Kansas 
State. Mike Ahearn, director of 
athletics, says, " 'Soc' has been doing 
a fine Job as assistant football coach 
and we deeply appreciate the splen- 
did job he has done with tbe man 
power available. And we wish him 
every success in his new position and 
congratulate Alameda High School 
on obtaining the services of a fine 
coach and instructor." 



Home Economists 
To Study Here 

A House Maintenance Workshop 
will be conducted at Kansas State 
daily from Juno 18 to 29 for the ben- 
efit of Kansas borne economics teach- 
ers and home demonstration agents 
by members of the staffs of the De- 
partments of Art and Hon Behold Eco- 
nomics and members of the extension 
group. Miss Georgians Smurth watte, 
State Home Demonstration Leader, 
is in charge. 

Tbe Workshop will Instruct the 
home economists in ways to make a 
bouse attractive, comfortable, and 
convenient at a time when supplies of 
civilian goods are limited. 

The staff of specialists will teach 
the women to make shelves, slip cov- 
ers, and to tie box springs. Workshop 
courses will also deal with the study 
of the care of fnrniture and of home 
safety measures. 



Receive* Award 
Thornton Gebrke, a freshman, has 
boson- to receive the $100 Good 
Citizenship Award, sponsored by tbe 
Yellow Cab Company. 



No Word About 
Ike's Visit Here 

Speculation over a possible visit 
by General Dwlght D. Elsenhower to 
Manhattan Btlll runs high this week, 
but no confirmation has been received 
here. 

Last week a committee represent- 
ing the student body invited the gen- 
eral to make a speech in Memorial 
Stadium if he comes to Manhattan 
to visit his brother, President Milton 
S. Elsenhower. 

General Eisenhower will arrive in 
Kansas City June 21 for a celebra- 
tion in his honor. The general's 
mother, Mrs. Ida S. Eisenhower, will 
attend the celebration. 

The entire family will meet In Abi- 
lene the afternoon of June 21 for a 
reunion. Lloyd Elsenbower, the 
general's nephew who Is enrolled at 
Kansas State, will attend the family 
reunion. 



Hoover Chooses 
Cast For Play 
'Damask Cheek' 

The cast has been chosen for the 
Kansas State Players production, 
"Damask Cheek" that is to be given 
on July 13. 

In order of appearance, the cast in- 
cludes Patt Fairman as Rhoda Mel- 
drum; Donna Faye McVay as Miss 
Pinner; Carolyn T. Myers as Mrs. 
Randall; Helen Childers as Nora: 
Lois Alene Cravens as Daphne Ran- 
dall; Wendell Kerr as Jimmy Ran- 
dall; Nina Jean Heberer, Calla Long- 
streth; Philip Klser, Michael Ran- 
dall; and Craig Bracken as Nell 
Hamilton. 

"Damask Cheek" has a setting of 
mid-December, 1909. It is a costume 
comedy that deals with a high social 
Bet In New York City. 



Elect Cochran 
To Regional 
YWCA Office 

Dorothy Cochran, Kansas State 
student, and Bill Miller, University 
of Nebraska representative, were 
elected regional co-chairmen of the 
Rocky Mountain Region last week at 
the YWCA-YMCA conference at 
Estes Park, Colo. They will attend 
the National Intercollegiate Christian 
Council meeting In New York City 
this summer. 

The two will represent seven states 
In tbe mid-western area at the New 
York meeting. Attendance there has 
been limited to 60 because of the ban 
on travel. 

Eleven other Kansas State students 
and Mrs. Dorothy Downey, YW sec- 
retary, attended the Estes Park con- 
ference. 

Marjorie Tennant will represent 
Kansas State at the final conference 
in Estes Park and will remain there 
to attend a leadership seminar during 
July and August. 



K-State Grad Writes 

Elsenhower's Biography 

A biography of Gen. Dwlght D. 
Elsenhower which appeara in the July 
issue of the American Magazine, was 
written by Kenneth S. Davis, a grad- 
uate In 1934 in agriculture and jour- 
nalism. 

During the months that Mr. Davis 
was overseas collecting material for 
a book that probably will be pub- 
lished In the fall, be secured tbe In- 
formation for the article from Gen- 
eral Eisenhower and the general's 



Offer Helm's Etchings As 
Prices In Bond Contest 

The three women having the high- 
est bond sales in the Riley County 
drive wiU be awarded etchings made 
by John F. Helm, Jr., professor of 
architecture. To be eligible for the 
prizes the women must sell bonds to 
at least 10 different Individuals. 

Applications for war bonds have 
been placed In the Manhattan public 
library for the convenience of pur- 
chasers during the hours in which the 
banks are closed. 



Veterans may sow purchase swim- 
ming pool tickets at servicemen's 
rates If they are enrolled under either 
the G. I, Bill or Public Law 16. The 
sold at the U. S. O. 



Counsellors, 
Students Meet 
For Workshop 

The two-week Workshop In 
Guidance and Counseling 1b 
under way on the Kansas State 
campus, with 15 people enrolled 
for college credit. Meetings are 
held In the morning from 10 to 
12, and in the afternoon from 2 
to 4. 

Forty-two guidance workers and 
students attended the Tuesday meet- 
ing. Dr. J. C. Peterson and Dr. M, D. 
Woolf, who are In charge of the work- 
shop, expect the attendance to In- 
crease as the. meeting progresses. 

Mnl-ktuuu Speak* 

W. T. Murk ham. State Supervisor 
of Vocational Information and Guid- 
ance, spoke at the first meeting Mon- 
day. Problems and plans of the Work- 
shop were discussed. 

Monday afternoon Miss Agnes Eng- 
strand, Rural School Supervisor, told 
of the eighth grade testing program. 
The program's purpose, values, and 
difficulties were considered, as well 
as plans for Improvement. 

Mr. Markham spoke Tuesday 
morning. Some of the committees 
which will investigate and report 
on various, subjects were announced. 
They include vocational guidance ma- 
terial flies, guidance plans for schools, 
community occupational surveys, and 
educational opportunity surveys. 

Dr. J. C. Peterson, Kansas State 
professor of psychology, discussed the 
values of testing programs at the 
Tuesday afternoon session, He re- 
viewed programs in operation in 
Kansas. Including eighth grade test- 
ing program, and tbe acceleration 
program for high school seniors. 

Enroll for Credit 

Of the 15 enrolled for college credit 
In the Workshop, 12 are graduate 
students, and three are undergrad- 
uates. Several summer school class- 
es have attended various meetings of 
special interest to them. 

Yesterday and this morning R. W. 
Brewster, Occupational Information 
and Guidance, and W. T. Markham 
spoke on school techniques. They will 
speak on the same subject tomorrow 
morning. 

Dr. M. D. Woolf, Student Personnel 
Director at Kansas State, spoke yes- 
terday on measures of interest and 
personality. Dr. M. C. Moggie, pro- 
fessor of education, speaks this af- 
ternoon on interpretation and pres- 
entation of data. 

Speakers next week Include Dr. 
Harold Pepinsky of the University of 
Kansas, Tuesday afternoon and Capt. 
J. W. Nagge Of Ft. Riley who is a 
former professor of psychology at 
Emporia State Teachers College. 
Thursday afternoon Francis Gregory 
of tbe Wyandotte High School and 
H. M. Dawdy will speak Thursday 
and Friday morning* respectively. O. 
W. Aim will discuss "Understanding 
and Adjusting the Exceptional Child'' 
tomorrow afternoon. V. L. Strickland 
will speak Monday afternoon and Dr. 
Woolf Tuesday and Friday after- 
noons. 



Russell Anderson 
Speaks At Assembly 

Russell H. Anderson, curator of 
the Roseuwald Musmum of Science 
and Industry In Chicago, spoke on 
the subject "Some of tbe Lessons of 
History" at assembly Monday. 

Mr. Anderson attributed tbe United 
States' success In democracy to our 
democratic experience and pointed 
out that America has had nearly 100 
years of experience, both In the 
United States and In England. 

"If we are going 10 have success 
with our occupational government!," 
•aid Mr. Anderson, "we must apply 
our experience." 

Prof. Fred L. Parrlsh of the his- 
tory department introduced Mr. 



Bhear and Swift Awarded 
La Verne tfojeg Scholarship* 

Betty Lou Shear and Margaret 
Adelaide Swift, both of Holton, have 
been awarded La Verne Noyes schol- 
arships for the summer trimester, L. 
E. Conrad, chairman of the Noyes 
scholarship committee, has an- 
nounced. 

Tbe Noyes scholarships of 135 each 
are made available to blood de- 
scendants of veterans of World War 
I on the basis of 



Events . , . 



July 4, 



July 18, Friday — 8: HI p. m. 
Summer School Play. 

July M, Tuewday — Com- 
cofivtKHlion, Audi- 



ISA Brings 
San Francisco 
Representative 

The Rev. John B. Hanna, D. D., 
who attended tbe San Francisco Con- 
ference as a representative of the 
Council for Social Action, will speak 
in Recreation Center, at i p. m. 
Wednesday. His appearance here Is 
sponsored by the International Se- 
curity Assembly. 

A series of radio programs over 
KSAC is another feature of tbe ISA 
summer program. The second in the 
radio series will be heard at 1:16 p. 
m, Friday. Thereafter, they are sched- 
uled for the rest of the summer at 
1:05 p. m. on Wednesday and 1:16 
p. m. on Fridays. 

Each week will be devoted to a 
particular country represented in tbe 
ISA. Polish music will be featured 
on Wednesday and a brief sketch of 
"Poland Today" will be made on Fri- 
day, June 22. Poland is represented 
in the International Security As- 
sembly by Kappa Delta. 

A movie, "Monroe Doctrine," will 
be shown In Wtllard 116 at 12: So~ p. 
m. Wednesday sponsored by the ISA. 



Swartz Elected 
4-H Club President 

Donald Swarts was elected presi- 
dent of the summer Collegiate 4-H 
Club at a meeting Thursday. Other 
officers are Phyllis Eyettone, vice- 
president; Evelyn Ma neon, secretary- 
treasurer; Darlene Reed, reporter 
and Eugene Bp rati, marshal. 

Members of the radio committee 
are Eugene Spratt, chairman; June 
Tucker, Yvonne Sturgeon, Gloria 
Schmidt, Marjorie Resac, and Rich 
ard Cederberg. 

Chairman of the Who's Whoot com- 
mittee Is Mary Alice Streator. Reva 
June Thurlow, Darlene Reed, Yvonne 
Sturgeon, Opal Mae Dent, and Gloria 
Schmidt are also on the committee 

The program committee consists of 
Phyllis Eyestone, Lila Olson, and Mar 
garet Bayer. 

Opal Mae Dent, Thelma Sexton, 
Marjorie Rezac, Luella Fehlman, and 
Ullnda Hughes head the membership 
commltteee. 

Lila Olson, Gloria Schmidt and 
Eugene Spratt make up the publicity 
committee. 



Specialists Inspect 
College Experiment Station 

Dr. S. C. Salmon, formerly of the 
agriculture department faculty, and 
Dr. Karl Qulsenberry, Ag graduate 
In 1921, will spend several days of 
this week In Manhattan, inspecting 
the work of the Kansas State College 
Experiment Station, 

Doctor Salmon is Chief of the Ag- 
ricultural Bureau of Plant Industry, 
United States Department of Agri- 
culture In Washington, D. 0. Doctor 
Qulsenberry is chief agronomist in 
charge of wheat Investigations for 
the Bureau of Plant Industry In Lin- 
coln, Neb. 

They have been conducting a tour 
of the southern wheat belt, including 
central and western 



James Price Appointed 
Dean at Denrer I'nlverslty 

James F. Price, ton of Prof. R. R. 
Price of the history department, has 
been appointed dean of the School 
of Law at the University of Denver. 
He was formerly president of Kansas 
State Teachers' College at Emporia. 

In addition to hit duties as dean 
of law, he will be dean of commerce 
and public administration. 

Mr. Price received his B. S. degree 
In Rural Commerce at Kansas State 
In 1927. He received hit LL. B. In 
1920 and hit LL. M. In 1937 from 
Stanford Unlvertity. 



A self-service Coca-Cola machine 
hat been set up in Recreation Center 
for students' use. Dr. A. A. Holts tays 
that at first the machine will be an 
experiment to determine whether or 
not there Is demand among the stu- 
dent body for the 



USDA Seeks 
Eisenhower 

Announcement has come from 
Washington that President 
Milton S. Elsenhower has been 
asked by Clinton P. Anderson, 
the new Secretary of Agricul- 
ture, to help Anderson reorgan- 
ize the U. S. Department of Ag- 
riculture. 

President Elsenhower has made 
no announcement of his answer to 
the request. The reorganization would 
take several weeks. 



The Kansas State President has 
made a distinguished record with the 
Department of Agriculture and In 
other governmental aervice. 

In May, 1926, he entered the career 
service of the federal government and 
two months later became Assistant 
to Secretary of Agriculture, William 
M. Jardlne. He became director of 
Information of tbe Department of Ag- 
riculture In December, 1928. 

In 1988, at the request of Secre- 
tary Henry A, Wallace, Mr. Eisen- 
hower became coordinator of the 
land-use programs of the Department 
of Agriculture, continuing as Direct- 
or of Information. 

DlrwtM Relocation 

He was appointed by President 
Roosevelt to direct and organ lie the 
relocation, of Japanese Americans 
evacuated from the Pacific coast, At 
soon as the evacuation was under 
way, the President appointed Mr. 
Elsenhower associate director of the 
Office of War Information. 

In December, 1942, shortly after 
the Allied invasion of North Africa, 
President Roosevelt sent Mr. Eisen- 
hower on a special mission to study 
refugee relief and relocation prob- 
lems In Algeria and Morocco. 

After 17 years in the government 
service, Mr. Elsenhower resigned hit 
position as associate director of the 
O. W. I. on June 80, 1943, and be- 
came president of Kansas State Col- 
lege in September of that year. 



Home Ec Teachers 
To National Meet 

Miss Tessie A gen, associate profes- 
sor of Houtehold Economics and Mist 
Dorothy Barfoot, professor and head 
of tbe Art department, are attending 
a conference of the American Home 
Economics Assembly In Evanston, 111., 
this week, 

Minn Agau is the chairman-elect of 
the housing division of the American 
Home Economics Association and 
Miss Barfoot is the chairman of the 
Art Division. While there, they will 
help plan the work of the association 
for next year. 

Mrs. Luclle Rust, professor of home 
economics, spent last week in Chi- 
cago attending a conference on high 
school home economics clubs. The 
meeting was called for the purpose 
of perfecting and completing the 
founding of the new national organi- 
zation of High School Home Eco- 
nomics ClubR. 



Graduate Killed 
In Prison Camp 

Lt, Harold L. Nonamaker, '33, was 
killed during an air raid April 5 In 
a Oerman prisoner of war camp. 

While serving with the Infantry, 
Lieutenant Nonamaker was reported 
missing In action December 19. 1944. 
Later he was listed at a prisoner of 
war. 

Since' he entered the Army In Feb- 
ruary, 1942. Lieutenant Nonamaker 
has served in the African campaign 
and the European theater of opera- 
tions. He was a member of Tau Kap- 
pa Bptllon at Kantat State and re- 
ceived hit bachelor of telence degree 
In 1932 and a matter of science de- 
gree in 1933. He later was associated 
with the Farm Security Association. 
Hit wife and two daughters live Id 



Discover Insect ] 
A new Insect Infesting tomato 
plants has been discovered In the 
Kansas State College greenhouses, re- 
ports Dr. W. F. Pickett, head of tbe 
horticulture department. Psyllld, the 
name applied to the Insect, to common 
In Colorado but as far as to known 
this It tbe first appearance In Kansas. 
Dr. Pickett said several control 
are being tried. 



Toot The Horn 
For Kansas State 



State is too modest, 
needs to blow her own horn louder, 
especially In a campaign to bring the 
College before high school students. 

There la uaed for a definite well- 
organized program to accomplish this 
purpose. The Job Is one for students 
as well as officials and 'acuity mem- 
bers; In several schools a committee 
of the student governing association 
or some other prominent organiza- 
tion has tackled the job. 

In one program volunteer student 
correspondents send news Items to 
their local newspapers In order to 
keep the home folks Informed of Kan- 
sas State activities. 

The Individual press agent can also 
help. A good word from a student 
about the social life at Kansas State 
might be much more Impressive than 
pages of words about the educational 
opportunities offered by Kansas 
State College In Manhattan. 

Every K-Stater knows why pro- 
spective students should come to Kan- 
sas state and has excellent oppor- 
tunity to expound his theories. 



John Helm A 
Favorite Prof. 
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Ita* all the 



little Mack 



pin and fallen c 
over again. Hhe 
but the H's out of her 
book. H la for Smith, the 
rail Bncky. 

Did Jill Broberg pay the bills at 
Meadow Acres Sunday night, or did 
Sorensen ask her for the date? 

It's an old story. Dick Dodderidge 
goes to war. Phyl Gfeller stays home, 
at least one night a month. 

B. B. Burton and Millie Meter got 
( Jin h I '-'I up the other nlirtit. with 
tun eonverUMe and one large 
Rut when they told the. nice sergeant 
they didn't steal the car and proved 
they could walk the chalk line he let 



Mary Alice Durr got caught with 
beer In her hair. She uses It for sham 
poo, or so the story goes. 

Advertise In the Cat's Meow. At 
zenweiler, Qltlan, Stlnson and Wilton 
did. They answer the phone in shifts 
Their number Is still 2-8164. (Re 
duced prices on second ad.) 

Did Dick Olson take his pin up 
north with him or did he leave it 
chained to a key In Manhattan? We 
refer you to Miriam Hobbs. 

It inu»t have beon quite a party at 
Meadow Acres Sunday night. All we 
know 1m that Nina (Anderson, who 
elfte7» went blind and 
went stag. The question U, 
they all make It home. 

Bob Underwood and military es- 
cort followed Doris Johnson and 
Mary Lou Scarborough as far as the 
second floor of the Tri-Deit house one 
night laet week before they ran into 
a " 



Independent, Sorority, 
And Frat Houses Open 

A large number of women's organ- 
ised houses are remaining open for 
the summer session. They include: 
Aloha Cottage. Arcadia, Chatterbox, 
Clark's Gables. Coed Court, Hill's 
Heights, Kelm's Kabana, La Fiel, 
Maison-elle, Moore th' Merrier. Pal- 
O-MIe and the Shanty. Annex I and 
the Delta Delta Delta house are also 
being occupied. 

Several fraternity houses have re- 
mained open. They are Phi Delta 
Theta, Kappa Sigma, TKE and the 
AOR's. Dr. A. A. HolU, who is in 
charge of men's housing, stated that 
there had been somesdifflculty in find- 
ing rooms for independent men. 



Interesting la the studio where K- 
State studenta learn to draw and 
paint and Interesting Is the man over 
their shoulder, John F. Helm, Jr., 
associate professor of freehand draw- 
ing and painting. By these signs you 
shall know him— a mustache and a 
battered brown hat, 

All of his students seem to like 
him: many swear by him. Mr. Helm's 
outstanding attribute is an air of 
easy familiarity. His manner is one 
of treating the student as a personal 
friend, offering advice. One girl re- 
marked that she especially liked the 
interest Professor Helm shows In each 
individual rather than treating the 
class like a group of carbon copies. 

It has been said Mr. Helm signs 
his letters, "with kindest regards." 
All this was fine until an elderly lady 
In reply expressed appreciation for 
the fine sentiment shown. 

A native New Yorker, Mr. Helm 
was born In Syracuse and received 
his bachelor's degree in design and 
Interior decoration from Syracuse 
University In 1»24. Later he studied 
under Dr. P. Blrger Sandxen and 
Montague Charman. His favorite 
media In his own work are water color, 
etching, aquatint, and wood engrav- 
ing. 

Many of Mr. Helm's works are now 
on exhibit throughout Kansas schools 
and some are part of the collection on 
display in the California State Li- 
brary. In 1937 he won second prise 
for graphic arts in the Midwestern 
Artists Exhibition at Kansas City Art 
Institute, Mr. Helm was state di- 
rector of the Federal Art Project for 
Kansas In 1936-36. He is director of 
the Kansas State Federation of Art 
and art editor for Kansas Magazine. 

Showing the artist's touch In his 
favorite hobby, Professor Helm has 
one of the finest flower gardens in 
Manhattan. 

Although he Is a member or the 
staff In the School of Engineering and 
Architecture, Mr. Helm's classes in- 
clude a cross-section of college stu- 
dents. In them may be found archi- 
tects, home economics students, Jour- 
nalists, nuns, special students, pro- 
fessors,-' and housewives. 

Professor Helm met his wife at 
Kansas State where she was teaching 
French. He says that later, while he 
studied art In France, her command 
of the language proved Invaluable 
when his own French reached the 
arm-waving stage. 

Mr. Helm belifves Kansans show 
a greater Interest and appreciation of 
art than easterners as shown by the 
larger number of pictures of good 
quality In their homes. He also be- 
lieves that Kansas artists compare 
favorably with those of other regioiiB. 

Of the widely and unfavorably dis- 
cussed extreme forms of art (such as 
that practiced by Salvador Dall) Pro- 
fessor Helm says he thinks they have 
definite value and points out that 
they were already being used in com- 
mercial art. / 



Revise Rules 
For Rushing 



Sugar, transformed Into industrial 
alcohol. Is used extensively In the 
manufacture of explosives. 
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New rush ruleB for Women's 
hellenlc have been drawn up at 
sas State College and 'will become ef- 
fective this fall. Mrs. Kathleen Knit- 
tie SchmttL. assistant dean of women, 
promoted the revisions, which have 
been developed and prepared during 
the past school year. 

No oral bidding la the new rule 
that most abruptly changes the old 
method of rushing. This rule is be- 
coming more widely used in colleges 
and universities. It Is designed pri- 
marily to stop any "hot-boxing" that 
may have been possible under other 
rules. 

Under the new system each soror- 
ity has a quota that Its house will 
hold, and It can have only the num- 
ber of pledges to meet this quota 
This rule should prevent any over- 
crowding In the houses and the usual 
race to see who can pledge the largest 
number of girls. 

An extra day has been added to 
rush week, making it four days. No 
other major changes have been made 
other than in a few dates tor the va- 
rious events. 
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Grow < in hioVi 
There are two dosen orchid plants 
growing In the College greenhouse. 
They were sent to President Eisen- 
hower from Lt. M. C. Redman, of the 
Coast Guard In Panama. According 
to Dr. William F, Pickett, head of 
the horticulture department, orchids 
had not been grown here tor several 
years, but they have grown success- 
fully In the past. 
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Cnartsjui. Anne, 311 N. Bunnet 
Cherry, Bralnerd 0„ 1130 Vattler 

ilr, Klalne Smith. 1510 Leaitn. 

Helen Meredith. 1641 Anderson 
in Kdwln E„ 1310 Fremiinl 
(lillwiiod. Juliii U, Jr.. 12il TlWriton 
Chrirtlanitn, Jean, 1131 Vattler 
natrdi. Jn'in W.. 1606 Falrthlld 
ClbobM. Palrlem. 603 N. 11th 
Clark, Biilurd L. 1318 Frtmnnl 
4 lark. I frothy Jean. 812 N. Manual tan 
Clara, Nancy Jane, 613 N Manhattan 
Claywtll. Arthur C . 1309 Baton* 
rierland. fharlottr Bwanaon, 1640 Fair. 
Cletor, Helen. 1836 Falrthlld 
tVhran. lurid O, 1606 Falrthlld 
Cndtr. James F.. 1700 Humboldt 
Cohen, Harold K„ 1124 Uremic 
Colburn. I. Don. 1128 Blucmunt 
Cntllngi. Wana Lou. 334 N. 13th 
Colllsttf. ralrleia. B, K. 4 
Comlia, Loula c . 1008 
Complun. Klramir I , 1834 
Confer. Mary Ruth, 1415 
Ciwk. Charles. 1413 Uramle 
Cook, Geor«» E, 714 Moro 
Cuok. Mary, 1423 Falrrhilrt 
fruit, Motley H , 1738 Falrthlld 
Cooper, Arlhur (].. 1848 Colltge HelghU 
Cnuper. Esther Lurilc, 1013 Vattler 
Cope, Ealhet Elaine 1448 
(Wdero. HiMentV), 1113 
Cornel] . Kobert L, 1606 Falrdilld 
farniih. Bobert D . 1200 Thurtinn 
Crabb. Madge A.. 334 S. 15th 
t'rarrm. I all Ahmt. 413 Plirre 
Crawford. Dale I.. 1221 Thurston 
Crawford, tkilda. 1216 Vattler 
Crlpptn. Joyce. 1327 Learn 
fn>.. Hubert 0., TOO VatUer 
Cromwell. Agnaa Alma 
Crupper, Richard. 1111 Uremic 
Culbrrtaon, Robert J„ 031 
Gene Ann, 523 

.Margaret Grate, 512 Laramie 
Curtli, James Jonaph, 1128 Btuemont 

Panlela. Maude Adeline. 310 Ittnlaoo 
tiirllrit. Irtrln, 1101 Btuemont 
llinenpiirt, Jolm 8 . 1121 Thuntoii 
Parti. Barbara Ellefl, 1707 Urimlr 
Darli. Jamea C , 411 Pi. ITU) 
lit). Donald D . 1430 Laramie 
[tehaudie. Edna Maria. 1217 Kearney 
PrOiwr. En ma Jean. 811 N. Manhattan 
DfBtiifiiuc. Philip E., 1031 Freatsnt 
Dff'iiliniHIli, Birb.ira Ann, 131H Frrmont 
Delxadu. Del C, 307 H. 18th 
Dent. Opal May. 1841 Amhraon 
Ireptw. Winona M.. 1213 Bertrand 
DePuy. Martial Jean. 1723 Uarcnworlh 
Deten. Kathleen LuetrJe. 1415 Falrthlld 
lilai. Jiw A . 1319 Uremle 
Dieter*, lutnb A., 821 Oun 
mctmar. Nell, 363 ft. 14th 
Itlrtson. Margaret. 31 B 
Dlrtaon. Rachel. 310 
Dlllard. .Mice. 1834 
Holan. Male Entile, 800 N 
Donabautr. Betty Laa. 810 r 
Donotan. C. LoU, 1110 Valtlar 
D«*m Fern L. 13111 
Doyle. Robert L 



Haaa. Harrry W. 308 Sunset 
Huliigrr. Anna Mae, 1118 Bertrand 
Hacter. Kathleen, 1741 Anderson 
llnctrrotl. Harold 1„, 353 N. 15th 
Hansard. John. 1724 Falrthlld 
Hnutmn. Margaret. 312 N lBlh 
Halm. Juaepblne, 1623 Falrthlld 
Hallmaer, Carol M.. 1838 Falrthlld 
Hahlliert, V. Jean. 1439 Uremic 
Hammond. Mary. 18r,fl roltt|c Heldhls 
HanoKt. eda Mae, 1036 FairchUd 
Uanly. Jeanne. 1418 Uarenworth 
Hannah. Betty But, 520 N. 11th 
Hansen. Kim- Marie. 1317 Laramie 
llarsten. Recta, 1728 Uremic 
Hinton. Bote Arttne, 1011 Humlxildt 
Hap|>. Rhea Ellen, 1217 Kearney 
Hardty, June Lee, 1200 Blueimmt 
lUrdin. Clarence Earl. 431 N. 18th 
Hardin. Buwetl W., 421 N. 18tb 
Ka/ ding. Mary I*., 326 N. 14th 
Harper Mary Fait, 812 N 11th 
Harris, Theodore Franklin. 1523 
Hartry. Mat J.. 908 Sunset 
Hastings. Ellen. 113 N. 17th 
Hi* ley. Eugene. 1020 Porn 1 2 
ttaylett, Alice Join, EEL 
Heliertr. Nina Jean. 319 N. 13th 
Hthert, Benjamin Veterinary Hospital 
Htlmerlth, John Jamea. 351 N. 15tb 
Heltey, Lenna Ruth, 801 Uriml* 
Kens haw. George, 725 Moro 
Hens ley Howard B.. 917 i^remlc 
Herr, Vhlan. 1706 Laramie 

llerres, .1 K. 1637 Attdcrwin 

Heriey. Jamei 8., 1606 Falrthlld 
Klctney, PhylUi M . 810 Poynti 
llllricbrand. Grace C, 815 Berirand 
Hllarbrindt. Helen Marie 
HltMfc. Bctlyitin. 1834 Uremle 
Hlrltmjn. Edwin D.. 1620 l.arnmlr 
HJetlind. Harriet Louise. 821 N 11th 
Hothard, Rosemary Dorothy 
Hodgson, Mary Frenret. 1417 Uarenwortb 
lliidaxin, Ruth Ann, B. K 1 
llofsesi. Donald. 413 N. ISlh 
Holding. Il.i MtrKurrite, 1404 Falrthlld 
Holetek, JoAnn, 1417 Uarenworth 
Holm. Mary Lob, 1834 Laramie 
Hommon. Haymond. 1207 Vi tiler 
Honstead. IVIlllam, OH N. Iflth 
II i Kid. Richard Lre. 11127 
Hooter, Vemuti lt . 1857 
Holler. Jeannellf 
Housewtirth. Mildred Louise. 1423 Fair. 
Houston. Martha Peterson. 1334 tjnmle 
Howard, Burt, 1733 Uramlt 
Howard. Virginia M . 324 N. 15lh 
Howell. G. Odell. 811 Yuma 
Huhbs. Junior. 1 01)11 Falrthlld 
Hutrtm. Gtrnda Mulnt. 1719 Uramlt 
Huk«, Phyllis Dell. 223 
Hummel. R. Jean. 1850 
Hurt I g, Dorothy L. 



364S3 Immcnschiih, Ctjuduw. 1733 

3383 Ingmirt. Cecil. 513 M. lHlh 

36458 Irrna. Follci, Gcraldine. 313 

4934 Irwin, Jean K . 1217 Kearney 



Jackson. Betty Kay, 5141 N. 17th 
~ yd B„ 814 H. 17th 



4280 

17 178 

4951 

28279 

4493 

4493 

27167 

26180 

4420 

27386 

2727* 

4.V2S1T 

3400 

2384 

2004 

26336 

48397 

27357 

4283 

28255 

3506 

46236 



28471 



2X12H 

58 K04 
4113 



2812!) 

4438 

28422 

304tl0 



2111 

443H 
46312 
2249 
2430 



2X343 
36114 



3339 
4814 



Boyd B.. 
William. 



47532 



37375 

4438 

38114 



Canada's steel production has been 
doubled since the outbreak of World 
War II. 



38379 

3*448 

43387 

3210 

4438 

48478 



tnican, I Hit E., 1020 
taitt. Martin. 1642 
Dulnhrry rvtrtina Jul. 1316 
IhurUm. James M-, 1314 

Durr. Mary All**, 1834 
Dye. Fae. 311 H. 16th 



Ear hart. Elalae. 312 N. 18U> 
Ul ley. Gtnidan. 341 N. 15th 
Etierltne. Rri L , 931 Uremic 
|, Til Bertrand 
t Thornton, T17 Bee trend 
loratay. 183* Callm 

Helen. E E 1 
atitlne, E E 1 




37348 

142S 

28235 

3338 

3083 

3939 

4438 



36250 

3085 

4361 

46450 
27444 
4826 



1836 Falrthlld 
Jelden, Charlo Edward. 333 N. 15th 
Jentlru. lit ten Dorolhea, 1204 Bhicmont 
Jewell. C Kenneth. 1637 
Jewell. Boat l„. 810 M. 

Doris t.. 1834 
Janet. 1213 
Klea Arlrtw, 11 
Marvin, 51T S. 14lh 
Johnson, Mllo L. 508 Sunset 
Johnson. Saoml M 1429 
Johnston. Bill. 1631 Osage 
Johnston. Harold 8.. life 
Johnston. Marjorle, 810 
Jonat. Anna Helen Pareora. 1834 
June, 812 K 
M . 1814 



Lloyd g„ 1214 Vattler 
Jonas. Lorraine M.. 1413 Falrthlld 
Jones, Mary Beth. 1404 Falrehlld 
1814 
1130 Vattler 




EES 

UM 

tm 

taUst CawawBwajfff Baaftt- 

Kwpaa. Betty F., SM Lai amis 
Krantln, Balah E, 1108 Piter* 
18141 K/tttatajar, Vlrftcda ta i lta i ii , 1815 Fd 
43336 Kirmil a ai . Myron. 1008 talon* 



4306 
4326 
2435 



2X301 
20211 



33114 

28121 
28122 
4493 
4818 

srifs 

2310 

3430 

1384 

37203 

4116 

4283 

41VDS 

46128 



428 X ITlh 
Ttielma M . 1125 Pontrroy 
. Helen. 1858 Collegi HebxhU 
Kiilow. Ruth 1707 Laraan* 
Katt. Itorctta H . 1010 
Kays. Ora Jean, 1118 
KeaUns, Eottlla. 1854! . 
K reset. Paul A., Vtterlnary 
Keller. Garth V.. 1425 
Kelly. Arthur L.. 1114 _. 
Kelly, Harold M 831 Than ton 
Kfnn**y p Kup?nf 

Kcrliy. Frantea, 1707 
Kern. C. I . 1013 
Kern, Doyle E. 1806 
Kerr, Wendell 
Kershaw. Betty Ann*. 1113 Bertrand 
K« thai r. ctaode a.. 1314 Uraauc 
Keltaraaan. Marjork Jeaa, 1311 H 
Ketterman, Mary Marine, 1121 Bl* 
Kioard. Harold W . 431 N. 19tb 



Dxrid v . 1114 Prawatnt 
King. Martha. 315 N. 17th 
King. Bobert K„ Va 
Klrtpatrlta. Mario*. 
Kbser. PbBlp, 414 < 



Lab, 



Kaaaer. Del. 1817 Andaraon 




4429 
4V17 
45339 
37480 
37486 
4816 

37184 
3303 



2542 

38489 

1584 

38374 

3393 

4836 

38343 

38406 

4883 

4181 
2342 
2(160 

38423 



ji.i n, inn 



Unon. Jack. 1211 
Uwson, Cheater, 1020 Raton* 
Uwawn. Leila Mary. 1020 Baton* 
Lay, Tenia* Leon*. 1838 OaUtaw Batafata 
Lesalle. ttorothy Lucille. 1413 Filrchlld 
l^rlne, Ltaae 2024 Thaetrty 
Lleir. Howard W . 513 N. Ifttb 
WllUaut T„ 
n. Join W , 
Undtre. Robert, 413 N. 17th 
l.lndstr. Paul Jons, 1428 U 
Una. Bobart D„ 111 N. 131b 
Lliher, Wllma a.. 1707 Uraatii 
Law. frn »:.. 1210 Vat Her 
Ult. Babtrt P„ 511 X. 16th 
ISM > 
I, 1718 

Long. Bernlre, 722 Fremont 
Lang. Edward E. 

Ungfctlow, Helhert [).. 631 Bluemont 
Lent. Lore Josephine 
Lawn. WUford F . S31 N. 14th 
Lute, Otto F.. Jr., 413 K. lTth 
812 N. lltb 



37376 



28278 



4495 



4828 
4291 

4826 
26254 
38281 
31 OT 
4438 



27449 

37208 



37456 
3X200 

3506 
281 2D 
37290 
38405 



37357 

40458 

37306 

4438 

2555 

4493 

32XX 

2486 

2*195 
4438 
2480 
4934 

4.'i2(n; 

4917 

3.103 

3164 

2l0i 

4261 

26390 

2555 

4283 



McCall. Florence, 1819 
McCtauy. Mayan C. 511 H. 
MeChesney Nera Jean, 326 
McClaufhry. Larry, 1606 Falrrhild 
McCsmeell. M. Eluabelh, 1408 
McCormld, Etelyti W.. 1310 
McCoy. Betty Arm, 1838 
McCully. Bam, 1415 Ureas* 
McDonald. Ada Irene. 1200 Bluemont 
Hrllonafd. Thelmi Luetll* 
McFailand. Eugtrtr I... 1930 Bluemont 
McGlnliy, Joseph T.. 1110 Vattler 
McOown. Murlln Ua. 421 N. 16th 
Mdiralh, Binantw. 1834 Uramle 
McKrnna. Joan. 113 fi. 17th 
McKlnley, Verona Lot, 183S Cat. 
McUuchlln, Alrah E, Jr., 1130 Van: 
McLaughlin. Mildred Louis*. 1836 C. Hta. 
MrVUhon. Martaret Lewis, 1915 Poynti 
Mi Vimr'iv Marsatet. H05 Thurelon 
McRie. Betty. 1127 Bhieatonl 
MtVay. Datma Fay*. 1834 " 



Madurus. Bill P.. 010 N. .. 
Mahuney, [hmald J , 1420 
Mansaeld, Harold E„ 1012 
Manaon. Evelyn 
Manuel, Mirlorit. 1015 
Marty. Durolhy Erelyn, 1110 
Marklty. Mary Louis* 
Marl.... Miner,! Sbelton, 1444 
Matrow. John E„ 1020 Bluemont 
Maxfleld. Alberl I... 1608 Falrthlld 
Mead. Inex. 1417 Uavtnwortb 
Mc iiicrtc Opal Mae. 801 Muro 
Mcuner, Darleen, 1426 Coloratlo 
Merrill. Arrllla Wadeaorla 
Meyer. Klakae Martin*. 1853 Falrthlld 
Meyer. Kaye Clapp, 1109 Kearney 
Meyer. Lloyd L„ 307 N. loth 
Meyer, Nurtan Llston, 1223 Bluemont 
Mlctry. Hoianne, 1834 Laramie 
Miller. Marjorlc Ann. 812 N. ManhalUn 
Miller. Mat B.. 421 N. 16th 
Miller. Shirley Arm, 611 N. 12th 
Mills. Mary fitltrrine 
Mltahefl, Donald Leonard, 427 H, ISlh 
Muhlley. Lloyd Burdette 
Modln. Dorothy II 837 M..r» 
Monroe, Miry I... 1834 Uramle 
Moore, Ben H , 427 H. 16lh 
Moorman, Frantea, 1217 Kearney 
Morris. Eum. 511 N. 14th 
Morris, Mildred Cornell. 1613 FairchUd 
Morton. The] ma. 1110 Vattler 
Mosler, Jacob, 508 Hunstt 
Moss, (iayle II.. 1227 Blurmioil 
Mowry. Lillian Stewart, 331 N. 14th 
I, Julia June, 724 Kearney 
812 N. 



4011 

2542 
27310 
4114 5X 
4438 
2'lx r , 
3121 
36 114 
45234 
3710O 
1X20 
12X11 
3071 

3.'.!),; 



iroe 

lift, ioi.1 ri-ircntm 



Nigiikura. Roy 8.. 413 N. 17th 
Nannlngi. Kanda K , 182! 
Naroisky, Saul, 31)7 N. 16th 
Neil. Pauline. 1834 Uramle 
Near. Roberta. 1404 FairchUd 
Neber. Daild D., 1005 Moro 
Mel barge r. JoAnn, 1213 Bertrand 
Nelll. Helen Marie. 412 N. 11th 
Nelion. Donna Maiine. 512 Deniann 
Nelson. Dorothy Louise. 1130 Col. 
Mildred Uura. 1726 



26241 
26241 

46UB 

3729(1 

4495 

2023 1 

4495 

46458 

27101 

36197 



Boy. 1035 

i Richard, 



1600 Falrthlld 
E, 83 



wwafllt 

Neuensd 

Newtery, J i Bits A., B12 
Newbery, Marjork. HI 2 
Newton, John H„ 610, N. 
Nicholson. Virginia, 1029 
Una. 901 Moro 
Orris W„ 421 N. 161h 
. . John 1004 Thurston 
Norby. Marvin. 421 N. IStb 
Nurd. Seymour. 307 N. 16th 
Nordeen. Julia Annette, 215 Houston 
Noams, Gatwlel, 1318 
S oyes . 



()llr*r. Pedro A.. 1335 . 
Olson. Llla Klalne, 307 N. 16th 
Olson. J. Viola 
38111 OrrlU. Marguaretlt, 1218 
4312 Osborn. Earl I.. Jr., 723 
38263 Owtlcy. Carol L., 1130 



27167 



4932 

2iix:, 

37141 

44..X 

38398 

63F12 

37437 

37437 

3184 

4027 

38241 

2934 

4X28 

2382 
4832 
2564 
2564 
4626 
4814 
4438 



27285 

27242 

37167 

24*7 

4826 

28343 

26268 

44B5 

3396 

28180 

1341 

38288 

333X3 

4826 

3630O 

3383 

2216 

4017 



Pachla. Marcrlla. 526 ft 14th 
Palletl. Jolmny B., 513 N. 18th 
Pankratt. Olirer W-, 800 Muro 
Parker, Allecn Patricia. 331 N. Ma 
Parker, Goldle, 1404 Falrthlld 
Parker. Jack A., 1314 i 
Parker. Margaret, 1634 
Parrtah. Donald. 1211 ' 
Parry. Eililyn, B. B. 5 
Patrick Haiay E, 801 Uarenworth 
Pi trick, Leslie 8., 001 Uarenworth 
Fatten. Paul E., 724 Moro 
Patterson. Jeanne Eljubeth, 503 8, Jul 
Payton. Jay B. r 1031 Fremont 
Ptabod) Wllma Jranne, 1613 Falrdilld 
Peak, Herman C, Jr., 227- A Poynti 
Ptislee. Klalne. 1956 CoU*Kt Htiglita 
Pederson. Kaymotid T.. 1110 Vattler 
Peine, Caroline p.. 409 N. 17th 
Pence. Krata Jeanne, 331 N. 
Ptrry. ChrlaUne M , 1707 Uramle 
Perslnger, Virginia Ellen, 1707 UrL. 
Peterson. Vera Ernestine, 1858 CoL 
P*lt*rsnn, Kathleen. 1030 Filrfhlld 
PhllUin, Jane, 1834 Laramie 
Ptnegar. Rhlrley Jean. 1858 Col. H 
Poague. Uweii. 1709 Uremic 
Pollock, Clarence. 1114 Va 
Poolry. James) B . 004 



210X 

4465 

18322 

3111 

45542 

4438 

2737! 

27371 

2335 

2085 

■j;tsr 



Popelta. LURry Ann. 316 N. 14th 
I'nrras, Luis 8.. 427 N 18th 
Potter, Bobby* K . 1856 College 
Pattt, Juanlta, IT IS Uremic 
Pralle, Lueile Aon, 1013 Blue most 
!■««•. Donald A.. 806 \ it tier 
Price. Harold W . 427 it. 18th 
Prltcherd. William R, 1606 Kiir child 
Pulllns, Itarleen Jane. 811 ft lltta 
Pumpbrry. Z. Olam, 113 N. 17tb 

Rahm. Freeda [., 1827 Uramle 
ataataey. Jean Marie, 1434 Lanaue 
Randall. Betty A.. 1856 Colleat lie, 
Bant In, Constance Klltabcth. 1446 
RatUff. Teddy B . 313 ft 18th 
Bred. Clara Rwlla. 600 Keam 
B**d. liar lent Etlaabtth. 1833 
Heed. Susan Henahaw, K. E 1 
Ram*. Mary Am, 1325 Anderson 
Bebfeld. Carl Kratwt. 421 N 16th 
arid. Charles, 1114 Uuttaom 
Rein. Isulen*. 1423 Falrthlld 
Beln. Helen. 1415 Falrehlld 
Itelnhardt, Roberta, 1834 Laramie 
w i wetnt, Rafacrt R . Falrehlld 
Belnt Log. William C . 1523 Falrehlld 
Rclti*. Alberta E., 811 N. MiobaUaa 
Ucmu.v Bemidett* I 1404 Falrthlld 
asattr, Robert A., 341 ft IStb 
i Stanley. 1004 

r mo 
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M441 

ST339 
!«3TS 
3ti4H 
4493 



32041 
1240 

inu 



1HH 



ami 

1T418 
4438 

4189 

4T184 

4826 



BE 

S81TS 
483SH 
4283 
2T1T8 
28454 

25M 



B., (18 

_ a. uh 

Wm. MvtlM En. 1719 Unit 
RosMsa. btbvMk. 11M Mart 
loffrt. Birtari J MO. Collrtr Hill 
Ko*ey. Loo, T30 Frmoni 
Bullae. OK Jurrd. 411 ft. Ifllh 
W„ 41S N. IT* 
Men. 1T0T Laraait 
.1130 VMtlM 
Rotmbfft. Ltslk, 1114) Bertrand 
Kutcnblail. J«m Quslare, 1408 Larants 
ksu. Errm A., 51» N. llsnhaitsn 
Bon, Mtftorlf Helm, 314 N. 15th 
Bon, Baton K . 610 ft. Uasnattan 
Lewis J.. 1*06 labrtbllB 
■ M. 

Hindu, Frsness A., 1404 KilrehtJd 
BsjJllifO, PrudHO M . 1319 Anfcnan 
it Lw. 810 I), Manhattan 
tsatr Uu. U34 Laraait 
Imld, S13 N. 164k 
Schlecfj. WUIIaa K , 1116 
srimidi. (UarU EhUh. 1641 
Bdsatdt. «lWr*d EUaabslb, 711 
Sdntldrr, EtoUc Akdm. 518 N. 1441 
Bdnaaaca, Horry r . 
BthulU, Bill. HQ* K.^ul teU^ 

gdmn, DiUw a>taro. 1T18 Laraale 
Salplwr, H. W„ 530 Kaarnej 
BdwtttMr, Jum. 1856 CaUsf* HeLfDU 
Beulllrt, UeortlaJaaB, 1623 Fairctiild 
Bcatt, law A., 1214 Vsttkr 
Scott. Myron Charles. 336 N. lBth 
Seaburf. Lorralm, 111 8. 114k 
8talon, Bobtrt, 731 liuramnrtb 
BsdaCSJl, Marian. 1200 BhjsawU 
Xclbj. Jean, 1310 Laramie 
gutsn. Tbslaa A., 1706 Larsala 
Sharp. Bom Ellen, 1845 Itnr't 
Neon. 1513 Larenwortb 



Grsn. 41» 
Shfltao. Batly llf*n. 



Bhrhi. El 



HIM 

38325 

44M 

47140 

2249 

4826 

3111 
2210 



37118 

87118 

4826 

3003 

2109 

38394 

45474 



35H7 

45339 

2744U 

37173 

2111 

26160 



2085 

4HK9 

3506 

1!HM3 

4858 

4826 

2H4H8 



3393 
2054 

37178 
27363 
28184 
26449 

86193 

28343 
2555 

45265 
4495 

46253 
45417 
36431 

2111) 
2563 
36278 

4289 
2108 



fthertdjan. Mir)' Ellen, 
Bblelds. Urol J.. 1708 Larsnle 
Bhleldi, Uuby Rulh, 1T06 Laramie 
Bblnwr, Bobartt, 811 H. Ilia 
413 Denlton 
Jua N., 421 N 16th 
i, Miry, 1322 Btrtraod 
...jit, JeasU 8tot«, 324 N. 15th 
BKfriit. Phfllti Jean, 1858* Col. Helntits 
Si»srs, llsrolil Orlando, 1215 Tlmrstun 
nlmsjoni, Bonnie Belle. 1423 Falrthlld 
W., 1224 
1321 
L, 318 
Hugli Walker 
Stephen Miller 
Sumn-ti. Unolr. 1856 Colleie Hrltbts 
Sloan. Baiaond C, 1126 Blueuonl 
Bmaltx. J. J., 838 Uawmsorth 
Smlili. Ainu lilrnn. Fairmont Add., K. 3 
Bml lb Ellen, 822 Kearney 
Bmlllv Dorothy tireen. 1010 Fremont 
Smith. FrwcU Utrlon. 1010 I'remont 
Bmltb, tteorce I'hlllp. 1221 TTuirslon 
Snmli, Klcluri] F., 1211 Unnnle 
Smith, Walter W.. 1420 Urunle 
M my the, Marjutlt Ann, 800 S. Muhatun 
Mirianna J., 1423 rilreUld 
Levi! A.. 710 Fremont 
Bonnie Lorene, 812 N. 11th 
SonUii, Barbara, 1417 LeiTenworth 
Suffrisen, liulf K . S(W Sunsft 
Spanker. Osorje. 1708 Humboldt 
Hpenwr, Hlrhard H . Velerlnary HuplUI 
Sprsaard. Mary Ellaabetfa. 1404 Falrchlld 
Sponf, Clarence B , 525 Bunxet 
Bpratt. Eugene. 1606 Falrchlld 
Sprvcler. Pearl rhylll), 1718 Laraait 
Splirney, Stella Marie, 581 N. 
Stafford. Msrearet Rulh, 1858 Col. 
Slearnn. Joy ft, 1004 Mora 
Blelner, Joaeph It . 1708 
Stelnm.U, Hymn, 513 N. 16tb 
Btevcp.'j. Howard K. 1325 
Btetei, Bay Robert Jr., IS 
Stewart, Cheater A., 831 
Btewirt. Marferie Correll, 1631 
Sllnaon. Ella Mac. 313 N. 14lh 
Stone, Mildred Irene, 1311 
Stone, Robert (4. 
Btorar, Uorothy. 414 Coloca 
Btreator, Mary Alice. 1718 
Strleby. Carolyn D., 812 N. 
Stuart, B. H . 1031 Moro 
Stude, John V,. 711 Denlton 
Stueaaer, Ralph. 421 N, 16th 
Stuewe, Alberu 
Sturgedt, Ynonne, 163T (haoe 
Hum mere. Dorothy Jeaae. 922 
Sulci lite, John W„ R. B, 6 
Sutler, Max D., 1224 Fremont 
Hvi-anwin, Irene Aupirta, 170T Ur»mle 
Bnarti, Donald Frandi, 811 N. 11th 
Hweirlngen, I>orothy 8. 
HwenxKi. Irene, 1728 Laramie 
thrift. Maruret Adelaide. 1825 
Sawrlaod. Wanda llcne. I t-l " 



4832 Tagoe. Carl W.. 331 N Manhattan 
S305 Talbot, Joy, 1110 Vattler 
47458 Tarrant. A. B , 1114 Bluenord 
372H6 Tarrln. Carol, 801 Mom 
3S416 Taylor, Bonnie Dee. 1018 Bhiemont 
2614.1 Taylor, EuU Mae. 730 Moro 
3507 Taylor. Kenneth ■», 1806 Falrchlld 
1210 Taylor. Leonard 1 , 1224 Fremont 

Taylor, Maxlne Dorli 
4383 Taylor, rhyltli Carolyn, 1708 
42R3 Taylor, Phyllis Lorraine. I TOR 
3PF20 Tempero, Ethel S.. B. B. 1 
4438 Ttrrar, Hlrklc, 1834 Ur»o 
29123 Terry. Ida Tripp. 1222 
2384 Theobald. William. Veterinary Hospital 
38110 Thomas, Juan I la MauguerKe, 822 Yuma 
2315 Thomaison, Alia Agnes, 1818 Falrchlld 
45445 Thompson, (Jertrudr Chrlftlae, 1019 Blue. 
171ST Thowe, Elite. 536 N. 14th 
48179 Thum, Clarenn F.., 1616 Manhattan 
45287- Thurlow, Hera Jane. 1318 
4283 Thurmond. PhyllU. 1706 

Tllwn, PatrleU. 520 N. 11th 
Til us. Ruth IjniIm 
Toews, Wllma 
27167 Tot*. Booella Faith. ! 

Towroend. Virginia, 141 
3083 Trout, Ruth Irene, 1404 FaJrrhlld 
28194 Trillin. Donald M . 1319 Andenon 
2065 Tucter. June Marilyn. 1404 Falrchlld 
, Irene Agnes 
, I .on. 1105 Laramie 
Tie. Bennle V„ 1128 Laramie, Apt. No. 3 




372fi2 



18175 
418 H 
38114 

3*332, 
3111 
27119 
18118 

28219 
2085 

una 

183SS 

37221 



VaJtente. Awllda Ron. 912 N. 
Vance. WlUu. 1210 Bertram! 
Van Walleghen. ABnrt k 
Vaihauer, Boyee, N . 1011 
VenatNTg, EHaabelti Margaret, 1015 Vat. 
Vaoa. Kamttb W.. 914 N. Manbatlan 
Vogkr. Virginia. IT 18 Laraane 
Voleaty, Bonnie Jeanne. 1213 Bertrand 



3184 
38188 



3111 

45307 

383TB 

362T8 

4438 

4289 



3131 

3435 

36F12 

4927 

4836 

43186 

45386 

28268 

3305 

2085 

48150 



4269 
4139 

3B1T 

28332 

413T 



4328 
28164 
4438 
4fJ!t 



27487 



2T3R6 

4954 
4801 



4438 
48278 
2T334 
4429 

48211 

2131 



U'alte. John K 609 K. 18U> 
Waller. Anna Mae, 1423 FalrcMld 
Walmi. Wllma Jean. 1645 Laraade 
Waklrom. Lola Jean, 918 N, Manbatlan 
H'alatmm, Very! A., 918 Y Manhattan 
Walter. Eleanor. 1104 Fall child 
Wallers, Joan, I. H 4 
Wapo, Mary. 413 Deruson 
Ward. Marjorle. 811 Thunton 
Wareham, WlUiam E_ 119 
WairTier, Hdain H., 1T2H 
(Varren. Dale M . 928 Kearney 
Waililngton, Emma Korea*. 811 Vuaaa 
Watti, Coeiter Lawrence, 508 Sunset 
Watt*. Hope E„ 1222 Blueaaonl 
Wayland. Shirley Mart*. 1015 Btutaaont 
Wearer, WHUaa Ralph. 1523 Falrchlld 
Wei*. Addle Marie, 810 N. 11th 
Weber, Opal Lorraine. 1423 Falnhlld 
Webster. Anna Louisa, 111 8. 
Wetter ling. Phylll) Y. 1200 
Wetiman, Dean K . 811 N, Utk 
Wedel. Minaret Joyee, 1834 Laramie 
Wee»,, Mary E.. 1T38 Laraait 

1114 Bert rind 
H . 411 N. 16th 
June. 811 N. Manhattan 
1834 Laraait 
Mary Lnulat, 1005 Moro 
FtiyUla. 1000 N. Manbattan 
Wernlng. Wllma Mm, I. R. S 
Weal. Janla Lea. 505 8. Juliette 
Weaterwlt. Henrietta. 1858 Cel. 
Wheat) ey. Audrey Anderson. 1418 
Wltetlley. Phyllli. 1419 Lanaalt 
Whilalrr, Josephine, 1015 lias mo nt 
Whrt*. Oeretbr, 1110 Vattler 
WUtlow. Dors thy, 1404 Falrchlld 

Mar caret Loulae 410 N. 17 th 
., £ Aran. B. R. 5 

'let, J^Xwfc'wT'lrJnirt 
Wllle. Merdene 

Williams. Dorli Loulae. 1623 Falrchlld 
WlUlaat, Earl E., 1224 Bluesaont 
Williams. Herbert B . 1020 Colorado 
Wllltamt, leer. 518 N. 18th 
WllUami, Jewell Edward, 1030 
Williams, Raj aond C. 630 
WHaon. or can B., 1856 
Wilson. Ktbel 315 Y 14th 
Wilson, Ruth V., 1834 Laramie 
Winchester. Bill. 508 Sunset 
Winters, John K„ 144T Anierfoi 
Betty Leu. 810 N. 

John t„ 341 S. 13th 
tleorg* T..-431 N. 16th 
Worlham. Jeanne. 113 N. lTlh 
Wright, Lucille King. 1031 
Hun/. Vemu.1 Blanche. 1317 
Wyatl, Utenla. 801 Yuma 
Wyatt. Nellie Doris 

Vlandtr. Maxlne. 1834 Laraait 
York. Fred V, 1637 Laramie 
Tnumana. Rita Louise. 904 Laramie 

Young. Robert E., 508 Sunset 



1856 
nan 1 

1409 



Barney YouDgcamp. Notary Public 
and Realtor. Day or Nitrht. 1224.-A 
Moro. Phone 8380. 



N4>43d Costnmes for Production 
Of M The Damask Cheek" 

Costumes of the era of 1909 are 
needed for the production of "The 
Damask Cheek" which is to be pre- 
sented .inly 13 by the Kansas State 
Players. 

For the women, the high-necked, 
long-sleeved blouse, the instep skirts, 
plume laden hats, long gloves and 
gay fans are needed. The production's 
staff Is particularly Interested in wo- 
men's tailored suits and evening 
dresses (not black). 

High stiff collars, single-breasted 
striped suits and gay ties are needed 
for the men. 

Anyone having such costumes Is 
asked to call Dr. H. T. Hill at 2402 
or Marian Klrkpatrick at 37205. 



Eisenhower 'Speaks 
To Kansas City Group 

Americans must unite in common 
purpose and sustained effort to work 
for overall national welfare, Milton 
S. Eisenhower, Kansas State College 
president, told the Kansas City Wo- 
men's Chamber of Commerce in ah 
address Thursday. President Elsen- 
hower pointed out that Id many in- 
stances special Interest groups are 
forcing policies detrimental to the 
best interests of the country. 

The President listed five funda- 
mental difficulties which he said were 
causing discord among the American 
people. These difficulties were: the 
speed of economic and social change, 
the trend to eitreme specialisation 
in vocational pursuits, sound long- 
range policies which may momenta- 
rily hurt individual Interests, ideolog- 
ical and philosophical differences, 
and passive policies In working to- 
ward a goal. 

Mr. Elsenhower emphasised the 
need for all educational agencies to 
fully inform the public on every Is- 
sue to assist them in forming con- 
structive opinions and realise their 
own Interdependence, He said Ameri- 
ca's greatness lies not in economics 
or politics bat In Its moral spirit 
which enables everyone to be differ- 
ent and still work side by side to- 
ward 



Will Conduct 
Fall Airport 
Meeting Here 

■ The College early next tall will 
conduct a two or three-day confer- 
ence devoted to problems of postwar 
airport development, according to a 
recent announcement by President 
Eisenhower. 

This conference is being designed 
to assist officials, individuals, and 
civic groups Interested in or con- 
nected with postwar airport planning, 
construction, maintenance or manage- 



Locker Association 
Aids In Research 

A $200 research fund has been giv- 
en Kansas State College by the Kan- 
sas Frozen Food Locker Association, 
it has been announced by President 
Elsenhower. The money will be used 
by the College agricultural experi- 
ment station In the study of some of 
the factors which affect the quality 
of snap beans preserved by freezing. 

Dr. O. A. Fltlnger, of the horticul- 
ture department, Is secretary-treas- 
urer of the Kansas Frozen Food Lock- 
er Association. 



R. A. Beaton, dean of the School 
of Engineering and Architecture, has 
been asked to arrange the program 
In addition to participation by sev- 
eral departments of the Scbool of 
Engineering and Architecture at the 
College, the Kansas City regional of- 
fice of the Civil Aeronautics Admin- 
istration and other agencies will co- 
operate with the conference. 

Nou-tecbnlca! sessions, will be de- 
voted to broad phases of airport man 
agement and financing and the rela 
tfoQBhlp of the airport to the munici- 
pality served. Technical sessions will 
cover problems of airport field design 
and construction, including bltuml 
nous, concrete and turf surfaces and 
problems Involving design and con 
structlon of 
ings. 



— ^ 

Payne to Concordia 

Concordia was the host for the 
annual directors meeting of the Kan- 
sas Poultry Industry council this 
week. Prof. L. F. Payne head of the 
poultry department at Kansas State 
College attended the meeting and 
while ther« gave a talk to the 
Club of Concordia. 

Patronise Collegian Advertisers. 



Collegian Advertising Pays. Try It. 



A cockroach gets an entire new 
skin (which is its skeleton) seven 
times before it Is full-grown. 



- * LOOK • • 

for Gifts and 
Hardware 
- - tt - - 

Waters Hardware 

406 Poyntz ( Dial 4337 



Lost — Brown leather pigskin draw 
string purse. Reward. Call Mary 
Helen Rood, 2564 



Johnson's 

for 

Good Food 



FINER STATIONERY 

Not only will your friends appreciate receiving your 
"newsy" letter but they will respect your judgment 
in your stationery selection when written on 

WHITNEY STATIONERY 

Woven Linen— English Vellum— Royal Deckle 

CO-OP BOOK STORE 



BREWER 

MOTOR CO. 



TEACHERS WANTED 

Ind. Arts, BclSRce, Coaches. Others 
for California, New York, Michigan 
and elsewhere. 11800 io 13000 fre- 
quently offered. Knroll Free, nine 
Teachers' Agency, East Lansing, 
Mich. 



f$osna 



7:00 



Today Thru Saturday 

anotvcRo^CHico. harpo 

in 

"GO WEST** 

with 

JO II N CARROLL - DIANA LBWIH 



Sunday Thru Thursday 

VAN JOHNSON 

"TWO GIRLS 

Aim A SAILOR" 

with 

H-rrr J»-r. .JTotffi,™ 



STOP IN AND SEE OUR 

Metal Fluorescent Study 

15 Watt and 20 Watt 

Aggie Hardware 8c Electric Co. 

1205 Moro 



— 



NOV Is the Time 

TO GET YOUR 

Shorts 
S 

SUNBACK 

Jersey, Cotton Prints 






QUICK REPAIRING 
SERVICE 



Crystal! 



BRADSTREET 



aTovHii a 



H.J. GRIFFITH 

DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 

Dark Waters 

— with- 

Merle O heron and 

Francnot Tone 



4 DAYS— STARTS SUNDAY 

Dorothy AfcGuire and 

Joan Hlondell 



A Tree Grows 
in Brooklyn 



STATE 



FRIDAY - SATURDAY 

Richard Arlen and 

Vera Hruha Ralfttoa 

— in— 

Storm Over 
Lisbon 

Adult Entertainment 
PLUS 



CharleM Starrett 

— in— 

Return of the 
Durango 



— STARTING SUNDAY — 

Warner Baxter 

miliary Brooks 

—In — 

Crime Doctors 
Courage 

ALSO — 

Robert Henry 

Stuart Erwln 

The Great Mike 



CARLTON 



I — FRIDAY - SATURDAY — 
William Bend I jc 

O'Keefe 



Abroad with 
Two Yanks 



— STARTS SUNDAY 

Edward G. Rohlnion 
Miriam Hopkins 

Joel M el ' reft 

— in— 

Barbary Coast 

Adult Entertainment 
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SOCIETY 



With all the fraternity and 
ity parties off for summer school, soc 
news is nil! But romance Is nev- 
er-ending, so here goes. . • . 

Libby Raymond, Chi O. passed 
chocolates recently to her sorority 
slaters, announcing her engagement 
to Sgt. Bob Yapp of Manhattan. 

Jim Burr, AOR, and Virginia For- 
tune of Covington, Va., were mar- 
ried May 26. Jim is a senior in veter- 
inary medicine. 

Another vet, Harold Ktnard, has 
told AGR fraternity brothers of his 
engagement to Roth Hutto of Smokes, 
8. C. 

Mary Jagger, f. s., and Lt. Wesley 
Benchle. AE, '48, were married Tues- 
day in Minneapolis. 

Wedding bells also rang for Elea- 
nor Allison, Kappa Delta, HE, '46, 
and Lt. Carl J. Dye, Jr., who were 
married June 1 at El Dorado. Lieu- 
tenant Dye was in air corps training 
here laat year. 

Billfe Beth Davla, Pi Phi, f. a., 
was married to T/Sgt. Martin Her- 
rlck In the post chapel at the Topeka 
Army Air Bate June 7. 

Kappa Sigma held formal initia- 
tion for John Chit wood Sunday morn- 
ing. 

Women at Annex I are having an 
hour dance from 7:30 to 8:30 p. m. 
Tuesday for all 'college men. Tonight 
is the date set by the women at An- 
nex I for their first houseparty. 

Library Packed 
With Student 
Entertainment 

To All their leisure time, students 
at Kanaas State this summer will 
have a wide selection of new books 
to choose from at the College Library. 

A few of the books of spec la* In- 
terest Include "The Soviet Far Eaet 
and Central Aaia," by Mandel; "When 
Johnny Comes Marching Home 
Again," by Wecter in which Mr. 
Wecter tells of the soldiers' interest** 
and what they expect when they come 
home; "D-Day," by John Qunther, la 
the story of a entail group or soldiers 
and their experience* on D-Day and 
"The Control of Germany fend Ja- 
pan," by Harold G. Moulton and Louis 
Marllo. 

Robert Benchley's "My Ten Yeara 
in a Quandary" is a highly entertain- 
ing book In which Mr. Benchley gives 
some Invaluable information on bow 
to treat people who greet you on the 
telephone with, "One moment, 
please." He also tells about aome of 
his friends, one or whom is a dachs- 
hund. 

"Journey in the Dark," Harper 
Prlte Novel in 1948-44, by Martin 
Flavin, and "Great Bon" by Edna 
Perber are also found among the Ac- 
tion books on the shelves. 

The play, "Oklahoma," by Richard 
Kodgers and Oscar Hammeratein II 
Is now In book form. 

These are just a few of the books 
that are to be round in the Library 
for students and residents of Manhat- 
tan to enjoy. Other books are added 
from time to time, making a large 
collection of the best American wrlt- 



Ml'MMER SCHOOL CAltENDAR 

Jane IS, Friday — 4-H party at Man- 
hattan roller rink from 10-12 p. m. 
Jane 18-80 — House Maintenance 

Workshop. 
June 20, Wednesday — Noon hour mo- 
tion picture program, 12:26 p. m. 
W116 (Willard Hall). Film: The 
Bridge, (International Security 
Assembly sponsorship.) 
June 22, Friday— Summer School 
Dance, Recreation Center, 8:30- 
11:30. 

June 28, Saturday— Examinations to 
remove conditions. 

S, Saturday— Mid-term schol- 
arship deficiency reports to - 
dents and deans are due. 



School Frolic 
Big Success : 

More than 860 students attended 
the first all achool party held on the 
campus this summer, Dr, A. A. HolU 
said, and called the summer frolic a 
success. 

The winner of the track meet con- 
test wae the "Yale" group headed by 
Father Davles of the Episcopal 
Church. The "Harvard" team, 
coached by the Rev. H. B. Cockerlll, 
of the Methodist Church, waa second. 
Participants In the races and relays 
were volunteers from the audience. 

Prof. H. M. Heberer, of the speech 
department, posed as a mindreader. 
Prof. Edwin L. Sayre sang several 
numbers and C. C. Kilker played sev- 
eral saxophone solos. 

At the cloae of ihe program, rec- 
ords were played for dancing. The 
next party In the series will be a 
free dance on June 22. 



* Bars and Stripes * 



S/Sgt. James A. Mall has been pre- 
sented the fifth Bronze Battle Star 
completing his fifth battle campaign 
in the European theater of 
tions. Sergeant Mall attended 
State before entering the Army In 
1942. 



a bombardier instructor in the Opera- 
tions and Training division at To- 
nopah, Nev. He has spent several 
months with the Air Force overseas. 



Ralph OrvlUe Bigford has been 
advanced to the rank of seaman first 
class. He was a student at Kansas 
State before Joining the Navy In 1944. 



The highest lighthouse on the Pa- 
cific Coast of the United States la at 
Cape Mendocino, Calif., 432 feet 
above sea level, says The Associated 



D. Ebrlght 
awarded a bachelor of science degree 
and a regular Coast Guard commis- 
sion at the graduation exercises at 
New London, Conn., June 6. Ensign 
Ebright entered the Coast Guard 
Academy In the summer of 1942 af- 
ter passing the annual competitive 
examinations. 



Cpl. Wilbur E. Hunter, a K-State 
graduate, Is stationed at Casablanca 
Air Base, the Hub of the North Afri- 
can Division through which flow the 
fighting forces of Europe enroute to 
the United States and the Pacific. His 
division, one of the largest In the 
Air Transport Command, is partici- 
pating In the largest air movement 
In history. 



A visitor In Manhattan this week 
was Sgt. Max Dawdy who is a Kan- 
sas State grad of 1942 in the De- 
partment of Dairy Husbandry. Ser- 
geant Dawdy has been serving with 
the 14th Air Force In Italy for the 
past 14 months. While there the 
crew with whom he was flying re- 
ceived the Silver Star decoration. 



Cafeteria Serves 
Typical Lunch 

The cafeteria will serve a typical 
school lunch Saturday noon, Mrs, 
Bessie Brooks West, head of the De- 
partment of Institutional Manage- 
ment, has announced. 

Planning and food preparation will 
be done by women who are taking 
the course In school lunchroom serv- 
ice. The meal will cost 20 cents, and 
will be the only food offered that 
noon. 

This meal will be used partly as a 
final for women who have been tak- 
ing training In the two-week work- 
shop in school lunchroom manage* 
ment. Prepared under conditions as 
nearly like those a teacher would 
find In the average small school, no 
electrical equipment will be used. 

Ten women will participate In the 
project. The class Is planning to serve 
approximately 200 people during the 
lunch hour. 

A twin-engine plane burning 8 7- 
octans fuel can climb at the rate of 
1,000 feet per minute, but with 100- 
octane Its climb is increased to 1,400 
feet per minute. 



I n-pit i - Work Here 

H, C. Dlehl or the Refrigeration 
Research Foundation in Berkeley, 
Calif., spent Monday Inspecting work 
being carried out by Prof. G. E, Vail, 
food economist at Kansas State Col- 
lege. 

Professor Vail Is studying the freex- 
Ing of meatB in a project that Is fi- 
nanced by the refrigeration founda- 
tion. Mr. Dlehl also consulted with 
Dr. G. A, Flllnger, professor in the 
horticulture department. 



Second Lt. Burke Bayer, '43, was 
In Europe with the Tbird Army when 
the Germans surrendered. It is be- 
lieved that he will be In the group 
which will be sent to this country In 
June for retraining before being sent 
to the Pacific. He was graduated from 
KSC in agriculture. 



Capt, James William McKinley, '39, 
Is spending a 30-day leave with his 
parents, Mr. and Mrs. J. L. McKinley 
of Manhattan. Capt. McKinley has 
been overseas since last July serving 
as a pilot with the Fifth Army Air 
Force. Following his leave, he will be 
reassigned. 



Capt. Kenneth L. Johnson, '39, Is 



FOR 
FATHER'S 
DAY 

Sterling Silver 
Money Clips 

An Ideal Gift for DAD 
$2.50 to $5.00 

TtS Included 

DEL CLOSE 

Jeweler 

1 104 So, 4th 



Vuit Our 

Fountain--- 
Luncheonette 



COMPLETE 
LUNCHEON WITH 
DRINK » 40c 



Also Cool Refreshing 
Drinks 
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NEW CREAM 
Zest 

AFTER SHAVE 
LOTION 

49c 

Instant vanishing, cool and re- 



Palace Drug Company 

111 t. Fourth SI. 704 N. Man. Ave. 



June 17 

FATHERS DAY 

Choose your card for Fathers Day 

•at • - 

The College Book Store 



if i 



KODAK 
F I I I $ H I N 6 



Leave Fflaaj 

BURK PHOTO SERVICE 



Student* Broadcast 



The Student Broadcasters began a 
series of round table discussions 
Tuesday to run through July 17. They 
will be broadcast each Tuesday at 
4:30 p, m. over KSAC. 

They are to he ad-lib shows al- 
though the topic will be chosen ahead 
of time so that the students will be 
familiar with the subject. 

Students taking Radio Speech who 
are producing these programs include 
Jean Hummel, Jack Larson, Eva Llsk, 
Susan McGrath, and Jean Wichers. 
Each student will be In charge of one 
of the six programs. Prof. H. Miles 
Heberer is in charge of the class. 



The Collegiate 4-H club will spon- 
sor a roller skating party tomorrow 
from 10 till 12 p. m. It will be held 
at the Manhattan roller rink. 



Dr. E. B. Pauley 
Optometrist 
Complete Optical Service 

S110 106 N. Fourth 



for June 



WEDDING 
BAND 

Engraved or 
Plain 

Designed for the Bride 
and for the Groom 



REED'S 

TIME SHOP 




PLAIN AND 
ENGRAVED 

WEDDING 

Rims 



PAUL DOOLEY 

Aggieville Jeweler 



Dad Won't Mind 
If You Read 
His Thoughts 



You don't have to be psy- 
chic to know what to get 
Dad for Father'B Day. 

We can help you select the 
right things because we are 
"old timers" at this Father 
stuff. 

Nice things lor Dad with 
the Don & Jerry label at- 
tached means a gift of dis- 
tinction for a distinguished 
gentleman. , 



Father's Day— 
June 17th 




For Dad— June 17 




The 
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M.S.Eigenhower 
Named Special 
USDA Assistant 

Will Divide time Between 
Kansas State College and 
of Agriculture 



Appointment of Milton 8. Eisen- 
hower, president of KansaB State Col- 
lege and brother of the Allied com- 
mander In chief, as special assistant 
to the secretary of agriculture, was 
announced last night by Clinton P. 
Anderson, the new secretary. 

Mr. Anderson said in his announce- 
ment that Mr. Eisenhower would 
serve without pay and" would divide 
his time between Manhattan and 
Washington. But he made clear that 
Mr. Eisenhower would have a free 
hand in reorganizing the Department 
of Agriculture, especially in drawing 
the War Pood Administration within 
the activities of the department. Until 
now, the War Food administration, 
dealing with war-time production of 
food, has been a separate agency, 

Granted Leave by Regents 

Mr. Eisenhower made ciear he had 
been granted leave to go to Washing- 
ton by the Kansas board of regents 
and had no Intention of returning 
permanently to Washington. He will 
continue to direct Kansas State Col- 
lege, too. 

His first .Washington experience 
was under William M. Jardine, now 
president of the University of Wich 
Ita, when Jardine was secretary of 
agriculture. Later Eisenhower, who 
was graduated from Kansas State In 
1924, became director of information 
lor the Department of. Agriculture, 
and after serving in that post, became 
chairman of the department's com 
mfttee on land use. He was delegated 
later by President Roosevelt to put 
together the scattered information 
services during the war under OWI 
Then Kansas reached tn to take bim 
bach to Manhattan 
A DoJiar-a-Yew 

Mr. Elsenhower will continue as 
full-fledged president of Kansas State 
College, drawing his pay from Kan- 
sas. He will get a dollar a year from 
Washington to get the scattered ag- 
ricultural services together in a 
smooth-working organization and 
then return to Kansas. He turned 
down a permanent government offer. 

"Mr. Elsenhower had nineteen years 
Of service with the Department of Ag- 
riculture* before going to Kansas 
State," Mr. Anderson said. "He 
knows the department from top to 
bottom. Personally, I believe him to 
be the beet equipped man in the 
country to carry out the policies I 
have In mind for the producer of food 
and the consumer." 



Ei&enhawer Day • • . 

Tomorrow Kansas honors 
General Dwigtit D. Eisenhower 
of Abilene. Governor Andrew 
Schocppei has proclaimed Elsen- 
hower Day. Kansas State Col- 
lege will be well r epresen ted at 
the Homecoming celebration tn 
Abilene and will also pay tribute 
to General Elsenhower when he 
Manhattan 





State College are proud 
to claim General Elsenhower aa a 
fellow Kanaan. They share In an 
intensified and personal manner, 
the feeling of admiration and re- 
spect for General 
which Is felt by all the ] 
all the United Nations 



Ruth Hodgwon 
Htudent Council of 
saa State College 
H. I. Thackrey 



Grade School 
Principal Has 
Lead In Play 

Wendell Kerr, a grade school 
clpal. will play one of the leads In the 
current production of the Kansas 
State Players, "The Damask Cheek" 
Mr. Kerr is the principal of the 
Belleville, Kane., elementary school, 
and has directed several school playe 
at Mahaska, Kans., where he taught. 

Patt Falrman, a Junior in Arts and 
Sciences, will play the feminine lead. 
During her free hours Patt works in 
Dr. H. T. Hill's office. She Is a mem- 
ber of a trio called the "Melodlans", 
which has won local fame. 

Carolyn Myers, another member 
of the cast Is enrolled here as a 
sophomore In engineering and archi- 
tecture. She bails from Springfield, 
Mass. 

Nina Jean Heberer started her act- 
ing career early in life when she 
played the part of Little Eva In a 
production of Uncle Tom's Cabin. She 
is a Junior in Arts and Sciences. 



lege and North Dakota State College 
each have one graduate attending the 
veterinary school here at 
State. 



Students Plan Rally To 
Honor General Eisenhower 

Stuart, Petterson, And Falrman To Represent 
Kansas State Students When Special Train 
Makes Brief Stop At Manhattan Station 

Hundreds of Kansas State students are expected to attend a 
rally honoring General D wight D. Elsenhower, brother of Presi- 
dent Milton 8. Eisenhower, when the General's train makes a 
brief stop In Manhattan tonight. 

The special 11 -car train will arrive 



Appoint Howe 
Graduate Dean 



Guidance Meet 
Ends Saturday 

The Workshop In Guidance and 
Counselling which has been under 
way at Kansas State since June 11 
will end Saturday. There has been a 
large attendance at each session, ac- 
cording to Dr. J. C. Peterson, who, 
with Dr. M, D. Woolf. is in charge 



Hear Frisco 
Representative 

The Rev. John B. Hanna, D. D. of 
New York, yesterday discussed sev- 
eral phases of the San FranclBCo Con- 
ference at which be was a represen- 
tative of the Congregational Chris- 
tian churches. His appearance here 
was sponsored by the K-State Inter- 
national Security Assembly. 

He spoke yesterday in Rec Center 
and last night at a Fellowship sup- 
per at the Congregational Church. 

As Church Counsellor for the 
Council for Social Action, Dr. Hanna 
is visiting local churches, in an effort 
to increase the number and effective- 
ness of Socfal Action groups in the 
Congregational churches. 

Having worked as a teacher, pastor 
and specialist In Religious Education 
for over 25 years, Dr. Hanna has spent 



° f £anTis r Qrerorv of the Wyandotte mucn ot tBe tlme tn toe 0r * ater NeW 
Francis Gregory of the Wyandotte wherfl hfi [n ^ 



Veterinarians 
Hold Degrees 
From 19 Schools 

Nearly one fourth of the students 
In the School of Veterinary Medicine 
at Kansas State College hold degrees 
from other colleges, Including 19 
American universities and one foreign 
college. 

Thirty-six student* ot the 1« in 
veterinary medicine had degrees from 
other schools before enrolling. Four- 
teen have bachelor of science degrees 
In agriculture and one student has a 
bachelor of science degree in agron- 
omy. Two men Have bachelor of arts 
degrees, one a bachelor of science In 
education and a bachelor of science 
In agriculture and 17 have bachelor 
ot science degrees In other fields. 

The senior class lead* in the nura 
ber with degrees by a margin of six. 
It has 21 students with 
the sophomore class has 15 
tive veterinary doctors with 
degrees, 

Colleges that are represented here 
are headed by Oklahoma A ft H with 
five graduates In school, second la 
South Dakota State College with three 
alumni. Iowa State College, Univer- 
sity of Georgia, College of the City of 
New York. New Mexico State College, 
Rutgers University and the University 
of Illinois each have two graduates. 

Louisiana State College, Brooklyn 
College, University of Porto Rico. 
Southwestern Louisiana Institute, 
Long Island University, Fort Hays 
Kansas State College, North Central 
College, Colorado State College, Pan- 
handle A ft H College, University of 
Kentucky, University of Arizona. 
University of Missouri, University of 
Purdue, Minnot State Teachers cot- 



High School in Kansas City spoke 
Monday morning. She replaced Mrs. 
Marie Diggs, who was unable to at- 
tend. His subject was "Teaching of 
Occupations". He spoke Tuesday af- 
ternoon on "Labor-Employer Rela- 
tionships". 

Monday afternoon V. L. Strickland 
of the education department was the 
speaker and Dr. Woolf spokevTues- 
day afternoon. 

Yesterday W. T. Mark ham dis- 
cussed committee work and in the 
afternoon Dr. Woolf talked on tech- 
niques of counselling. 

Mr. Markham was on the program 
this morning. This afternoon Capt. 
J. W. Nagge of Ft. Riley will speak 
on psychiatric problems. Tomorrow 
morning committee reports will be 
read, as well as an examination for 
guidance and counselling workers. 

Tomorrow afternoon Dr. Woolf will 
apeak on "Coordination of Guidance 
Activities". At the final session at 
10 a. m. Saturday, Mr. Markbam will 
speak again on "Vocational Educa- 
tion Acta". 



Grimes to Washington, D. C. 

Dr. W. E. Grimes, head of the de- 
partment of economics at K-State 
has been called to Waahlngton, D. C, 
this week to act as consultant on the 
farm labor problem In this area. The 
meeting was called by the Extension 
service of the United States depart- 
ment of Agriculture. 



York Area where he taught 
German Polytechnlcal Preparatory 
School of Brooklyn. He was assistant 
director and pastor of Religious Ed- 
ucation tn the Flatbush Congrega- 
tional Church. 

Dr. Hanna has served the Congre- 
gational church In Rockvllle Center, 
Long Island, the First Congregational 
Church of Appleton, Wisconsin, and 
the Trinity Congregational Church of 
East Orange, New Jersey. For four 
years he was the Interchurch pastor 
at Massachusetts State College In 
Amherst, Mass. 

Dr. Hanna holds his master's de- 
gree in sociology Train Amherst Col- 
lege and an honorary degree of doc- 
tor Of divinity from Lawrence Col- 
lege. He has also studied at the Uni- 
versity of Marburg and Teachers Col- 
lege, Columbia. 



No Caps and Gowns 
At Graduation 

No caps and gowns will be worn 
at the mid-summer commencement to 
be held on the morning of July 24. 
The announcement was made by the 
Council of Deans. 

It has not been voted as to whether 
or not there will be a commencement 
in September. No caps and gowns 
were worn at the mid-semester grad- 
uation last year or at the September 
exercises In 1944. 



The appointment of Dr. Harold 
Howe, professor of agricultural eco- 
nomics, to be dean of the Graduate 
School, beginning July 1, was an- 
nounced today by President Milton 
8. Elsenhower. Dr. Howe succeeds 
Dr. James E. Aekert, who has been 
dean of the Graduate School since 
1931. 

In accordance with the state's pol- 
icy of relieving officers of their ad- 
ministrative duties at the age of 66. 
Dr. Ackert also la giving up the head- 
ship of the Department of Zoology 
which he has held during the past 
year. Dr. Donald J. Ameel, who has 
been promoted to a professor In that 
department, has been appointed act- 
ing head of zoology. 

Dr. Ackert, one of the foremost 
parasitologists tn America, Joined the 
College staff in 1913 as assistant pro- 
fessor of soology. Be has been para- 
sitologist of the College's agricultural 
experiment station since 1918. Dur- 
ing the years Dr. Ackert has been a 
member of the College staff he has 
contributed much to the field of para- 
sitology. He has been granted the 
title of dean emeritus of the Graduate 
School. He continues as a full time 
professor of zoology. More than 1,400 
men and women have received ad- 
vanced degrees (rem Kansas State 
during the time Dr. Ackert has head- 
ed the Graduate School; 

Dr. Howe, who succeeds htm as 
Graduate School dean, was graduated 
from Kansas State In 1922. He was 
granted hiB M. S. degree from the 
University of Maryland In 1923 and 
received his Ph. D. degree from the 
University of Wisconsin In 1937. Dr. 
Howe Is chairman of the North Cen- 
tral Regional Committee on Land 
Tenure Research. He has done spe- 
cial research In the field of land eco- 
nomics and farm taxation. ' 

Professor Ameel has been at the 
College since 1337, He received his 
bachelor of arts degree from Wayne 
University in 1928; his master of arts 
from the University of Michigan In 
1980 and his doctor of science degree 
from Michigan in 1933. He is an 
authority on the fluke parasite of man 
and domestic animals and has col- 
laborated with Dr. Ackert in working 
on certain factors of resistance of 
domestic animals to parasitism. 



at the Union Pacific station sometime 
between 7:30 and 8:16 p. m. tonight 
en route from Kansas City to the 
Elsenhower family home in Abilene. 
President and Mrs. Elsenhower went 
to Kansas City yesterday for the eels- 
bratlon there and will be aboard the 
General's train when It stops here. 
President Eisenhower will appear on 
the train platform with General and 
Mrs. Elsenhower and their 
Mrs. D. J. Elsenhower. 



College Representatives 

Stanley Stuart, commander of the 
Associated Veterans of World War II 
at Kansas State and member of the 
Student Council, will 
College along with Kathleen 
son. Royal Purple beauty queen and 
Patt Falrman, prominent student In 
campus activities. On behalf of the 
student body. General and Mrs. 
Elsenhower will be Invited to visit 
the Kansas State 

Lt. Col. J. A. 
for the General's Kansas, City recep- 
tion, notified Mayor R. E. Busenbark 
Tuesday of the plan for the stop here. 
General Elsenhower and his party are 
scheduled to leave Union Station In 
Kansas City at E p. m. With the Gen- 
eral wltt be numerous members of his 
family who have gathered for the 
homecoming and several staff officers, 
Lloyd Blsenhower, a student at Kan- 
sas State and nephew of the General, 
will go to Abilene Thursday for the 
family reunion. President and Mrs. 
Eisenhower s two children will go to 
Abilene by aut 



I. M. Atkins, '28, received his Ph. 
D. degree In agronomy from the Uni- 
versity of Minnesota last week. 

Mr. Atkins received his M. S. de- 
gree here In 1936. He was a member 
of Alpha Gamma It ho. 

Atkins 1b an assistant superinten- 
dent and agronomist at the Texas 
State Experiment Station. 




to 



. walls which have cracked in places, to provide additional office 

the exterior appearance, the wooden porrhes on the East skVi of Aaj derson 
to be c— closed with stone as shown In t he sketctl s*OVe. 
the roofs will be nsed for the new oatsfde walls. He 
color. Later, major repairs will have to be 



Brief Hrep 

Original plans were for the General 
to go by plane from Kansas City to 
Fort Riley, but a change In schedule 
has permitted the stop here. 

Colonel Chase said that the train 
will come to a standstill for a very 
few minutes. Time will not permit 
General Elsenhower to make a speech. 
The train will operate under Elsen- 
hower's orders and will go slowly 
through cities en route with sched- 
uled stops at Lawrence, Topeka, Man- 
hattan, Fort Riley and Junction City. 

The Municipal band will be at the 
station to play as the train pulls In 
and during the short stop. Mayor 
Busenbark said the War Department 
has asked spectators to keep off the 
train and away from the tracks. 



M. D. Woolf 
Speaks Before 
War Veterans 

The problems of the returning vet- 
eran are much the same as those of 
the civilian populace as a whole. Dr. 
M. D. Woolf told members of the Vet- 
erans Association In an informal talk 
at their regular meeting this week. 
The new student counselor expressed 
belief that the veterans do not want 
to form a separate pressure group 
of their own or live apart from the 
rest of society unless forced to do so 
because of mismanagement of social 
welfare in the postwar period. 

Dr. Woolf said a frequent question 
asked by the returning veteran Is, 
"What are we fighting for and Is lt 
being accomplished?" In relation to 
this he stressed the necessity of be- 
ing well informed about current af- 
fairs since "the degree to which we 
are Informed Is the degree to which 
we are Influential." 

Problems such as high rents, hous- 
ing shortages, inflated prices, and age 
differences which have confronted 
veterans attending Kansas State are 
prevalent also at the University of 
Minnesota according to Dr. Woolf. 

In connection with the Individual 
veteran and an organisation, Dr. 
Woolf believes that the benefit the 
Individual will derive from the organ- 
ization is in direct ratio to the work 
and interest the veteran shows to- 
wards the group. 



i 

Lt. Clyde R. McDouga/bai gone 
to Ft. Leavenworth for six weeks of 
temporary duty. He wilt return to 
Kansas State as soon as he finishes 
this 
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Roast Professor 



thlN 



term- 



lit a 



An lnTUMUttt of 
queou* globe wtio 
^'■[f In 
profi 

That, In hii own language, la the 
formula tor a ''professor, But don't 
let his 199.44 pure words deceive you. 
Translate him Into English and n 
prof in Just an educated telephone 



A professor,. Is a poker-backed In- 
dividual who usually wean a hat and 
never forgets to tip It at you It you 
happen to fall within his radlua^of 
vision. 

This tyrant of the textbook la the 
spectacles behind the desk who asks 
the class a question, glares at you It 
you don't answer and laughs If you 
do. 

"How many legs does the chinch 
bug have?" ask* Professor Pole with 
an l-bet-you-can't-answer-tbat-one 
hitch of hie tie. "Krud," you think 
bltteriy. There comes a feeble voice 
from the back .row. Some beaver la 
attempting to answer. His own voice 
gives him courage and louder and 
louder he says "tlx, six, six." On the 
fourth "six" Dear Professor break* 
In with some cutting remarks about 
the passive imbecility of college stu- 
dents, without the slightest recogni- 
tion of the repeated "sixes." Thus be- 
gins the attitude talk tor the day. 

Which brings us to 



Well-Done 



on pedagogues. Why should a class 
which enrolled to hear the teacher 
dissertate on green grasshoppers In 
the middle ages be subjected to re- 
peated lectures on "The life and loves 
of Mies Spoonfangle" or "Why I am 
still Hiss Spoonfangle?" 

A protestor la the keeper of the 
grade book who picks the morning 
after the night Glen Gray plays at 
Meadow Acres for a test. He is the 



Senor 9 * Line Is 
Smoother Says 
Senorita Valiente 

/ By Bpratt * Neemtth 

A new face and figure has appeared 

on the K-State campus. The Collegian, 

In the spirit of true scientific research, 

determined to look into the matter 

and report the facts as given. 

The name, gentlemen. Is Awllda 

Rose Valiente (Ah-weel-dah Va-lee- 

en-tay) and she hails from Rio Pled- 

ras, Puerto Rica. Vital statistics — 
guy who lock, you in the lab and goes ^ g § ^ m 

to play golf. He is the bird who ,_ \ M _~ _^ I1W 

thought up the idea of vet clinic on 

Saturday night. 

And what's more professors are a 
menace to the health of young Ameri- 
ca. They keep you up late. Today 
Prof decides that tomorrow a ft.000 
word theme is due and tomorrow he 
forgets to call for the paper. Three 
weeks from tomorrow he can't find 
the papers to grade them, or has 
slapped a grade on them without even 
reading the first page. 

Professors ask you on examina- 
tions to "discuss the rise and fall ot 
the housefly as briefly as possible." 
He grades your answer by Its length. 

Miss Professor Is devoted to two- 
hour lectures on grooming, deliv- 
ered with her slip showing. 

Professors are smart, brilliant and 
most of them have lots of brain-pow- 
er, but— they deliver A's to the 
brightest smiles, but— how would 
you make any If they didn't? 



Jnne.Sl, 1946 
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★ Bars and Stripes ★ 



TtL^M-E-O-W 



Hearing rumors via the graptYlna 
(Trl-Delt house) that K-SUte's sum- 
mer night life now centers around 
that den of iniquity known among the 
hoi polol as 811ms, your roving re- 
porters decided to drop in at said 
nlgbt spot and record Its activities 
for posterity and Dean (My girls are 
well-behaved) Moore. 

Entering by way of the back door, 
in time to duck a misdirected beer bot- 
tle, we were Invited by a couple of 
characters named Clark and Cornish, 
who claim to have some connection 
with the College, to Join them in their 
permanent pew for a little polite el- 
bow-bending. After pledging the 
"Drown Your Sorrow Club" (limited 
to men who have )ust been Jilted, 
stood up, or plain without a woman 
for the evening), we observed the PI 
Phis and other assorted females hold- 
ing open-house at the corner table. At 
H-Hour plus 1, BUI (Three drinks is 
my limit) Schults and Shorty Linn 
established a beachhead at the table 
with the aid of numerous full bottles 
and a well-worn line. After the usual 
debate and arm twisting, Alienweiler, 
Schults, Glllan, Linn, and another 
unidentified couple left for greener 
pastures with Glllan protesting she 
looked a frightful mess. (No one dis- 
agreed with her) Last reported they 
were seen having a tete-a-tete at Club 
40. 

We were listening to Mary the bar- 
maid Inviting the boyB over for fried 
chicken after closing hours, and 
watching Pat Beck and escort plaster 
labels on the celling, when Gene 
Spratt decided to go skating, fell flat 
on his face and crawled out to the 
traffic hazard he wishfully calls a 
car. Nlebarger. Sualr, and Kloeffler 
were peddling vitamin pills in lieu of 
potato chips when Jo suddenly re- 
membered something about a bus or 
something that she was supposed to 
meet sometime, somewhere, and the 
trio wandered out leaving the stags 
once again In command of the situ- 

Aotlng on a hot tip that there were 
lonesome popsies at the Tea Room 
we went out to look things over but 
the only living present were a couple 
ot well fed heifers grating on the 
premises so' after chasing the wait rose 
three times around the table we stag- 



gered home In a beautiful alcoholic 
hate in time for 8 o'clock*. 

We were blissfully sleeping it off 
Ssturday afternoon when one of our 
spies called to Inform us that Mugs 
and Bucky were pitching up a wicked 
batch on the Bast porch. Sighing over 
the follies of youthful love, we groped 
our way to the kitchen for black cof- 
fee, put on our best Sunday-go-to- 
meetln spats, and sallied forth In 
search of new adventure. 

Returning to Slims, where the elite 
of K-State meet, we set up headquar- 
ters on top of the juke-box. We were 
worried by the abscence of Trl- Delta 
until someone mentioned there was 
a dance at the Officers Club. Kinard 
and his AGR brothers were Just tak- 
ing off for Teen Town after getting 
the Fuller Broth from alt the squaws 
in sight. Clark was attempting to 
entertain the Take chapter with his 
corny patter and Mary tried to re- 
trieve empty glasses only to retreat 
before a barrage ot peanuts. Yapp, 
led by her clgaret holder, and Scar- 
borough wandered in with Slg Alpha 
In tow to dip their beaks in the cool- 
ing froth. We were watching De 
Brucque and Beck play chug-a-lug 
when Mutt "The Bull" Durham 
stopped by mumbling something 
about "high water" which we Anally 
interpreted to mean Hiram Walker. 

After having a few short ones, for 
social purposes only, we concluded 
the "better" people had sought other 
haunts lor the eventng and after con- 
vincing Pop the Cop we needed no 
assistance, walked the straight line 
home tinging, "I'm Gonna Hate My- 
self In the Morning for Doln what I'm 
Doin Tonight." 

According to a 
the wtrea the. I'ARTV-of-the-WKEK 
took place at the Yapp homestead 
while mania was away. Host e sses for 
the evening were Yapp (naturally), 
Johnson, Hrarboogh, and Shields, 
Censorship prevent* as from reveal- 
ing the details but according to the 



pounds, Is 19 years old, tpeakt with 
an Intriguing accent and has beauti- 
ful, dark, flashing eyes. Pardon us! 
You've probably already noticed. 

Here Is what you've probably been 
wondering. Yes, we asked her what 
she thought of American men. The 
senorita tayt American men are nice 
and like* them very much, but there's 
a catch. She thinks Latin tenor has a 
smoother line. 

If you would rate young man, you 
had better start polishing up on your 
rhumbs, conga, and particularly the 
bolero, Awllda'a favorite dance. In all 
fairness we should mention that 
Awllda't mother liven with her and In 
Puerto Rica no nice girt goes dancing 
unchaperoned. 

Awllda confesses that at first the 
ttyles o'f American women were some- 
what disconcerting, especially that 
campus stand-by, the "Sloppy tfoe" 
sweater. She added hastily though, 
that she meant no offense to the tastes 
of the American coed, and after two 
years at Paola Junior College she had 
adopted the same styles ot dress. 
Awllda thinks the American women 
are far more Independent and enjoy 
greater freedom than her South 
American cousins. The Latin, It 
seems, stilt believes firmly In the 
theory that "woman's place Is in the 
home." 

When asked about the Crosby 
verBus Sinatra question. Miss Vali- 
ente said she very definitely pre- 
ferred the crooning of Blng. 

Someone always aska this one. 
"What's her telephone number?" 
Well, there it no telephone, but af- 
ter getting a five minute head start 
we'll Bhout back that the addrest is 
922 N. Manhattan. 



Capt. F. C. McDonald, G. S., '88 
has been reassigned as a transport 
officer and is in charge of men en 
route to the war tone and returning 
troops from -the European War. For 
the past two and a half years Cap- 
tain McDonald hat been serving with 
the Infantry In the Southwest Pa- 
cific. He received his matters degree 
n entomology at Kansas State. 



Pvt. 



Earl Elliot, who attended 
State College In 1944, waV a 
visitor on the campus laat week. He 
Is en route from Chan ate Field, 111., 
to the McCook Army Air Base. While 
attending Kansas State Private Elliot 
was active in basketball and football 
and was enrolled In mechanical en- 
gineering. 




Magazines Buy 
Students 9 Articles 

An article by George Fisher, senior 
in Specialised horticulture, was pub- 
lished in the June issue of Sports 
Afield, national sports magazine. 

The article f'Your Post War Log 
Cabin" explains how to construct for 
$2000 a log cabin that can be used 
all year. He also made a booklet in- 
cluding the floor plant. Mr, Flther, a 
veteran, is a contultant forester. 

Eugene Spratt, Junior in agricul- 
ture, has sold two articles which 
await publication. One is about the 
.Hessian Fly, which he sold to the 
Successful Farming, and the other 
article was bought by the Poultry 
Journal. 

The articles were projects In Mrs. 
Jane Koefod's class, news and 
azine writing. 
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Staff Sgt. John T. 
been awarded the Bronte Star Medal 
for heroic service In connection with 
military operations against the enemy 
near Cobbel, Germany. When his bat- 
tery was subjected to Intense enemy 
artillery Are, Sergeant Kennedy, real- 
izing the Importance of obtaining an 
accurate shell report, left the securi- 
ty of bis foxhole and coolly remained 
In the open until he had secured the 
necessary data, reporting hit findings 
to higher headquarters before the 
enemy shelling had ceased. Kennedy 
attended Kansas State in 1941 and 
was a student In agriculture admin- 
istration. 



forces in the battles of North Africa, 
Sicily, Sardinia, Corsica, the Balkans, 
Southern France, and Italy. Captain 
Hostinsky graduated from Kansas 
State with a degree In music. 

Tech. Sgt. * James Paustian, '41, 
ha* been transferred from Camp 
Howsie, Texas, to Ft. Meade, Md. He 
hat tpent four yeart in the Army and 
was stationed In Hawaii for II 
months. 



S/Sgt. Roger C. Hedlfn, t. a., hat 
lome for a 30-day recupera- 
tion furlough after completing 48 fly- 
ing missions. He is a member of the 
12th Air Force. He wears the Euro- 
pean and Asiatic campaign ribbons 
and the Unit Presidential Citation for 
work in the Burma area carrying sup- 
plies to General Stilwell. 



Bdlt. Office, Kedal* Hall 
Bus. Offlee. Kedst* Hall 
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Entered *• second-cl*** matter at the 

poatomo*, Manhattan, Kansas. 

Two Samestsrs'l"""'. tplu* to tax) IMS 
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sonnel were seen kicking 
ahead of them as they 
5:30 A. M. 

CLASSIFIED SECTION: 

Testimonial: For darkening mustach- 
es we recommend Mayor's Hair 
Dye, Results guaranteed. Larry Hc- 
Claughry and Butch Kern. 

Classified Ad: Anyone knowing the 
whereabouts of a flower vase last 
seen being used at a waste basket 
at the AOR House, please contact 
Mother Branstetter, Trl-Delt 
Nominal reward offered. 

NINA'S ODE 
When yon whistle at me smile 

To SralUy I am true. 
But when you're lonesome, tick the 
dial 

My offlee hours are B till 2. 

If you know any fresh, spicy, un- 
adulterated gossip, address It, In cars 
of the Editor, Collegian, and we will 
mall you one genuine, venom-scented 
certificate, affirming yoar membership 
in the "Thru the Keyhole Club." 

Until next week at the same time 
we remain maliciously yours, 
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Two former Kansas State students, 
Lt. H. W. Wlchers and Pfc. Richard 
Medltn, met recently in Calcutta, In- 
dia. Lt. Wlchers Is a photo intelli- 
gence officer with the 40 th Reconnais- 
sance Squadron. Private Medlln Is a 
radar mechanic and weatherman. 
They are both stationed in Calcutta. 
Medlin is the son of C. J. Mtdllo, 
graduate manager of student pub- 
lications at the College and Wlchers 
is the husband of Mrs. Jean Wlchers, 
a student here. 



NU WAY 

Cleaners & Dyers 

3555 



722 N. 



Capt. B. L. Hostinsky Is an opera- 
tions section chief, stationed with 
the 12th Air Force in Italy. He has 
been In the army three years, and 
has been overseas 24 months. He flew 
tactical support for the Allied ground 



B. Pauley 
Optometrist 
Complete Optical Service 

Phone 3210 105 N. Fourth 



KODAK 
FINISHING 

Enlarging and Copying 



Score, or Vi 
Drag 



BURK PHOTO SERVICE 

Orcr Ptoet Natl. Bank Ph. 



BREWER 

MOTOR CO. 

4Kb aad Porate 

PHONE 4444 

EVERY SEBTICE 




Good sport clothes 
don't grow on trees. 

They never did . . . but now 
with fine materials harder 
to locate, you'll have to be 
a little more careful in your 
selection. 

We never kick when a man 
takes his good elegant 
time in our sport clothes 
department, for we know lt 
takes time to see a lot of 
merchandise and to make 
up your mind. 

Come in . . . take your time 
and ours. 



Sport Coats 
The Slacks 



* 16.50 
9 6.50 
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SUMMER PLAYMATES 




Prettiest things under the sun — 
bare little shorts from our sports 
department— shorts that leave 
you "open" for a honey of a sun- 
tan. Also see our outstanding 
collection of slacks, slack suits, 
and swim suits — all at low-tide 



SHORTS 

.P-r V" , * . . 

pleated or plain— many 
colors to choose 

to 04*^5 
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Haylett Heads 
NAAU Tracl 

Ward Haylett of Kansas State, in- 
ternationally famous track figure, 
will leave Friday for New York City 
to take charge of tbe mens track and 
field meet for the National Amateur 
Athletic Union. 

Coach Haylett plana to be In New 
York about a week. He will atop' in 
Kanaaa City Friday far a abort meet- 
ing In connection with the track and 
field meet and then he plana to con- 
tinue on to New York in time to make 
preparationa for the meet. 

Tbe N. A. A. tj. meet la echeduled 
to be held June 21-30. The Junior di- 
vision will be run off on the 29th and 
the senior division, the second day. 
The meet will be held at Randalls Is- 
land Stadium. 

Oq July 1 Coach Haylett will at- 
tend a meeting of tbe Executive and 
Foreign Relatione Committee at the 
New York Athletic Club, represent- 
ing the N. A. A. U. 

As soon aa tbe bualneaa of the meet 
la finished, Coach Haylett plana to 
return to Manhattan to reaarae hii 
duties as head football and track 
coach. 

Former Coach Only 
Stubbed Hi* Toe 
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Expected tragic news turned out 
to be on the humorous aide for Jobs 
,Cordta, president of Manhattan'! 
Dnion National Bank. 

Hearing that Lt. Jack Gardner, 
former Kanaaa State basketball coach 
now on leave from the College at tbe 
Naval Air Base at San Diego, Calif, 
bad been critically injured in an auto- 
mobile accident. Mr. Cordts wrote 
to Qua Holmes, Gardner's roommate, 
for details. Holmae, former Washburn 
coach, wired back the following reply. 

"Gardner atubbed toe on gang- 
plank Coronado ferry. Heart flutter- 
ing but still eats, Bleeps, crawla, la 
mentally questionable. Don't cloae 
out account, body atill warm. Letter 
follows. Qua Holmes." 



Jim Miller Home 
After Months 
In- Prison Camp 

"I feel I owe my life to the Red 
Cross," said Tech. Sgt. Jim Milter, 
former Collegian editor who la visit- 
ing In Manhattan after two months 
in a German prison camp. 

Prisoners were sometimes fed aa* 
little aa oae-twelth of a loaf of bread 
a day, the average dally diet Includ- 
ing one-aeventh loaf with a little 
soap and coffee for breakfast. It was 
tbe Red Cross food packagea that 
saved Miller's life and the lives of 
other prisoners, he believes. 

Miller arrived Sunday to apend a 
60-day furlough here with his par- 
ents, Mr. and Mra. Henry C. Miller. 
He wears two battle participation 
etara for aervlce as a platoon ser- 
geant with the 87th Infantry divi- 
sion of Patton'a Third Army and the 
combat infantry badge. 

Miller had been overseas eight 
months when he was liberated on V-E 
day. He was captured by the Nazis 
In tbe battle of the Belgian Bulge 
and was reported missing In action 
February «. In a letter written eight 
days later he told bis parenta he was 
a prisoner. Miller was held in several 
camps during his Imprisonment. 

Lt. Max Weeks, who graduated 
from Kansas Bute with Miller In tbe 
class of 1943. was also a prisoner 
in one of those German prison camps. 
Lien tenant Weeks la on leave at his 
home in Topeka. Another 1943 grad- 
uate, Lt. Bob Anderson, came to New 
York on the ship with Miller, after 
a period of Internment. He plans to 
visit in Manhattan this weekend. 

Sergeant Miller will report at Ft. 
Sam Houston for reassignment after 
his 60-day leave here. While at Kan- 
sas State he waB a member of Beta 
Tbeta PI, Sigma Delta Chi, honorary 
journalism fraternity, and' Scabbard 
and Blade, honorary military organ- 
isation. He wae editor of The Col- 
legian during the summer of 1943. 



Stadium To Be 
Battlefield For 
Infantry Show 

Memorial Stadium will be the set- 
ting of the Army Ground Forces free 
ahow. "Here's Your Infantry" at 8: 30 
p. m. Monday. The demonstration 

will be the climax oi the local 7th Organisation will function. The back- 



United Organization 
Is Film Subject 

The film, "Watchtower Over To- 
morrow," will be shown at 1 i : 2 6 p. m. 
Wednesday In WHS. The Sim deals 
almost exclusively with the United 
Nations plan aa outlined at Dumbar- 
ton Oaks. 

It will help to explain how the tour 
main bod lea of the proposed United 



War Loan Drive. * 

Through the effectiveness of sug- 
gestion, the field becomes an area In 
the Facile. The audience in trans- 
ported to the battle front by the sight 
of the infantrymen tangling with the 
enemy. Blank cartridges, tracers, dy- 
namite charges, and smoke grenades 
add to the conception of battle. AH 
the maneuvers and weapons used In 
actual combat will be used by 82 vet- 
erans to show spectators how to 
"take" a Jap pillbox. 

The appeal of this demonstration 
Is so dramatic that war veterans are 
amazed at Its effectiveness. For the 
Brat time, Americans can see what 
the troops, who take and hold the 
ground, have to do. 



ground for tbe film is based on flctl 
tious characters and a hypotheticsl 
United Nations Center. U presents a 
simplified view of the working of an 
international organisation. 

Another film, "The People of Rus- 
sia," will be presented following the 
"Watchtower Over Tomorrow." 



The average passenger trip by air- 
plane In 1943 was 537 miles, accord- 
ing to the Air Transport Association, 
while the average trip by rail was 
less than fifty miles in length. 



Cancel ISA Show Friday 
Far Eisenhower Broadcast 

KSAC will go off the air Friday for 
the Eisenhower broadcast. The ISA 
broadcast regularly scheduled for 
12:30 p. m. will be canceled. 

ISA programs next week will be 
- about Great Britain. Music of Oreat 
Britain will be heard at 1:05 p. m. 
on Wednesday. Tbe discussion of En- 
gland will be heard at 12:30 p- m. 
on Friday. 



Misa Myrtle GunBelman, of the 
School of Home Economics, was a 
delegate to the 10th annual meeting 
of the Kanaaa Institute for Interna- 
tional Relations in Wichita June 7 to 
IS. 

Internationally known men and 
women discussed tbe political, eco- 
nomic, social, and religious implica- 
tions of our international relations 
at the meeting. 



Elsenhower, Throckmorton, 

Lashbrook Decline Army Post* 

President MUton S. Eisenhower. R. 
I. Throckmorton, head of the Depart- 
ment of Agronomy, and Ralph Lash- 
brook, head of tbe Department of 
Industrial Journalism and Printing at 
the College, have recently been In- 
vited to go to Europe to aid In the 
task of reconstruction and to assist 
in the Army's education program. 
Due to the pressure of duties at the 
College each of the three had to de- 
cline. , 



Dr. Martha Kramer, of the depart- 
ment of Food and Nutrition, left 
Monday on vacation. She will apend 
her vacation at her cottage near Twin 
Lakes, Colo. 
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"Two Girls And A 

with 

June AJlyeaa - Gloria 



Sailor* 



STARTING FRIDAY 
In Technicolor 
Walt Diner's 

"The Three Caballeros" 

Featuring: 
Pueklto - J«r Cart4f> 



Dstfe 

Some New and Different 
R v?!t^D P l 1 ,ne°; SSme 



Correction* and Additions 
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FrtnUln Brooke, 918 
aobwt DojU, 818 L._ 
Evelyn Mutun, 1623 FUrelUM 
M»ry Louuc litrtt»», 1623 F»if child 
i. VlftU 01*00. 1S3T 0«R 
Rub, Ruth Shift*, 1113 Huaboldt 
L atone, 1423 Pilrehild 
urner. 321 N. Del 
H. Wufff, 608 



Barney Young camp. Notary Public 
and Realtor. Day or Night. 1224- A 
Moro. Phone 8380. 



LOST — Navy blue umbrella with 
light green handle. Mary Sheridan. 
Phone 2564. 



LOST— Black Parker fountain pen. 
Name engraved. Please return to Col- 
lege post office. Floyd 



LOST — Black Schaffaer Life Time 
fountain pen. Name, Pauline Neal, 
Inscribed. Reward Phone 4438. 



Collegian Advertising Pays, Try It. 



RELAX 

with a glass of beer at the 

AGGIEVILLE OASIS 



WE SPECIALIZE 
In 

Examining Eye* and 
lenses that tnsat-ove 



DR. E. L. ASK REN, 0. D. 

Optometrte Dye Specialist 
laao Moro St. 

MANHATTAN, KANS. 



H. J. GRIFFITH 

DOWNTOWN THEATRES 



WAREHAM 



NOW SHOWING 
Hedy Lamar - George Brent 
— In— 

Experiment 
Perilous 





4 Days Starting Bandar 

Dtnah Shore 

Gypsy Rose Lee 
Bob Burns - Randolph Scott 



Belle of the 
Yukon 



STATE 



For Better Beauty Work 

DIAL 4314 
Nu Style Beauty Shop 



Don't delay the but 

'cause 
When the bus 
is late 
You 



College City 
Bus 




— TODAY — FRIDAY — 

Ka j Aldrldge 

Dare O'Brien 

Man Who 
Walked Alone 

AND 

Gene Aetry 

Melody Ranch 



- TWIN BILL - 

Chester Morris and 

Victor MeLaglen 

— in— 

| Rough, Tough, | 
and Ready 



-PLCS 
Ellison and 



Hollywood and 
Vine 



worn 



a tha left slaws of the 1 
Ma jajajaj -*t the fntignle tea^essna g laagft 

of service; a Star for twanty-ftvw years, a 
bat for eac h fiva years. * 
The proud possessors of "stars and bars" 
help to iorm the solid foundation of a rail- 
i's personnel. 1 



service. These ssperleaosd employee 
have, In a large maasura, bean respon- 
sible for tha enviable record maintained 
by Union Pacific in the face of 




facilities. . .tha many situations and prob- 
lems they have mat and solved . . . thay ara 
of tramandou* assistance to youngar men 

Among tho 68,000 Union Pacific em- 
ployes them am approximately 7,000 
"old timers" — representing all dapart- 

UNION PACIFIC 

RAILROAD 



The transportation of many I 
loads of troop* and materials 
Stretagia Middle Route, uniting tha 
with tha Wast Coast, calls for tha 
and cool lodgment of a 
with the ambition and Uralses •nargy of 



Pacific is proud of all its 
regardless of length of service, for tha 
Job thsy are doing to hslp speed ths 

hour of Tic 




I — FRIDAY 
Lam i 

jGoin' to Town 

I— SECOND FEATURE — 
Roy Rogers 

San Fernando Valley | 

- SUN. - M0N. - TUBS. — 
Uan Ladd - Loretta Yoang 

And Now 
Tomorrow 
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SOCIETY 



After another gay week— wall, a 
week anyway— here's the latest so- 
ciety events. 

Dottle Parsons, f. has told her 
Delta Delta Delta sorority sisters of 
he marriage to Lt. Allen Kelly of 
the Army Air Corps. The wedding 
took place June 1 at the post chapel 
at Great Bend, Kan. 

Another wedding was that of Ems- 
gene Martin, Chi Omega, to Dr. Ray- 
mond Walker. A Gil, 15 on June 17 
at the First Presbyterian Church In 
Dodge City. 

Aloha Cottage received chocolates 
last week announcing the engagement 
of DeLores Bchwarz and Cpl. Dan 
Moscone. Cpl. Hoscone is stationed 
at Pratt, Kan. 

- Cbl Omegas tn town this summer 
entertained their mothers and moth- 
era of Cbl Omega alumna In town last 
Thursday with a picnic at the B. H. 
Ulrich farm north of Manhattan. 

Mrs. Tena Orltwold was appointed 
to be In charge of organising a 
mothers club next fall. 



Dance Tomorrow Is 
Second In 



A dance tomorrow at 8:30 p. m. 
In Recreation Center will be the sec- 
ond In a series of parties planned for 
summer school students. Dr. A. A. 
Holts, YMCA secretary. Is In charge 
of the dance. 

There will be a third dance July 
t and the summer series will be cli- 
maxed by a farewell party July 22. 



Workshop for School 

Lunchroom Managers Ends 

The two-week School Lunchroom 
Management Workshop, held here 
under the direction of Mrs. Bessie 
Brooks West, Head of the Depart- 
ment of Institutional Management, 
will end tomorrow. 

The four women who attended the 
workshop participated In several ac- 
tivities Including work in the quan- 
titative cookery laboratory. They 
planned, menus, studied buying and 
equipment, and made plans and 
charts In a job analysis. 

Special diet studies were directed 
by Miss Ella Jane Melller, of the De- 
partment of Food Economics and Nu- 
trition. This la the first year such a 
workshop hu been held at Kansas 
Mrs. West expressed the hope 
it it will b 



Consumer Buying Clans 

On Field Trip to Kaunas City 

Miss Myrtle Ounselman's class in 
consumer buying will leave Monday 
morning for a two-day field trip to 
Kansas City. The trip will give the 
Students a picture of retailing of dif- 
ferent types of goods from the time 
it comes to the city until lt reaches 
the consumer by the different ways 
of retailing management, 

Kansas City Power and Light Com- 
pany. The Consumer's Co-operative, 
Kansas City Board of Trade, E. T. 
Keith Furniture Store and T. M. 
James and Son China Company will 
be among the Arms visited. 
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Vernon Daniel 
h "Tiny" Foltz's 
Forgotten Name 

Bj Ralph XfHmttfi 

Almost before the first of this se- 
ries of articles had been in print 
someone asked, "Why don't you do a 
sketch of 'Tiny' Foltz." I asked a 
number of veterinarians pertinent" 
questions, and tbe unanimous deci- 
sion seemed to be, "Tiny Is a swell 
Joe." 

Directed by a secretary through- 
the heretofore unexplored Veterinary 
Hall, I came upon Tiny, whose almost 
forgotten name la Vernon Daniel. He 
was giving Instructions to his assist- 
ants about putting glucose in a blue 
liquid. 

My first Impression was of deep 
set eyes, heavy eyebrows, a blur of 
a mustache, and an easy smile. The 
mustache, I learned later, was tbe 
result of a bet In 1927 with Dr. B. 
E. Leasure, and Dr. C. A. Brandly. 
The first one to shave his upper Up 
was to buy the other two $10 hats. 
All three still retain their mustaches. 

After I'd introduced myself, Tiny 
ushered me into an office filled with 
a maze of bottles, test tubes, and 
other paraphernalia peculiar to the 
profession, apologizing for its ap- 
pearance. 

It was then I discovered the In- 
tense curiosity which characterizes 
Mr. Foltz. For the first time your re- 
porter was interviewed. After satis- 
fying himself that I apparently was 
a normal person with good Intentions, 
Tiny leaned back and told me to "fire 
away." 

If the facts which followed are un- 
exciting, then so are the stories of 
most small town Kansas men who 
go to college, meet their wives there, 
stay on to raise a family, and help to 
mold the minds of the next genera- 
tion. The facts seem to add up to 
this. Tiny Fotts Ib indeed one of those 
easy going people who simply do the 
beat job they are capable of and in 
doing bo endear themselves to every- 
one around them. 

Tiny received his bachelor's de- 
gree from Kansas State in 1927 and 
received Gamma Sigma Delta and 
Sigma Xi honors while doing so. 
Staying on with the help of a fellow- 
ship be received his M. S. In 1929. As 
he put It, he has been on the State's 
payroll ever since, dividing his time 
between teaching veterinary and 
medical technician students and in 
research for the Agricultural Experi- 
ment Station. He has also been a 
commissioner of the State Board of 



Summer School Calendar 

* wn iZrt Ha? rVSm 
Security Assembly sponsorship). 

Jume 22, Friday — Summer School Dance, 8:30-11:30 p 
reatlon Center. 



picture program, 12:25 
Monroe Doctrine (International 



Rec- 



KafurdA} — Examinations to remove conditions. 

scholarship deficiency report* to stu- 



Col- 



Jiine 
June 

dent* and deans are due 

June 28, Tueailajr, 10:00 a. m. — Earle Splcer, ballad singer, 
lege Auditorium. Professor. Charles St rat ton at the plane. 

June 87, Wednesday — Noon hour motion picture program, 12:20 
p. m. W116 (Willard Hall), Film*; Watchtower Over Tomorrow; 
People of Russia (I. 8. A. sponsorship). 

July 4, Wednesday— National holiday. 

July «, Friday— Summer School Dance. 8:30-11:30 p. m. Recre- 
ation Center. _ 

July 11, WedneecUy — Noon hour motion picture program, 12:25 
p. m. W115. Film: Fertile Frontier (Technicolor, Kansas) . (I. s. A. 
Sponsorship). 

July IS, Friday, 8:J3 p. 



hour motion picture 
Builders; Viva Mexico. 



School Play, "The 

. 12:28 p. 



July IS, 

m. W115. Films: 

July SO, Friday — Farewell party, first eight-week session. 

July SS and Si, Monday and Tuesday— Registration for all students 
tor the second eight-week Summer Session, 8:00 a. m. to 4:00 p. m. 

July 28, Monday — Tollefaen Trio, 8:00 p. m., Auditorium. 

July 84, Tuesday — Commencement convocation, Auditorium. Knox 
Ml Ilea pa, speaker. 

reek scholarship deficiency report* to 
not later than 8:00 p. m. 



Luc tie Rust, professor of home eco- 
nomics education, attended a conven- 
tion of f£e Interim Advisory Com m It- 
School 

te Economic* Club 
In Chicago last week. 



818 Is Official 
Enrolment Figure 

The official enrolment la 818 for 
the regular 19-week session and the 
first 8-week session of summer school, 
lt has been announced by Miss Mary 
Kimball, registrar. Of this number 
326 are men and 493 are women stu- 
dents. 

Three full 16-week sessions dur- 
ing the year enable returning vet- 
erans to complete their education In 
the shortest possible time and makes 
It possible for high school graduates 
to complete several semesters of col- 
lege work before reporting for duty 
with the armed services. 



Some species of Insects, including 
a number of butterflies, have taste 
organs In their legs, 



Kenney Ford to Texas, 
California Alumni Meetings 

Kenney Ford, alumni secretary, 
left Tuesday for Amarlllo, Texas to 
attend a Kansas state alumni meet- 
ing there June 20. 

He plans to go on to Los Angeles, 
Calif., for a meeting on the 80. It 
will be held In Pasadena. Short 
speeches by four very well known 
southland leaders, all Kansas State 
College graduates, will reveal what 
Is planned In their fields for the post- 
war period. 

During his stay In California, Mr. 
Ford plan* to visit with several 



Health for many years. 

Professor Foltz listed gardening 
and fishing among his favorite recrea- 
tions saying that he would devote ail 
of his time to the latter it left with 
no responsibilities. • * 

Asked about the nickname Tiny, 
Mr. Foltx accredited it to a pint-sized 
roommate who rechrlstened him as a 
freshman at K-State. 

The veterinary students say Tlny's 
method of teaching bacteriology 
makes it more than a series of lec- 
tures and awakens a real Interest in 
the subject. The lectures, interspersed 
with witticisms, forestall any desire 
for sleeping and outafde of the class- 
room the student finds an Interesting 
companion, eager as an undergrad- 
uate to participate in a "bull-Bes- 
Blon." 

Tiny tells this one on hlAself. 
While walking along the streets of 
his home town, Belle Plalne, he no- 
ticed a small boy staring Intently at 
him. He stopped and asked, "Young 
man, do you know me?" "Oh yea," 
the lad replied. "You're the new 



Smith and Dean Inspect 
In Northwestern Kansas 

Dr, R. C. Smith and Dr. O. A. Dean 
of the department of entomology at 
Kansas State College left Tuesday to 
do some Entological Commission 
work In northcentral Kansas. 

They will inspect various nursery's 
stock for Insect pesta and plant dis- 
eases. They will alio visit the O. 
W. Caldwell ranch at Smith Center 
to see the D. D. T. treatment that Is 
being used tor cattle. . 




John Law, one 
gamblers of all 
poker chip. 



of 



the greatest 
Invented the 



for June 



WEDDING 
\BAND 

Engraved 
Plain 

Fancy 

DIAMOND OR PLATINUM SET 

Designed for the Bride 
and for the Groom 

REED'S 

TIME SHOP 



The honeybee in Its work of col- 
lecting food, maintains a constancy 
to'one species of plant as long as that 
plant is in bloom. — K. S. C. 
ment Station. 



HOME ECONOMICS TEACHERS 

California 11400-13000; Washington 
|i300-»2*00—Colleg-e New Mexico be- 
June 12400. Hundreds others, 
oil Free. Cllne Teachers' Agency, 



Sin June 
nroll Fr 
East Lansing, Mich. 



As chairman of tbe Committee of 
North Centra] Regional Land Tenure, 
Dr. Harold Howe will go to Chicago 
this week for a meeting of this com- 
mittee to study the problem of real 
estate inheritance. 




Wedding 
Rings 

PLAIN 
ENGRAVED 



PAUL DOOLEY 

AggfcvUlc 




SMART SHOP 

Agglevllle 




If you have a spare moment 
I know they are few 
Just drop a letter "that" way 
It means a lot from you. 

COME IN AND SEE OUR COMPLETE SELECTION 

The College Book Store 



Crowder's Cleaning & Dye Shop 

Pknsa* 1*1*7 

You wear >m and tear em 
We clean and repair 'em 



Owner— L, K. (Dutch) KROELL 



Zipper Note Books 

In Genuine Leather and Imitations 

Leather Carrying Cases for Books 

Will Hold Six Textbooks 
Ctlluhid Tab Divider Sixtti 



CO-OP BOOK STORE 



It smooths on with 
your fingertips.^ . . 




Lucien Lelong's new 
liquid "cake" makeup 



• tints your skin in glorious 
look-alive shades . 

• gives your skin a naturally 
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Appoint First 
New Teacher Of 
Comprehensive 



16-Year-Old 



President Milton S. Eisenhower, to- 
day announced the appointment ol 
Cecil H. Miller as aasoetate professor 
of philosophy In the Department of 
History and Government. The Pres- 
ident indicated this was the first of 
several appointments of staff mem- 
bers who will help In the teaching of 
the" new comprehensive course In the 
humanities which will be offered for 
the first time this tall. 

Mr. Miller, who has been with the 
Department of Philosophy at the Uni- 
versity of Missouri for the past six 
years, will lecture In the comprehen- 
sive course on the humanities and 
offer a course in elementary logic 
and one in the philosophy of science 
for the fall semester. 

Present staff members who will 
lecture in the humanities group are; 
Charles Matthews, literature; Charles 
Stratum,, music; Rosamond Kedsle, 
arts and crafts; and F. L. Parrlsh, 
history. It Is tentatively planned that 
John Helm; Jr., and Mrs. Jen Deyoe 
of the Department of Architecture 
will lecture on architecture, sculpture 
and painting. Matthews. Stratum, 
Miller, Parrlsh and Miss Kedsle also 
will have recitation sections In the 
humanities. Miss Helen Elcock and 
11. W. Davis, both of the Department 
of English, may be assigned recitation 
sections. 

"Comprehensive courses at Kansas 
State are part of a new college-wide 
program- designed to assure sound 
training for citizenship and life in 
general while keeping to a high stand- 
ard of scientific and professional 
training," President Eisenhower de- 
clared. 

He pointed out that although the 
changes affect every curriculum in 
every school in the College and are 
more sweeping than any in Its mod- 
ern history, they do not involve entry 
Into new fields of study. 

Basic to the new program are four 
new eight-hour comprehensive or In- 
tegrating courses In each of the four 
great areas of knowledge: the physi- 
cal sciences, biological sciences, so- 
cial sciences and the humanities. 



I 



A K-Stater observed a birthday yes- 
terday. Not unusual — except that It 
was Bonnie Volesky's 16th birthday. 
A sophomore at Is, Bonnie has suc- 
ceeded In holding a Job and making 
a grade average of 2.3 . 

She came to Kansas State last fall. 
One official observed that he believed 
she was the youngest person ever to 
enroll here. She Is a student in in- 
dustrial chemistry and last year was 
employed 22 hours a week by the De- 
partment of Psychology. 

Bonnie's academic career is repre- 
sented by a long line of achievements. 
She began her school career at 6, and 
at the age of % was graduated from 
grade school with approximately a 
98 average. Her comment on doing 
her last three years work in one year 
was "I'd read all the books the sum- 
mer before, and the teacher thought 
I would Just be wasting my time". 

She entered Maryeville High School 
the next year. With the class of '48 
Bonnie, then 13 years of age, was 
graduated with honors. She then 
entered Brown Mackle Business Col 
lege In Saline for a six-month course 
Upon completion she worked for six 
months. Then, at 16', Bonnie came to 
Kansas State. - 

Tall, with brown hair and eyes 
Bonnie has lived most of her life on 
a farm near Oketo, Kansas. Her first 
interests in her school work are math 
amatics and chemistry. Although she 
Is carrying 8 hours of class work this 
summer, and is employed from 10 
to 20 hours weekly, Bonnie still finds 
time for two other favorites— playing 
the piano and dancing. 
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Grant Emeritus 
Status To Six 
Faculty Members 

Six faculty members who have 
served for 30 or more years on the 
Kansas State College staff have been 
granted emeritus status, according to 
President Milton S. Eisenhower. 

Holding the longest record of serv 
ice of the group Is B. L. Remlck, who 
has been with the College for 45 years 
and now becomes professor emeritus 
of mathematics. Professor Remlck 
was head of the mathematics depart 
ment from 1900 to 1937. 

Prof. George A. Dean, who began 
his work at Kansas State in 1902, and 
served as head of the entomology de- 
partment from 4813 until 1943, be- 
comes professor emeritus of ento- 
mology. 

C. O. Swanson, Internationally 
known as a cereal chemist, has been 
with the College since 1906 and 
headed the Department of Milling 
Industry from 1923 to 1988. He be- 
comes professor emeritus of milling 
Industry. 

Two men who came to Kansas State 
In 1810 and who have been granted 
emeritus status are Dr. B. C. Miller 
and Dr. E. L. Holton. Dr. Milter be- 
comes professor emeritus of plant 
•-physiology and Dr. Holton dean 
emeritus of the Summer School. 

Dr. James E. Ackert, dean of the 
Graduate School since 1939, was giv- 
en the title of dean emeritus of the 
Graduate School. He Joined the Col- 
lege staff In 1913. 

G. R. Pauling, maintenance super- 
intendent since 1913, will retire fro™ 
that position and will be succeeded by 
R. P. Gingrich, who has been assist- 
ant maintenance superintendent. Mr. 
Pauling will continue part time in the 



Dr. E. C. Miller 
Resigns K. S. C. 
Professorship 

Changes in the Department of 
Botany and Plant Pathology at Kan 
sas State made necessary by the re- 
tirement of Prof. E. C. Miller have 
been announced by President Milton 
S. Elsenhower. Professor Miller will 
become professor emeritus September 
1. His work will be assumed by Dr. 
J. C. Frazier, who has been promoted 
to associate professor. Dr. Stuart M. 
Pady is being employed to succeed 
Dr. Frazier. 

Dr. Miller has been with the Col- 
lege since 1910 when he Joined the 
staff as an assistant in botany. Here 
he entered upon a distinguished ca- 
reer as a teacher, Investigator and 
author. Hla reputation as a plant 
physiologist is world-wide and his 
textbook Is more widely used than any 
other book In that field. Dr. Miller has 
made a lifelong study of the life of 
Abraham Lincoln, has written a book 
on Lincoln and has spoken to many 
school, club and civic groups about 
Lincoln's life. 

When September comes, Br. Miller 
will close bis text books and go back 
to hla home In Baltimore, Ohio, to the 
farm where he was born In 1878. Dr. 
Miller recently was .honored by his 
children when they established an E. 
C. Miller unit to the alumni student 
loan fund. 



25 Teachers 
Get Promotions 



Promotions in academic rank for 
25 faculty members, effective July 1, 
were announced this week by Presi- 
dent Milton S. Eisenhower. Three new 
people will be added to the staff. 

Those promoted from associate 
professor to professor: George H. 
Wise, dairy husbandry; Reed F, 
Morse, civil* engineering; M. C. Mog- 
gie, education; M. J. Karnaugh, zo- 
ology; J. Harold Johnson and John 
M. Ferguson, both of extension. 
Donald J. Ameel, assistant profes- 



The Kansas Livestock Sanitation 
Committee of Kansas has asked Dr. 
L. M. Roderick of the Veterinary 
School at Kanaas State to help In 
formulating new regulations for the 
control of Bang's abortion disease of 
cattle in Kansas. The committee will 
In Topeka all during this week. 



Collegian Advertising Pays. Try It, 



the Department of Zoology. 

Assistant professor to associate 
professor: A, E. Hostetter, shop prac- 
tice; J. C. Frazier, botany and plant 
pathology; Nellie Aberle, English; It. 
C. Llnd and E. R. Hal brook, both or 
extension. 

Instructors to assistant professors: 
Joseph C. Didinger, architecture; Wil- 
liam H. Honstead, chemical engineer- 
ing; M. L. McDowell, chemistry; 
Hazel Howe and Doris Lois Gilmore, 
both clothing and textiles; Jane Wil- 
son Barnes, household economics; 
Jean Dunnigan, institutional manage- 
ment; Harold Shankland, A. G. Pick- 
ett, Earl Means and Elmer H. Smith, 
all of extension. 

Promotions from assistants to in- 
structors Include: J. A, Johnson and 
E. C. Swanson, both milling Industry. 

New staff members announced by 
the president Include Jacob E. Master, 
instructor in the School of Veterinary 
Medicine. Miss Abby Marlatt will be 
a new associate professor In the De- 
partment of Food Economics and Nu- 
trition. Miss June Knlskern will be 
a part-time graduate assistant in that 



Army Show Ends 
7th Bond Drive 

A far grimmer struggle was 
euacted in the stadium Monday night 
tban has ever been enacted during a 
rootball game, when the army's 
"Here's Your Infantry Show" was 
witnessed by approximately 4,600 
people. This show, emphasising the 
use to which war bonds are put, is 
otic of the events ending the 7th War 
Loan Drive. 

The searing fire of flame throwers, 
the staccato rattle of machine guns, 
and the "wbump" of high explosives 
brought the tempo of war home to 



Last week the students 
Kansas State College 
their tribute to the honors 
heaped by the world on General 
D wight D. Elsenhower; brother 
of President Milton Elsenhower. 
Representatives of the student 
body gave Mrs. Elsenhower a 
huge basket of flowers when 
their special train made an 8- 
mlnute stop In Manhattan, 
Thursday, and many students 
were on hand to cheer the Gen- 
eral. 

The College bad a special reason 
for their tribute as indicated In the 
postscript on the letter which was 
included with the gift of Bowers. 
"General Eisenhower," it said, "we 
think your younger brother Is a great 
guy too. For our money he's the best 
college president In the United 



Field House Plans 
Near Completion 

A committee from KansaB State 
College consulted the state archi- 
tect in Topeka recently about the 
plana for the College's new $760,000 
gymnasium and field house. Prof. Paul 
Welgel of the department of archi- 
tecture, Prof. M. F. Ahearn and Prof. 
L. P. Washburn of the athletics de- 
partment, and George Pauling, main- 
tenance "■• i 



the College. 

Boring to determine subsoil con- 
ditions at the proposed site will begin 
soon. If the tests are satisfactory the 
plans will be virtually completed. 

Actual building operations will 
have to be postponed until materials 
needed for construction are released 
and the present labor shortage eased. 



A. D. Weber, professor and head of 
the Department of Animal Husbandry 
at the College, will speak to the Kan 
saa City Farmers Club today. On 
July 7 Dr. Weber will be in Wlnfleld 
to attend a cattlemen's meeting. 



If all the people of the Chinese 
tlon walked single file past a given 
point the line would be unending as 
new generations would be born be- 
fore the last 



picture of fighting as one 
away from the actual battlefield. 

The 38 GI's who participated In the 
show have had battle experience In 
some theater. For many it is the last 
tour of duty before being discharged. 

Sgt. Nathan Jones, the announcer 
of the infantry show, was formerly 
an announcer for a Hutchinson radio 
station. His home town is Sal inn. 




StudenU* 

The students" letter to the General 
and Mrs. Elsenhower, signed by 
Stanley Stuart, commander of the 
Associated Veterans of World War 
II and Ruth Hodgson. Secretary of 
the Student Council, read: 

"We students of Kansas State Col- 
lege are proud to welcome you to our 
college community. We consider It 
a privilege to call yon fellow Kansans, 
and we are thrilled by the demon- 
strations of admiration and respect 
by the peoples of Allied Nations 
throughout the world. 

"We would like to have you visit 
Kansas State College as soon as you 
can, as often as you can, and stay as 
long as possible," 

A huge crowd of townspeople and 
students estimated at more than 5,- 

i Pacific sta- 
ef the man 
who led the Allies to victory In Eu- 
rope. 



Infantry Show 
Brings K-Stater 
Back To College 



John 
engl- 



Ballad Singer 
Gets Ovation 



Traditional American and English 
ballads were featured by Earle Spicer, 
baritone. In the assembly Tuesday 
morning. Mr. Spicer also entertained 
the audience with stories and histories 
of the ballads. 

The first group of songs which he 
sang were English ballads. Included 
in this group were "The Cornish 
arranged by Ross; "Lord 
arranged by Cyril Scott; 
"The Baabful Lover," arranged by 
Johnston; "Barbara Allen," arranged 
by Roger Qn liter; and "Dp from Som- 
erset," arranged by Sanderson. 

Before singing the American bal- 
lads, Mr. Spicer conducted a Shake- 
speare Quii, which gave the audience 
an opportunity to participate in the 
program. 

The American ballade were from 
different sections of the United States. 
He sang "The Little Mawhee," ar- 
by Bartholomew and "The 
the Old Cow Died On," arranged 
by Helen Norfleet. Mr. Spicer con- 
cluded the program by playing and 
si aglpg "The Warranty Deed." Ac- 
companying him on bit other num- 
bers was Charles St ration, associate 



War brouKht Staff Sgt. 
Greene, former Kansas State 
neering student, back to the scene of 
his college days in the garb of an in- 
fantryman^ 

Sergeant Greene was one of the In- 
fantrymen who appeared in the 7th 
War Loan show, "Here's Your In- 
fantry" in Memorial Stadium Mon- 
day night. 

Winner of the Silver Star, Bronse 
Star, European Theater ribbon and 
the Asiatic- Pacific Ribbon, Sergeant 
Greene is now a grave, retiring, man, 
sobered by the hardships of a Ger- 
man prison camp. 

Landing with troops In the North 
African campaign, he fought his way 
through It and went on to participate 
In the invasion of Italy. Captured 21 
days after landing, Sergeant Greene 
was interned in a German prison 
camp. For the next year he existed on 
the following diet which never varied 
from day to day and month to month. 
Breakfast was one-third cup of 
parched barley and oats coffee, din- 
ner 100 grams of bread, about the 
size of a roll; and for supper the "big 
meal," three-fourths quart of watery 
rice. He said the only thing which 
kept many of them alive was the Red 
Cross packages of food. 

Sneaking through German Unas in 
September, 1943, it took Greene until 
June, 1*44, to get back to American 
armies. Where or how he did it Is 
still a secret for fear of possible re- 
prisals upon the people who aided 
him. 

Sergeant Greene la a Quiet man, 
unaffected by his decorations or the 
plaudits of people who see him. 
His one ambition is to get back to 
work as a civilian and establish a 
home for his bride of 10 days. 



They heard him say "The last time 
I was In Manhattan, 1 sneaked In and 
sneaked out, but this time I want to 
see all of you." He was referring to 
a secret visit here last year with 
President Eisenhower and his fam- 
ily. The General good-naturedly 
shook hands with several children and 
signed autographs. As he gave one 
small boy his signature, Ike said, 
"And what are you going to do about 
getting a good football team here?" 

The General won the hearts of 
Manhattanites with his genuine hu- 
mor and kindness, as he has done in 
many of the capitals of the world. 
Upon a request from the crowd he 
pointed out the medals awarded him 
by the Russian and English govern- 
ments, among the many he wore on 
his summer uniform. 

When Stanley Stuart hoisted the 
huge basket of flowers to the train 
platform the General aald "Oh, my 
gosh," and gave a helping hand. 
Kathleen Patterson, Royal Purple 
queen and Patt Fairman, prominent 
Kansas State student, accompanied 
Stuart and carried two bouquets of 
roses ror Mrs. Elsenhower and the 
General's mother, which were pre- 
sented by Mayor Ross Busenbark. 
The Mayor also presented an orchid 
for the General's mother, although 
she did not appear on the platform. 

President and Mrs, Elsenhower ap- 
peared on the platform with General 
and Mrs. Elsenhower, along with sev- 
eral other relatives. The Manhattan 
Eisenhowers seemed to thoroughly 
enjoy the General's brief visit with 
their fellow townspeople. 

The General's special 11-car train 
went from here to Abilene for the 
home town celebration welcoming 
Abllene's greatest hero home. Presi- 
dent and Mrs. Eisenhower and their 
two children and Lloyd Elsenhower, 
a nephew of the General who is a 
student at KansaB State attended the 
celebration and family reunion in Abi- 
lene. 



College 

The Kansas State Horticulture So- 
ciety are holding a meeting In Man- 
hattan today to take a tour of the 
newly established College Horticul- 
ture farm. They will inspect the fruit 
growing 
there. 



About 88,000,000 home* in the 
United States are wired for electric- 
ity. 
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Comprehensive Courses Give Students 
Broadened Education In College 



C. E. Miller, ft man or many years 

experience In teaching philosophy, 
hu been appointed to teach part of 
the comprehensive course "Man and 
the Cultural World.'' 

The appointment was but one of 
the steps in the new program of com- 
prehensive courses explained by 
President Elsenhower as courses — 
v — got within the student's field of 
specialization — but as a broadening 
supplement to each technical field — 
taught to give an understanding of ft 
whole field of knowledge." 

President Elsenhower and 100 fac- 
ulty members of committees and sub- 
committees began a study of compre- 
hensive* in December. 1943. Last 
January, after more than a year of 
study »nd planning, the program 
which will go into effect this fall was 
announced. 

We have studied the reports and 
plans for the comprehensive courses 
in the four great fields of knowledge 
— social sciences, biological sciences, 
physical sciences and the humanities. 
From the students point of view, we 
believe the courses will do the Job 
they are designed to do, and that they 
have the sanction of the majority of 
students, Bat, »t the same time, we 
endorse the provision already made 
that they be subject to revision aa 
practice brings their faults to light. 

Students here too long been con- 
rused by scattered and related cours- 
es giving them small bites Into broad 
highly technical fields. One course 
in geology, a course designed prima- 
rily for majors in that field, can give 
the student only a vague smattering 
of the subject, leaving it unrelated 
to common usage. 

President Elsenhower defines the 

tfol- 



1. To provide sound technical or 
professional education. , 

2. To help each student obtain a 
working understanding of each of the 
great fields of knowledge. 

3. The fostering of cool, clear, dis- 
criminating Judgment. • 

4. To give the student an under- 
standing, deep and abiding faith In 
democracy and a willingness to work 
for democracy. 

The President further explains, 
"We are In danger of losing democ- 
racy because not enough minds have 
been trained to reason broadly, 
ly and accurately in all the 
fields that concern * modern democ- 
racy. We must therefore give as much 
attention to the development of Judg- 
ment ffs we do to the mastering of a 
given field of subject matter. You 
cannot expect humans to develop 
judgment automatically, any more 
than you can learn to play bridge 
without playing. In curricnlar and 
extra-curricular activities, we should 
encourage at least a broad under- 
standing of all the basic fields of hu- 
man knowledge, give genuine prac- 
tice In arriving at sound conclusions 
on a multitude of Important prob- 
lems, and eneoursge constant partici- 
pation In democratic procedures." 

In order to get full benefit from 
the new courses, the student must be 
informed of their aims. Although 
most schools of the College have in- 
cluded at least one comprehensive 
course In their currlculums, the stu- 
dent will, In some cases, make a 
choice between ft comprehensive and 
regular course In a field unrelated to 
his major field of study. He needs 
to have ft knowledge of what they 
include. A series of articles in the 
Collegian will seek to explain the new 
over-all program and the four 
prehensives to students. 
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Infantrymen Urge 
War Bond Purchases 

Veteran Combat infantrymen gave 
a spectacular demonstration of war 
as "Private Somebody" sees It from 
the ground Monday night in Memorial 
Stadium on behalf of the 7th War 
Loan drive. 

A masterpiece of showmanship, the 
simulated capture of a Jap pillbox, 
was the most realistic war demonstra- 
tion we have seen. The audience felt 
in part the tension and suspense the 
soldier feels as he crawls through the 
Jungles of a South Pacific island, 
never knowing when death may 
strike. 

The huge audience, with a gener- 
ous proportion of students, was asked 
to share the Infantrymen's experi- 
ence, and was constantly reminded of 
the dollar cost of supporting even a 
small section of the United States 
Army. 

It was ft spectacular free show 
which townspeople and students en- 
Joyed. It was a new and different 
place to tftke your date, but It was 
also an appeftl to buy War Bonds. 

The Riley County sales have already 
passed the total quota, but the E bond 
sales are short of the quota by about 
124 2,831, according to John Cordis, 
county chairman. K bonds are those 
bonds which sell for 118.75 with a 
maturity value ..r J 26. No special stu- 
dent drive has been made, but stu- 
dents can help in meeting this last 
quota before the end of the drive 
June 30. The faculty and employees 
of Kansas State College have already 
bought over 1160,000 worth of bonds 
In the 7th War Loan. If it were for 
a new dress or trip to Kansas City, 
every student could scrape up $18.75. 



-:- AD LIBS -:- 



The Rerurbtshliig 

Through the walla of our lean-to 
office drifts the conversation of the 
painters wbo are welldlng the brush 
to the tattered walls of Kedzle Hall. 
We gladly endure the young painters' 
discussions of love in a Junior high. 
We smile sweetly at the step ladder 
wolves as they drip paint In our hair 
on our infrequent trips Into the outer 
world. Their brushes have brought 
pale canary yellow life to grey ceil- 
ings. We are happy with our ceilings 
but Imagine the Jubilation in Edu- 
cation Hall, where they're getting a 
whole new roof. 



Good afternoon Mr. and Miss Col- 
lege and all the souls at sea, this Is 
Walter Whooxlt, your unidentified 
gossiplst bringing to you the spicier, 
ihe sillier, the truly cruddy side of tbe 
news. Let's go to press— 

HIOHspot of tbe social drnnktlons 
last weekend was the Phi Delt-Sig 
Alph clambake. MUo Johnson was 
deckM out In a suave, long-tailed' 
shirt and the duck lest swimming 
trunks imaginable. Scarborough de- 
cided to stay on after festivities of- 
ficially closed to brew coffee for the 
boys. That gal hbo' gets around don't 
she! 

Scoop* of the Week: The A. O. R.'s 
pledge a man without a car. Must 
have been an Inheritance. 

Speaking of the same fraternury, 
we notice Van Wallegben pursuing 
that favorite A. G. R. sport of what's 
yours, brother, Is mine— the mine or 
thine in this case being Brother 
Brown's late and lamented Sarah Ul- 
rich. 

It is reliably reported here that 
wedding bells will ring in the near 
future far Max Sutter and Jerry 
Smythe. 3 my the went home with Max 
last week to get acquainted with 
mama. 

The Tekes managed to get out of 
town this weekend for a mild sort of 
brawl at Wabaunsee. Survivors say 
there is nothing to report except that 
one Junior Mnbba got rolled for his 
wad by one of the local belles. Soren- 
sen's Note: Only the Tekee go to Wa- 
baunsee. 

"Darling I am getting no younger 
fast" department: Nina Just claimed 
she wanted to get away from it all 
when seen out with the girls Friday 
nigbt. Of course after she was stood 
up and took another 10 p. m. date bid 
Saturday night we believe her. 

Interviewing Phyl Gfeller about 
the desirability or shavetails for boy- 
friends, we were informed that they 
definitely rate, especially when they 
go home on furlough and leave baby 
with the car. 

Weekly quote: Sorensen— "Jill 
and I are only friends. When I have 
no one to go out with I call her and 
when she has no one she calls me." 
What happens when Johnson gets 
lonesome? 

And so until next week at this same 
time dear friends I remain disrespect- 
fully yours. 



— 
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* Bars and Stripes ★ 



Lt. Col. Orral Abel, '35, has 
awarded the Bronx* star Medal for 
meritorious service. The cltition 
reads in part: 

"For meritorious service In con- 
nection with military operations 
against the enemy during the period 
of July 28, 1»44, to January 80, 1946, 
in France, 
Germany. 



Mediterranean Theater Ribbon with 



Beverly David Stagg, Ag. '40, Is 
a radar operator aboard one of the 
nation's newest destroyers. Prior to 
his entrance Into the armed forces, 
he was employed as a county agent 
by the Kansas Extension Service. 



Cpl. Robert E. Stewart, f. s„ 
graduated as a radar mechanic, 
ciallslng in navigation, from an ad- 
vanced communication course May 2* 
at Boca Raton Army Air Field. 



Lt. Hale A. Dodge, f. s, 
cently awarded the Air Medal for 
meritorious achievement while par- 
ticipating In medium bombardment 
missions. As ft bomber pilot, he has 
completed 46 missions 
beld territory in Burma 



First Lt. Maynard L. Abrahams, 
veteran combat navigator In the Euro- 
pean theater, has been sent to Elling- 
ton Field, Texas, where he is attend- 
ing a school In advanced navigational 
techniques. He received his commis- 
sion In the Infantry at Ft. Benning, 
Oft. After transferring to the Air 
Forces, he became a navigation stu- 
dent officer and was awarded his 
wings at the advanced navigation 
school, San Marcos, Texas. He spent 
nine months in the European theater 
and was awarded the Distinguished 
Flying Cross, the Air Medal with four 
Oak-leaf (' luster* and the Theater rib- 
bon with two Battle Stars. 



Foster 

It Is certainly Ironical to see Ger- 
man prisoner's of war wandering aim- 
lessly around the campus after talk- 
ing to a released American prisoner 
who talked in terms of loaves of 
bread divided into twelths. You'd 
think someone would at least make 
them walk a little faster. 



Mid-semester exams have slipped 
by without the usual fuss and bother 
among students. A test over four 
weeks' work doesn't seem so formi- 
dable as one over eight weeks. The 
time for forgetting has been cut In 
half. 



Kiwai State Instructor 

Writes for Hone Ec Magailne 

Mrs. Jean Dunnlgan, instructor In 
institutional management at Kansas 
State College, has written ac article 
on the. school food service courses of- 
fered at the College for the magailne. 
"What's New in Home Economics?". 
The course, which has been offered at 
Kansas State for several years, Is now 
a required course in foods for all 
home economics students who plan to 
teach giving them training In 
ing school lunchrooms. 



headquarters in Italy 
word that MaJ. Martin O. Pat- 
tison, '38, was recently awarded the 
Silver Star Medal for gallantry in 
action while serving with the 473rd 
Infantry Regiment. This unit was 
attached to the 92nd Division and 
saw action on tbe Ltgurlan coast dur- 
ing April. Major Pattlson was a civil 
engineer prior to entering military 
service in March, 1941. He ha 
overseas since April, 1943, and 
the American Defense Ribbon and the 




Lt. John R. Moore. Jr., B. A. '41 , 
has completed his third action-packed 
year of amphibious warfare. He en- 
listed In the Navy shortly before 
Pearl Harbor and has seen action on 
the African beaches and In the South- 
west Pacific. 



Philadelphia was the Greek name 
or a province in eastern Palestine, 



During the past two years 900 stu- 
dents have been enrolled in the War 
Training program at the College. 
Nine special courses, all of college 
level, were offered. The courses 
ranged In length from 8 to 16 weeks. 



The Kansas State Collegian 

Published by students of Kansas But* 
Collsgi of Arrlcultur* and Applied 
Science Thursday of each week. 



The Mortar Board at Indiana Uni- 
versity is working on a project to 
furnish pdnts of outstanding paint- 
ings that may he rented by the women 
living In the college residence halls 
so that they may decorate their rooms 
with "artistic taste." It would be im- 
polite and an insult to the "artistic 
taste" of the American college wo- 
man to say that Varga will be more 
popular. It would he even more im- 
polite to say that the Mortar "Board 
Is wasting Its brilliant time. 
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Improved kerosene lamps were 
considered the highest luxury lo light- 
ing available at Kansas State College 
until 1S81 when the college installed 
its own gas system. 
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SHORT CUT 
TO SUMMER 




Get the most out of your play period — en- 
joy It to ita fullest by wearing the right 
clothes. 

FOR EXAMPLE: — 

T-SHIRTS In stripes or plain colors — de- 
signed for action with shorts, slacks or 
skirts. You'll want several. 

$1.59 and $1.98 

SHORTS with or without pleats (some 
with bibs) in cotton twill or sharkskin. 
Loiipop colors. $2.50 and $3.50 

HALTERS AND SHORTS to match in white cotton twill, 
colored seersucker, printed pique or white sharkskin. Ex- 
pertly tailored in flattering lines. $3.49 to $7.95 
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Lt. George H. Bain. '38, is now at- 
tached to the Naval Training Center, 
Miami, Pla. Before his entry Into the. 
Navy he taught chemistry at 
]y Junior College, Hoberly, Mo. 



Norton W. Sanders, f. 
cently promoted to the rank of major, 
It has been announced by MaJ. P. 8. 
Sylvester, bis commanding officer. 
Major Sanders has served in the ATC 
Base Unit In China since 1944. He is 
a pilot and operations 



HAT SALE 

One Group Early Spring Hats 
NOW 

\ Price 

ONE GROUP 20% OFF 

War^h^rn^Hat Shop 



NEW DRESSES 
For the 4th 



Complete line in 
Cottons and Rayons 



SMART SHOP 




We bring the jungle 
into your own 
back yard 

Not that horrible jungle of 
Guadalcanal . . . but the col- 
orful jungle of your child- 
hood Imagination. 

Every color Is here in 
Spring shirts . . . bright 
greens, yellows, reds. 

There are the most vivid 
sports shirts we've adver- 
tised since the war began 
and we have the feeling 
that they won't last long. 

•1.9* to $7.95 
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Na Rest For Coach, 
Even In Summer 



At tbe close or the spring 
Head Basketball Coacb Fritz Knorr. 
found himaelt with no couruten or 
grfdsters on whom to poor out hit 
wise council. " - 

Coach Knorr isn't, however, lead- 
ing tbe lite of Retlly that many peo- 
ple think coaches lead In the summer. 
Besides having physical education 
classes in basketball, swimming, and 
gym work, Frit* teaches first aid two 
nights a week to tbe Civil Air Patrol 
students. Coach Knorr also is In 
Charge of the American Legion Base- 
ball team which practices three nights 
a week and plays a weekly scheduled 
game. 



Dorf 



Is Modest, 
But Popular Prof 

It's a tough Job to Interview a man 
whose modesty prevents htm from 
realiiing his own importance, but it 
speaks well for his character. Carl 
Dorf is another of the professors at 
Kansas State who teaches because 
to him bis Job is the most satisfying 
of any career imaginable. 

Certainly this spirit must be in- 
stilled into his students for Professor 
Dorf is probably as well-llked as any 
Instructor in the College. 

When you can't find out too much 
about a man from himself you ask 
his friends. Their opinion la that Mr. 
Dorf is one of the most "human" 
individuals they know. The word hu- 
man is rather intangible but there 
seems to he another adjective which 
fits so well. A characteristic which 
stands him in good stead in the lab- 
oratory is that of unending patience. 

Professor Dorf was attending Beth- 
any College when the United States 
entered the first World War. After a 
period of duty In the Army he re- 
turned to Bethany to graduate with 
a degree in chemistry in 1920. ■ 

Following graduation Professor 
Dorf worked as a chemist for Mid- 
western Sugar Company and then 
was a teacher In Kansas and Wyo- 
ming high Bchools. Returning to Kan- 
sas he received his M. S. from Kansas 
State in 1932. Later work on a Ph. 
D. was interrupted when fire de- 
stroyed the old chemistry building 
and his thesis materials. He has be- 
gun that work again. 

Mr. Dorf 'b favorite recreations are 
golf, bridge, and woodworking. In 
bridge he plays a cautious band, win- 
ning his share of prises. If you at- 
tend the city band concerts this sum- 
mer you'll see him playing the cor- 
net. 

Tbe two persona roost important to 
Professor Dorf are his daughters, 
Charlotte and Dorraine, students at 
Kansas State. 

Probably this sketch doesn't do 
Justice to a man so well-llked and 
pleasant to be around. The best way 
to appreciate such a person is to 
know him intimately and In that way 
realise his true worth. 



Retain Dean, 
Department Heads 
Another Year 

One dean and four department 
heads who have reached the age of 
86 at which time they normally Would 
be relieved of administrative duties, 
will continue to hold their positions 
another year at Kansas State. 

President Milton S. Eisenhower 
has announced that Dean R. R. Dyk- 
stra of the School of v. 
iclne; B. L. Holton of the 
ment of Education; M. F. "Mike" 
Ahearn, head of the Department of 
Physical Education and director of 
athletics; L. E. Conrad, bead of the 
Department of Civil Engineering; 
and W. W. Carlson, head of the De- 
partment of Shop Practice, are to 
continue In their present posts for 
another year. 

All five- men have been prominent- 
ly Identified with the growth and 
progress of tbe College for more than 
SO years and are known to thousands 
of Kansas State College alumni 
throughout the world. 

Dr. Dykatra, a graduate of Iowa 
State College in 1905, Joined the Kan- 
sas State staff In 1911 as a professor 
of surgery and In 1919 became dean 
of tbe School of Veterinary Medicine 
and veterinarian of the agricultural 
experiment station. 

"Mike" Ahearn came to 
State In 1904, following graduation 
from Massachusetts State, taught 
horticulture and coached some of the 
early K -State football and baseball 
teams, and in 1920 gave up tbe teach- 
ing of landscape gardening to become 
director of athletics. 

Mr. Conrad, who has degrees from 
Cornell College and Lehigh Univer- 
sity, came to Kansas State College in 
1908 and a year later became head 
of the Department of Civil Engineer- 
ing, He has been civil engineer of 
tbe experiment station since 1918. 

Mr. Carlson was graduated from 
Kansas State College In 1908, Joined 
the staff in 1912, and became head of 
the department five years later. He 
i been Industrial engineer of the 
experiment station since 1913. 

Dr. Holton, head of the Department 
of Education since 1913, came to the 
College in 1910 as professor of rural 
education. From 1917 until 1944 he 
also was dean of the summer school. 
He Is a graduate of Indiana Univer- 
sity and received his doctorate from 
Columbia. 




Organize 
School Orchestra 



Dr. Harold Howe, professor of agrl- 
rullural economics, who has been ap- 
pointed dean of the Kansas State 
Graduate School, to succeed Dr. James 
E. Ackert, who baa been dean of the 
Graduate School since 1081. 



The summer school orchestra, un- 

sociate professor no 
public appearance planned for the 
summer, due to the small site of the 
group. The orchestra Is composed of 
college students, faculty, and Man- 
hattan residents. 

The members are Violin, Max 
Martin, David W infield Cone, Alma 
Louise Frye, William Gage Johnston, 
Eulalla Rails back, Fat Collister, and 
R. H. Brown: Viola. Mrs. Dorothy 
June Jones; Cello. Jim Farrell, June 
Marilyn Tucker; Flute, Eugene P. 
Kenney, Margaret Stafford, Shirley 
Plnegar, Nadlne Rose Noyes; Oboe, 
John Wagoner; Clarinet, D. B. Par- 
rlsh; Trumpet, H. M. McPadden, 
Jerry 0. Rosenblatt: and Trombone, 



Despite inadequate financial sup- 
port, important home economics re- 
search projects have been carried on 
by Kansas SUte College the past Men- 
nlum. The work has involved studies 
of the role of vitamins in human nu- 
trition, of cooking qualities of meats, 
of synthetic fabrics, of family ac- 
count keeping, of laundry processes, 
of child behavior, and of various 
other subjects. 
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Collegian Advertising Pays. Try It, 



Quoin for Next Tear 

Twenty more girls will Jjie living 
at Van Zile Hall this year than in 
previous years, according to Dean 
Helen Moore. Additional facilities 
are being prepared at the Hall to ac- 
commodate a greater number of girls. 

Dean Moore has received many 
more inquiries from girls wanting to 
live at Van Zlle this next year than is 



4-H Club 

Collegiate 4-H Club members will 
dance to recordings in Recreation 
Center from 8:30 to 11:30 Friday 
night. Phyllis Hurty Eyestone, social 
I, is in charge of the dance. 



Bayfield To 
Milling Post 

Dr. E. G. Bayfield, head of the De- 
partment of Milling Industry at Kan- 
sas State, has been appointed Direct- 
or of Products Control and Research 
of the Standard Milling Company. 

Dr. Bayfield came here from the 
Agricultural Experiment Station. 
Wooater, Ohio. While In Ohio he was 
instrumental In setting up the fed- 
eral soft wheat laboratory coopera- 
tive between the Ohio station and the 
United States Department of Agri- 
culture. 

For tbe past two years Dr. Bay- 
field has been In charge of the Hard 
Winter Wheat Quality laboratory 
which Is a cooperative between the 
Kansas Station and the Bureau of 
Plant Industry, United States Depart- 
ment of Agriculture. 

Dr. Bayfield will spend a major 
part of his time during the next few 
months at the various properties of 
the Standard Milling company a 
in investigating the qualities of the 
new crop both In the Southwest and 
In the Northwest. 



To Arrive Next Week 

Luther Leavengood, new bead of 
the Department of Music, is expected 
at Kansas State College to begin Mb 
duties about July t. He will succeed 
Prof. William Lindquisi, who has 
been with the department since 1926 
and became head of the department 
Id 1987. Mr. Liudquist will become 
professor of voice at the beginning 
of tbe new fiscal year July 1. 

Mr, Leavengood was formerly bead 
of the Department of Music at Ari- 
zona SUte Teachers College, Tempe, 
Arls., and has an Impressive record 
of music activities. 



Collegian Advertising Pays. Try It. 



Dr. E. B. Pauley 
Optometrist 



52] 106 N. 



Barney Youngcamp. Notary Public 
and Realtor. Day or Night. 1J24-A 
Moro. Phone 3380. 



LOST — Black Parker fountain pen. 
Name engraved. Please return to Col- 
lege post office. Floyd 



Eat At 

MANNING 
CAFE 

Fresh Clean Food 
Well Cooked 



- 



College Outline Series 

Chemistry, Physics, History, Math and Zo 

There are other tough ones, that bring the grades down low. 

So If you're having trouble, Just use the C. O. S. 

They are a benefit to everyone whose grades are in distress. 

" * ' 

The College Book Store 
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TOD AT THRU TUESDAY 

Gray 




SOIf OF LASSIE 

In Technicolor 
with 

Ptln l.awtort - Dean Id Crimp 
Jour Lorkaart - Nljrvl r 
Laaair nnrf La&tlc 



NU WAY 

8c Dyers 



Phone 3555 



-722 N. 




with 




1. It promotes a glorious 
golden tan and screens 
out the harmful raya of 
tbe *>u n . 

2. It keeps your akin soft, 
smooth and promotes a 
healthy outdoor look. 

3. It guards your skin In 
sun and wind; against 
that dried out look; 
against harshness and 
chapping. 

4. It's Lanollzed! 



"WlNTHfoP' 

WALKAWAY FAVORITE 

"Saddle up" for a fast round of summer fun in 
this sporty Wintbrop. You'll find it the smart- 
est, sleekest, moat comfortable "mount" youVe 
ever known ... an all 'round thoroughbred. 



H.J. GRIFFITH 

DOWNTOWN THEATRES 



WAREHAM 
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NOW SHOWING 
Taialah Bank head 

Charles Cobnrn 

—In — 

A Royal 
Scandal 

Adult Entertainment 



— SUN. - BfON. • TUE8. — 

'dward 0. Robinson 

and Joan Bennett 

-in- 

The Woman 
in the Window 



STATE 



— LAST TIMES TODAV — 
John Wayne - Anna Lee 

— in— 

Flying Tigers 



— FRIDAY 

Lionel Atwell 

George Zueeo 

—In— 

Fog Island 



AND 



Wild Bill Elliott 

— in— 

Vigilantes of 
Dodge City 



STARTS SUNDAY 



Jane Frasee 

— in — 



The Big 
Bonanza 



AND 



<: . 



Shoes 



Ann Miller and 

William Wright 

Eve Knew Her 
Apples 



CARLTON 



— LAST TIMES TODAY — 

Man from Frisco 



— FRIDAY - SATURDAY — 



Jerry Colons 

-in- 
Atlantic City 

STARTS SUNDAY — 

Denal* Morgan 

Eleanor Parker 

— in — 

The Very 
Thought of You 
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SOCIETY 



K-Ststera are making ao- 
eiety newa with Announcement of 
their marriage* and engagement!. 

first on tbe list ia the marriage of 
Lynn Sch modem* on, fa., to Lt. Wil- 
liam Elllnger at the post chapel, Fort 
Riley, laat Saturday. Lynn la a mem- 
ber of Chi Omega. 

Roberta Hazel Brown of Wamego 
wai married to Marshall A. Brewer 
of Ulyaaea. Mrs. Brewor attended 
Kanaaa State Collage and alao Em- 
poria State Teacher* College. Mr. 
Brewer attended Fort Hays State Col- 
lege and la now a senior Is the Uni- 
versity of Kanaaa School of Medicine. 
The marriage took place on Friday 
•t tbe Wamego Presbyterian Church. 

Mary Setter of Manhattan has an- 
nounced her engagement to Lt. Ed- 
win JF. Feddll of Worceater, Ma«a. 
Mary l« a student at Kanaaa Slate. 
Lieutenant Feddll was a aenlor at 
Massachusetts- State College and ia 
now stationed at the Cavalry Re- 
placement Training Center at Fort 
Riley. 

The marriage of Jean Jeiaop of 
Lyndon to B/flgt. Hobart D. Neill, fa, 
of Vaaaar will take place July IB In 
Lyndon. Mlea Jeaaop attended Waab 



Patt Faii-man Heads 
College Play Cast 

In tbe College play. "The Damaak 
Cheek," to be produced July 13, Patt 
Fair man as Rhode Meldrum, a woman 
oi the brink of old-ma Idhood, cornea 
to America in the laat hope of finding 
a man. Her. search and the results 
combine to make tbe play a hilarious 



Wendell Kerr, Nina Jean Heberer, 
and Carolyn Myera play leading sup- 
porting rolea. 

Other players Include: Donna Faye 
McVay from Sterling, a freshman in 
Home Economica; Helen Cblldera, a 
junior In physical education, who has 
taught for five yearn In the Cawker 
City grade achool; Lola Alene Cra- 
vens, Randolph, who is enrolled in 
Aria and Sctencea, and plana to teach 
Monitar school near Leonardville, 
tbla winter; and Philip Riser, Man- 
hattan, who has played In the pre- 
vious production, "The Man Who 
Came To Dinner." 

Craig Bracken, president of K- 
State Players during 1944-45 and 
secretary of the National Collegiate 
Players, Is another member of the 
cast. Other productions at Kansas 
State In which he bas played include 
"Heaven Can Wait," "The Man Who 
Came To Dinner," "Incognito," and 
"Over 21." His home is in Phllllps- 
burg. 



KSAC Features 
England On Friday 

Great Britain will be featured on 
the ISA radio program at 12:30 p. m, 
Friday. 

The material waa prepared by a 
committee consisting of Margaret 
Parker, Nancy Bramwell and Pat Col- 
llBter. They represent the Delta Delta 
Delta sorority. 

The program will be presented by 
Margaret Parker. Pat Colllster and 
Lloyd Elsenhower, 

Next week the programs will fea- 
ture the United States. No ISA pro- 
gram will be presented on Wednes- 
y. July 4. The regular discussion 
Is scheduled for Friday, 



Professor Agan 
Is Chairman Of 
Housing Groups 

Hiss Teetie Agan, associate pro- 
fessor of household economics, waa 
elected chairmen of the houafng divi- 
sion of the American Home Econom- 
ics Association at a council meeting 
and workshop at Northwestern Uni- 
versity, Evanaton. 111., recently. Mlaa 
Dorothy Barfoot, bead of the art de- 
partment and retiring chairman of 
the art division of the association, alao 
attended the meeting. 

Tbey atndled bousing and visited 
a public housing project with Carl 
Bohnen who executed the project In 
Evanaton before tbe war. Mr. Boh- 
nen waa in charge of housing projects 
In Wichita recently and soon will be- 
gin work on ITS bouses for paper mill 
workers In Menoka, Wis. 

The new chairman of tbe art divi- 
sion Is Mlaa Helen Allen, chairman of 
the art department, University of 
Wisconsin, and the outgoing chair- 
man of tbe housing dlvlaion la Mlaa 
Mary Matthewe, Purdue University. 



Study House 
Maintenance 
At Workshop 

Repair of household equipment, 
efficient use of storage and safety in 
the home, are being emphasised In 
the two-week House Maintenance 
Workshop being beld on the Kansas 
State campus. Teachers and home 
demonstration agents are attending 
the workshop which ends Saturday. 

Miss Teesie Agan, associate pro-' 
feasor of household economics, Mlaa 
Vera Eltltborpe, college extension, 
and Elmer Smith, agricultural en- 
gineer In extension, are teaching sold- 
ering, straightening of aluminum 
ware, electric wiring, cleaning and 
repairing of sewing machines, stor- 
age, and other arts useful in the 
home. A class In job methods train- 
lag teaches the home economists 
how to Improve their own efficiency, 
while another in job Instruction 
training prepares them to teacb others 
how to save time and effort at work. 

Last week Miss Naomi Johnson, 
clothing specialist In the extension 
service, taught slip covering of sev- 
eral types of chairs, and-Mlss Vlda 
Harris of the art department gave 
polntera on Interior decoration. 

The workshop Is being held this 
week In the Agricultural Engineering 
Shops, Margaret Ahlborn Lodge, and 
various classrooms on the campuB. 



Jane 28, 1»44 



1,622 
Conferred By 
Graduate School 

v * • 

An all-time list of graduate stu- 
dents of Kanaaa State College bas re- 
cently been compiled by Dean J. E. 
Ackert a/id recent secretaries In his 
office. The Hat covers the period from 
1S68 to 1 946. 

Since IMS, when the College waa 
first authorised to confer doctor's de- 
grees, there have been 17 Ph. D. de- 
grees granted, and l ,606 master's de- 
grees have been conferred since the 
beginning of tbe Graduate school, 
making a total of 1.622 graduate de- 
grees. 

Graduate atudents are working In 
all fields for which tbe College waa 
established to offer training and there 
are alao specialised workers. Spe- 
cialised training has been offered In 
agriculture, engineering and archi- 
tecture, home economics, veterinary 
medicine, arte and sciences, armed 
forces, and industry. Such positions 
as deans, professors, directors, and 
college presidents have also been filled 
by graduate students. 

Dean Ackert haa been head of 
Graduate Study for 22 years and 
Dean of the Graduate School since 
Ita establishment In 1931. Since that 
time there have been 8,613 graduate 
students. 1,404 of whom received tbe 
master's degree. 



Craft Students Teach 
Soldiers At Junction 

Soldiers at the USO in Junction City 
are given a chance to participate in 
craftwork every Sunday afternoon by 
Home Economics and Art students 
from Kansas State. 

Tbe young women, some of whom 
are interested in occupational thera- 
py, take turns going to Junction City 
to teacb the men how to handle craft 
tools and to do tbe work. Usually 
six or eight soldiers participate. 

Most of the projects carried out 
are In leathercraft or weaving. The 
students, accompanied by Miss Doro- 
thy Barfoot, bead of the art depart- 
ment, leave at 1:30 on Sunday af- 
ternoon and stay until 6:30. Barbara 
Defenbaugh and Joan Godfrey made 
the trip last Sunday. 

Sometimes the pupils reverse the 
teaching process. One Sunday the girls 
were visited by a man who had made 
saddles for nine yeara. Another time 
they discovered that a soldier who 
was interested In card weaving and 
knotting had worked In a hosiery 
knitting mill for 18 years. 



Dale of the Canteen 
Bays Crooke Ttng Store 

Dale Simons, well-known host at 
the College Canteen, bas recently en- 
tered into a partnership with Louis 
Jorgensen. and purchased 'the Crooke 
Rexall Drug Store at Third and 
Poynta here. 

Dale stated that there would be no 
change at the Canteen aa he will man- 
age it. Mr. Jorgensen will handle the 
downtown store, which they will oc- 
cupy on July!. 

When asked If this was a move to 
avoid losing business when the new 
Student Union bulldlag opened, Dale 
aald that ho believed that with the 
return of normal times the College 
would have enough students that 
would be more business than 
could haadle. 



Dietetics Students 
Manage Tearoom 

Seven senior dietetics majors are 
managing the College Tearoom this 
summer under the supervision of 
Merna B. Miller, tearoom manager. 
Through thia work the women get 
a complete picture pf tbe operation, 
organisation, and management of a 
tearoom under the same conditions 
as a commercial establishment. 

Each week the women alternate 
among jobs, Including manager, din- 
ing room supervisor, waitress, salad 
girl, coat accountant, kitchen super- 
visor, and kitchen assistant. By this 
plan, each gets a chance to do each 
job in the operation of a tearoom. 

The dietetics majora work from 
4 p. m. to 7:30 p. m. week days. They 
receive three credit hours and their 
evening meal. "They work hard," 
said Mlaa Miller, "but they gain a 
great deal of experiei 



2s 



A new roof Is being put on Educa- 
tion Hall and minor repairs are being 

on the inside. 



The east side of Anderson Hall la 
being remodeled, and several other 
buildings are being repaired and 
painted. 



Paper Goes To War 



Waste paper from Kansas State is 
going to war. 

An average of six barrels of waste 
paper Is collected each day on cam- 
pus. It is taken to a room, which was 
formerly used as a coal bin, where it 
is baled. Each hale weighs 110 to 122 
pounds. 

For the moat part these bales of 
waste paper are turned over to tbe 
army, and are used In the manufac- 
ture of vital war materials. Shell 
cases, explosives, and gun wadding 
are all made from such things aa old 
test papers and crib sheets. 



Elementary Teachers Waste* 

California fl900-M100; Michigan 
11800-MS60; New York flTOO-ftlOO. 
Hundreds needed for many other 
States. Let us place you where there 
is an established salary schedule. 
Enroll Free. Cllne Teachers' Agency, 







BREWER 

MOTOR. CO. 

4Mb and Poymta 

PHONE 



EVERY BBBTICK 
FOB THE MOTORIST 



- - LOOK - - 

for Gifts and 
Hardware 



at 



Waters Hardware 

Dial 4M7 



Whiting's Charm Letters 

The Latest in Better Stationery 

Overland Mail 

For Airmail 

CO-OP BOOK STORE 



Dr. Knox Millsaps 
Will Be Speaker 
At 



Knox Millsaps, who at 23 years 
of age holds a doctor of philosophy 
degree from California Institute of 
Technology, will speak at the summer 
school commencement assembly at 
Kansas State College July 24 at 11 
s. m. 

Approximately 30 students will be 
granted degrees by President Milton 
S. Eisenhower. This number Is In ad- 
dition to 227 men snd women who 
already have been granted degrees 
this year. 

Dr. Millsaps is a research mathema- 
tician working on a secret govern- 
ment war project. He has quite a 
background of historical philosophy 
and symbolic logic. He will speak on 
"Aristotle." 

His education has been wide and 
varied. A member of an old Southern 
family, he attended a military acad- 
emy In the South. He received his B. 
8. degree In psychology from Alabama 
Polytechnic Institute. Later he at- 
tended the Juillard School of Muaic, 
following which he attended Califor- 
nia Institute of Technology, from 
which he received his doctorate In 
1944. 



Sponsor 2 5th Annual 
Authorship Contest 



Platter Chatter 



All residents of Kansas are eligible 
to enter tbe 26th Annual Authorship 
contest which began June 1 to con- 
tinue through November 1, 1»45. 

A |60 War Bond will be the first 
prise for the best short atory of 3,000 
to 6,000 -words. Additional prises 
will be given for short-short stories 
not over 1,600 words, for editorials 
from 300 to 400 words, for poems of 
noes over 28 lines, and for a Juvenile 
short story of not over 2,600 worde. 

Contestants may compete in all 
classifications, one entry in each. 
Manuscripts should be typed on 
8 Hill paper, double spaced. Names 
of the contestants should not appear 
on tbe manuscripts. A registration 
fee of 60 cents is required for each 
manuscript entered by a non-member 
of the Kansas Author's Club. 

All entries should be sent to Jose- 
phine Mclntlre, contest manager, 128 
N. Emporia St., El Dorado. No manu- 
scripts will be returned unless accom- 
panied by a stamped self -addressed 
envelope. 

A complete list of prises and rules 
baB been posted on the bulletin board 
In Kedale Hall. 



Kansas is divided into 106 counties 
represented in the state legislature 
by 126 representatives and 40 sena- 
tors. The legislature convenes bien- 
nially Id odd numbered yeara at To- 
peka, the state capital.— K. I. D. C. 



For Better Beauty Work 

^ DIAL 4314 ' 
Nu Style Beauty Shop 



Hallmark Curds 
— — — — 



— 




BRADSTREET 

WATCHMAKER 



What Is more romantic than s soft 
balmy summer's eve with moonlight 
and roses and a dance band playing 
soft music In the background. 

In Manhattan the only thing miss- 
ing is tbe dance band. However, if 
tome of the new platters are used 
that are being produced the same ef- 
fect may he had. 

Now that tbe ban Is off recordings 
tbe new Influx of crispy orchestrated 
discs should perk up that pre-war 
portable nad make lt Jump for Joy. 

To really start the evening off these 
starry nights you might place tbe 
latest Perry Como platter on the turn- 
table and give the armful an earful 
of "Temptation" which la an all time 
ballad favorite. Then to keep in the 
mood Perry's romantic baritone con- 
tinues on the reverse side with "I'll 
Always Be With Ton." 

If yon are more the jitter bug type 
then a must for your session of awing 
on the back porch la Artie Shaw's 
riff Instrumental tune "Little Jut." 
The fllpover la a solid rendition of 
the old show tune "September Song." 

Por the admirer's of "The Horn" 
his latest record "The More I See of 
Ton" Is a solid bit of ballad. Upon 
turning over the platter James gives 
with a smooth version of "I Wish I 
Knew," 

Whether yon like Jau or ballad 
the coming summer recordings look 
plenty solid. 



Summer Glee Club 
Plans Appearances 

The girls glee club, under tbe di- 
rection of Prof. Edwin Sayre, will 
appear twice during the remainder 
of the first eight weeks of summer 
school. They will aing several num- 
bers at the last assembly and at the 
farewell party in July. 

Members of the ensemble are: First 
soprano: Joyce Crlppen, Mary Bud- 
den, Josephine Whltaker, Phyllis 
FHear, Patricia Colllster. Second so- 
prano: Carol Ulenhop, Thelma Sex- 
ton, June Tucker, Mary Colllster, 
Phyllis Wheatley. Alto: Ruth Hinkle, 
Jeann Hummel, Vivian Herr, and 
Ruth Smith. 
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C J. Medlin 
Overseas With 
Army Program 

C. J. Medlin, assistant profes- 
sor of journal ism and graduate 
manager of Student Publica- 
tions at Kansas State, has been 
appointed by the War Depart- 
ment to aid in the Army Educa- 
tion Program for troops in the 
European Theater of Opera- 
tions, according to announce- 
ment by the Army Service 
Forces headquarters in Wash- 
ington. 



Mr. Medlin has been selected »y 
the War Department to serve on the 
faculty of one of the University Study 



Cut Privileges 
To 44 Juniors 




Professor H. E. Myers Returns To KSC 
After Visiting Palace Of Ibn Saud 

The conclusion of the war in Europe that is bringing many 
Kansas State students back to this country is also returning some 
of the professors who used to teach those students. 

One of the first and one of the more popular professors in the 
school of Agriculture returned Monday. He ie Professor H. E. 
Myers in the department of Agronomy. 

Professor Myers left K-State in 
August, 1943, to loin the Depart- 
ment of State as agriculture advisor 
being one of a group of six assigned 
to the Middle East supply center. 
This was a Joint Anglo-American 
civilian supply agency for the Middle 
Eastern countries. 

In addition to the six Americans 
sent on this project there was also 
a group of British men working on 
the project. Professor Myers was 
the last to return of the entire group. 

The purpose of the organisation 
was to encourage local prodactlon of 
food crops fn the Middle East and to 
reduce shipping space where ever pos- 
alble. Also part of their duties were 
to approve the bringing In of any 
farm machinery or farm supplies. 

The most interesting thing to Pro- 
fessor Myers was a trip that he made 
at the request of King Ibn Saud of 
Saudi, Arabia. The purpose of the 
trip was to inspect the agriculture 
experiment plots. People who are 
invited by the king to his palace are 
required to wear the native Arab 
clothes all during their trip through 
the country stated Professor Myers. 
The King presented Professor Myers 
with a complete Arab outfit and a 
watch with a native inscription on it 
for his trouble in coming to the pal- 
ace. 



C. J. 



Centers In the Army program and 
will go overseas as a war correspond- 
ent. He will have charge of the jour- 
nalism laboratory newspaper at a 
university in Fontalnebleau, France, 
and will teach advertising. He left 
Monday to join the staff which as- 
sembled in New York for the over- 
seas trip and will be overseas about 
seven months. 

The first of the two Army Univer- 
sity Centers is scheduled to open the 
latter part of this month in Sbriven- 
ham, England. With an enrolment 
of about 4,000 the center will offer 
courses In agriculture, commerce, ed- 
ucation, engineering, fine arts, Jour- 
nalism, science and liberal arts. The 
courses will be patterned on the av 
erage American University summer 
session and will be eight weeks in 
length. 

Collegian Advutor 

As graduate manager of student 
publications, Medlin has been faculty 
advisor for The Collegian and The 
Royal Purple for the past 11 years. 
During that time the year book has 
won nine All American awards and 
The Collegian has been awarded sev- 
eral similar honors. 

Medlin was graduated from Kansas 
State in 1920 and took the College 
position with Student Publications in 
1934. HVreceived his master's degree 
from Kansas State, and in 1943 be- 
came assistant professor in the jour- 
nalism department. 
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Life Shows "Ike" in 

Life Magazine of July 2 pictures 
General Dwigbt D. Eisenhower being, 
greeted by Kansas State students as 
he stands on the^rain platform at 
the Union Pacific station. The picture 
was taken just after Patt Fairman 
and Kathleen Petterson had presented 
him with a basket of flowers from 
K-Staters. They are shown amoDg 
front-row admirers. Behind the gen- 
eral, on the left, Is Mrs. Milton 
hower. She is mistakenly 
a? Mrs. Stack by Life writers. 



Grant Leaves 
To Instructors 

Several Kansas State College fac- 
ulty members have been granted sab- 
batical leaveB for portions of the new 
fiscal year which begins July 1, Mil- 
ton S. Eisenhower, Kansas State pres- 
ident, has announced. 

Prof. Katharine Roy, head of the 
Department of Child Welfare and 
Eu then Ics, will be on leave to take 
advanced study at the University of 
Chicago. Miss Eva McMillan, asso- 
ciate professor of food economics and 
nutrition, bas been granted a leave 
for travel in South America. Mrs. 
Jane WllBon Barnes, instructor of 
household economics, has been grant- 
ed an extension of her leave until 
August 81. Since February, Mrs. 
Barnes has been studying at Oregon 
State College and Purdue University. 
She Is visiting government housing 
projects on the West coast this sum- 
mer. 

Six faculty members will return 
from leaves for study, service in the 
armed forces or special war work. O. 
D. Hunt, associate professor of elec- 
trical engineering^ will return Jan- 
nary 1, 1946. Professor Hunt has 
been working with the engineering de- 
partment of Sylvanla Electric, Salem, 
Mass. Wilson Tripp, associate pro- 
fessor of mechanical engineering, re- 
turns September 1. He bas been en- 
gaged in war work with the Ryan 
Aircraft Company, San Diego, Calif. 

Returning for the 1945 Bummer 
school was Miss Helen Elcock, as- 
sociate professor In the Department 
of English, who has been taking ad- 
vanced study at the University of Chi- 
cago. Miss Myra Scott, assistant pro- 
fessor of English, will return Sep- 
tember 1 from a leave for advanced 
Btndy at Columbia University. Asot. 
Prof. Florence McKlnney of the De- 
partment of Household Economics, 
returns to the campus September 1 
from a leave for advanced study at 
Ohio State University. Edwin Say re, 
associate professor in the Depart- 
ment of Music, returned at the begin- 
ning of this year's summer school 
from a leave granted for advanced 
study at Westminster Choir College. 



Voluntary class attendance has 
been granted to 44 K-State gtndents, 
who will be juniors during the 1946- 
48 term. Eligibility for this privilege 
includes a B average for each semester 
of the sophomore year and at least 
30 grade points for each semester. 
The announcement was made by MIbs 
Mary Kimball, College registrar. 

The listing includes students from 
three of the five undergraduate 
schools of the College, the School of 
Arts and Sciences, School of Engineer- 
ing and Architecture, and School of 
Home Economics. 

The Juniors listed by schools: 
School of Arts and Sciences: Mary 
Louise Boyd, Elizabeth Ann Button, 
Patricia Louise Clbolski, Thelma 
Kathryn Dahl, Helen Caroline Otto, 
Margaret Mary Sites, Beryl Alleen 
Wesche, Frances Mae Ewart, Helen 
Tipton Fields, Ruth Elizabeth Fllppo, 
Shirley Jordon, Elisabeth Susan Ktnd- 
scher, Ruth Alta Meyn, Wanda Kath- 
leen Nannlnga, ChrlBtine Mae Perry, 
Helen Irene Rein, and Lois Carter 
Walstrom. 

School of Engineering and Archi- 
tecture: Henry Edward Brandes, 
Roger Duane Lachman, and Stanley 
Hendricks Stuart. 

School of Home Economics: Aylo 
Marllynn Albertson, Halile Marie 
Broadie, Mary Louise Carl, Margaret 
Louise Darby, Dorothy Mae Engle, 
Ruth Ellen Fenton, Ruth Ann Hodg- 
son, Helen Louise Smith, Elna Artene 
Yowell, Shirley Ann Frelenmuth, Jean 
Roberta Greenawalt, Jean Elaine Ir- 
win, Beth Jane Jarvls. Mary Belle 
Jenkins, Florence EInora Merriam, 
Delia Kathleen Petterson, Frances 
Patricia Shoemaker, Alice May Tom- 
Unson, Dorothy Marie Wilson, Betty 
Sue Laraon. and Zella Mae Woodall. 



Eisenhower Uses 
Vacation For Ag Job 

President Milton 8. Eisenhower's 
work In reorganising the U. S. De- 
partment of Agriculture and the War 
Food Administration will require 
only part of his time during the sum- 
mer months, It wae learned today. 
He will spend fully halt his time dur- 
ing this period at the College. 

"It appears to me that the Presi- 
dent Is just losing his vacation," C. 
O. Price, assistant to the president, 
said. 

President Eisenhower declined to 
accept a position of any kind In the 
Department of Agriculture. The 
Board of Regents, however, felt that 
It would be of great benefit to Kansas 
agriculture If the President of the 
College accepted the opportunity to 
bring two' large public agencies to- 
gether Into a single, coordinated serv- 
ice organisation for American agri- 
culture. 



Anderson Lauds 
Eisenhower 



Editor's Note: Under 
"The Other Elsenhower" 
article was printed 
Newuweek. 



tht heading 
the following 
in this week'w 



Comprehensive 
Courses Shown 
In Catalogue 

Comprehensive courses have 
been adopted for use next fall In 
all hut one of the Kansas State 
curriculum* which will be out- 
lined In the forthcoming edi- 
tion of the College Catalogue, 
according to Dean R, I. Thack- 
rey, chairman of the committee 
to coordinate development of 
the courses. 

At least one comprehensive Is In- 
cluded in every curriculum except In 
agricultural economics. Faculty mem- 
bers who planned the curriculum In 
that department found that required 
specialised courses did not leave time 
for a comprehensive course. 

The Installation of comprehenslveB 
is the most sweeping change made In 
recent years In the College courses 
and will afTect studenls of advanced 
classification as well as freshmen. 



Justin Elected 
Vice President 
Of A. A. U. W. 

Dean Margaret M. Justin, of the 
School of Home Economics, haB been 
elected first vice-president of the 
American Association of University 
Women. Dean Justin will serve a 
two-year term as one of the highest 
officers of the organization. 

For the past eight years Dr. Justin 
has served as vlce-p resident of the 
southwest central region of the 
A.A.U.W. A graduate of the College 
In 1909, Dean Justin has been Dean 
of home ec since 1923, and has been 
active in national home economics 
organisations as well as in the 
A . A = 1 . "W l 



Prior to 1942 and the spectacular 
rise of General "Ike," the name of 
Elsenhower In public affairs was 
likely to mean but one man — Milton 
Eisenhower, the general's youngest 
brother. An able organiser, be bad 
a sound knowledge of farm problems 
through his work to the Department 
of Agriculture In the Coolldge, Hoo- 
ver, and Roosevelt administrations. 

To Manhattan 

In June 1948, Eisenhower became 
president of KansaB State College of 
Agriculture and Applied Science at 
Manhattan, Kans. Last week he was 
ready for another turnabout. At the 
urging of Clinton P. Anderson, Presi- 
dent Truman's new Secretary of Ag- 
riculture, Eisenhower, wbo will be 46 
next September, accepted the Job as 
Anderson's special assistant. He will 
continue as president of Kansas State, 
drawing full salary there and fl a 
year fn Washington. 



Anderson made It clear that Eisen- 
hower would have a free hand in re- 
organising the Agriculture Depart- 
ment, especially In the War Food Ad- 
ministration which the department 
will take over. Pleased with Elsen- 
hower's acceptance, Anderson crowed: 
"He knows the department from top 
to bottom. Personally, I believe him 
to be the best-equipped man in the 
country to carry out the policies I 
have In mind for the producer of 
food and the consumer." 



The purpose of the new over-all 
courses Is to give the student a broad 
education in fields outside his own 
specialized field of study. No new 
fields of knoweldge will be covered. 
Work Is being completed this summer 
on the eight-hour courses In the four 
great fields of knowledge — social sci- 
ences, biological sciences, physical 
sciences and the humanities. Instruct- 
ors who will teach the courses are 
compiling texts and syllabi outlining 
existing texts for use In the new 
courses. 

In most cases the student will be 
enrolled in only those comprehenslves 
outside his major field. The new 
courses will give him a general knowl- 
edge of those fields and thus will give 
training for good citizenship and for 
life in general. 

All of the comprehenslves are of- 
fered by the School of Arts and Sci- 
ences and have been adopted by the 
various other schools to substitute 
tor required courses -in the various 
fields. As dean of the School of Arts 
and Sciences, R. W. Babcock is In 
charge of all the teachers of compre- 
henslves and of the work of the com- 
mittees. 



Play Tickets 



students can. 
for the 




at the 
If 

have loot this receipt, yon 
secure another from the 1 



will be 



daily, beginning July », from S 
to 5, and 7 to 9 p. m. Attention 
was called to the fact that car- 
tain lime ha* been changed from 
8: 10 to 8:80 for this 



Pro* 

Dr. Abby Marlatt has arrived In 
Manhattan to assume her duties as 
associate professor In the Depart- 
ment of Food Economics and Nutri- 
tion. Miss Marlatt has been doing 
advanced study at the University of 
California at Berkeley. 



K-Stater Killed 
On Prison Ship 

Word hae been received that MaJ, 
Arlle Hlggins was killed when a Jap- 
anese prison ship he was on waa tor- 
pedoed by an American submarine 
200 miles off the coast of China. 

Major Hlggins bad been a Japanese 
prisoner since the fall of Bataan and 
it was believed he was being moved 
to another prison. 

He was graduated from Kansas 
State with the class of 1929, and 
received bis master's degree in 1934. 
He was a member or the Phi Lambda 
Theta fraternity and the Hamilton 
Literary Society. 

Major Hlggins entered the Army 
in 1941 with a commission as cap- 
tain In the reserve eorps. He went 
overseas in 1942 and was In the Phil- 
ippines at the time of the Japanese 
lav salon. 

His wife is the former Vinlta 
Schade, '31, and was employed In 
California. Her parents, Mr. and 
Mrs. W. A. Schade live In Manhattan. 



To South America 
Miss Eva McMillan, Asst. Dean of 
Home Economics, will leave sometime 
fn July for Porto Alegre. Brazil, 
where she will assist in setting up 
home economics In the Coleglo Amer- 
icano, a school for girls. During her 

year's sabbatical leave she will travel been the office of the head of grad- 
also In other parts of South America, oate study since 1928. 



Howe Haves Office 

Dr. Harold Howe, new Dean of the 
Graduate School at Kansas State, has 
moved from his office in West Ag to 
room 101. Fairchild Hall, which has 



K-State Man With 

■ 

Ingraham'g Crew 

Ens. Lawrence R. Scbmutz, Com- 
merce, '35, was one of the heroic 
crew members of the destroyer In- 
graham which put Into drydock at 
San Francisco this week after sur- 
viving Jap kamikaze suicide attacks 
in Pacific action. 

The ship came Into port with the 
outline of a Jap suicide plane smashed 
through Its side Just above the water 
line. Ensign Schmuti, whose wife, 
Mrs. Ruth Schmuts, and their twin 
7-year-old sons, Larry and Jerry, 
live In Manhattan was In a good po- 
sition to see what was going on dur- 
ing the suicide attack. 

Ensign Scbmutx, along with Lt. 
Charles ThieBs of Philadelphia, waa 
directing the air defense from the 
bridge. It was the orders of these 
two, and the snappy action of the 
men on the guns despite a night of 
constant alert because of bombing 
attacks, that resulted in the destruc- 
tion of the first six kamikaze planes 
that dove on the ship. 



Several survey courses have also 
been added to the College courses of 
study as part of the new program. 
Home Economics A and B will be of- 
fered to non-majors In that field to 
give them a background knowledge of 
the subject. The eight-hour course 
Is divided into two semester courses 
of four hours each. 

Mathematics und human affairs, an 
eight-hour over-nil math course Is al- 
so offered. Two courses In written 
communications und one lu oral com- 
munications are offered In place of 
Rhetoric I and II and Public Speak- 
ing. Written Communications I Is a 
three-hour course and the second se- 
mester course is a two-hour course. 
Two hours- credit will be given for 
oral communications. 

Freshmen and transfer students 
will be required to take a test in En- 
glish upon entering college it they 
do not have previous credit for a 
course equivalent to Written Commu- 
nications I. A student who fails the 
entrance examination must take a 
two-hour course, English 0, without 
credit. 



Three students are now hospital- 
ized, according to the Stndent Health 
Department. They are William Theo- 
bald, veterinarian, Hyman Stelnmetx, 
veterinarian, and Gloria Schmidt, a 



Graduation . . . 

Seniors expecting to graduate 
at the eiose of the first eight- 
week session, July 84, pay their 
fees at the 

Office 




Cochran, Ewart, 
To New York City 

Dorothy Cochran and Frances 
Ewart will leave soon for New York 
City where they will participate in 
national Y. W. C. A. leadership coun- 
cils. 

Dorothy will leave Monday to at- 
tend the National Intercollegiate 
Christian Council. She was chosen as 
representative for the Rocky Moun- 
tain district at the YW conferense at 
Estes Park last month. 

Only fifty YW members. Including 
the staff, will attend the meeting be- 
cause of ODT regulations. 

Frances will leave this week to 
meet with presidents of other YW 
organizations from over the nation. 
They will have their meetings at the 
Union Theological Seminary in New 
York City. 

Dorothy 1b a senior In Industrial 
Journalism, and Frances Is a Junior 
in general science. 



Collegian Advertising Pays. Try It. 
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Gripers Moan "Nothing To Do" 



This shall be the story of the de- 
cline of Kiniu 8Ute society— the 
In the social eal- 



In the days when 100 extra-cur- 
ricular organization* vied for dates 
on the social calendar and had to 
make party arrangement* six months 
ahead, there were probably none of 
the "nothing to do" gripes heard 
now. But the years of four Kansas 
State ballrooms and many fraterni- 
ties were pre-war years. 

In 193 9, a typical Friday night 
schedule Included three formsls plus 
several meetings and other social 
activities. The calendar, sprinkled 
generously with varsities, was so 
chock full the Blue Key ball and 
College play competed for Friday 
night attendance. 

Such novel activities as a Roman 
Twister in Roe Center, KKO Jam 
Session, something called the Red 
Dog Inn at the Kappa Sig house and 
the Beta Pig Dinner and Dance en- 
tertained students. 

In 1942 a normal Saturday night 
was crammed with three dances and 
a College play. Dances at the inde- 
pendent organised houses began to 
appear on the social scene. As late 
In the war as the end or 1943. the 
calendar was full with AAF and AST 
entertainments. But when the army 
units left the campus a year ago, 
students began the "Isn't it dull" 
griping. 

This brief taste of fun from "the 
good old days" is not to make 1946 
studentB sorry for themselves as "war 
casualties." It It to reconstruct the 
social decline and blame it on the 
war. Students attending college In 
peaceful Manhattan that never felt 
a bomb, certainly can claim no right 
to gripe about one of the restrictions 
the war has brought to their Hvee. 



In a Collegian survey students told 
t first, a pl»*e to dance, 
better school activities, 
and entertainment places such as 
bowling alleys, and one student went 
so far as to wish for the day of the 
miniature golf coarse. 

One student requested a dance hall 
within 100 yards of the campus. He 
has run himself right up against a 
barrier. In order to have a 
public dance In Manhattan, a chap- 
erone appointed by the city clerk's 
office must be provided for each 
dance. The sponsor of the dance is 
required to pay the chaperone |3 
for each dance. Thus, if the Canteen 
were to provide space for dancing 
to tbelr nlckelodian, they would 
have to hire a chaperone for each 
dance and pay him $3 a day. Besides 
that there would be a city license 
to buy, and a steep federal cabaret 
tax to pay. And If those restrictions, 
not prohibitive except that they prob- 
ably would prevent the owner from 
making money on his dance hall, are 
not sufficient reasons, there Is the 
fact that all dances must be approved 
by the SOA. 

As we see it, all the student en- 
tertainment gripes should be aimed 
at Hitler and the kamikaze Japs. 
Contracts have been let for the Stu- 
dent Union building, which student 
fees will build as soon as materials 
are available. In the Union building 
will be a large ballroom, a middle- 
sized one and space for dancing la 
connection with a canteen. Even- 
tually there will even be the bowling 
alleys students have asked for. 

And alt this will be on the cam- 
pus. All students have to do Is wait 
till the Japs are licked. It will be 
tough. We feel awfully sorry for 
students who gripe because they 
have no place to dance through a 
war. 
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-:- Outside The Ivy Wails -:- 







By KeUy Robert* 

News and opinions continue on the six Americans arrested by the F. B. I. 
as spies. The six included the editors of the magazine Ameraala, two State 
Department aides, a naval officer and a free lance writer on Far Eaetern af 
fairs. Charge* were unlawful disclosure of document* "relating to national 
defense," In addition to being arrested at the same time, these men have 
other things In common. They accuse the State Depart meat of planning to 
maintain Hlrohlto and the giant trusts' control of Japanese economy. 

Ameraala exposed the official USA broadcast tbat Tokyo * warlords could 
have "a peace with honor." Ameraala pointed out that this phrase must 
have come as a shock to the survivors of the Bataan death march. 

Other men have had something in common with the six. In Harper's last 
December Ernest K. LI ad ley and Edward Welntal printed "confidential" 
State Department documents. Their article defended the department's policy 
toward Franco. Col. Robert R. McCormlck printed our secret war plans in 
the Chicago Tribune, just before Pearl Harbor. 




Ho Ham! K-State really went pious 
this weekend. We don't know whether 
It's the influence of the W. C. T. U. 
or Just that a certain well-known 
Joint which we're not allowed to 
mention by name was running dry 
early. We don't know why anyone 
rends this tripe anyhow. Doesn't 
speak well for the Intellectual level 
of the student body. 

That same Joint, ft seems, was host 
to the usual crowd of hardy tipplers 
Saturday night, but the Kappas and 
their varied escorts are no longer 
news. A new addition to the Stein 
and Hangover Club, however, was 
Nina (Aren't I Cute) Anderson. 

John Winters has announced his 
decision to major In music after Sat- 
urday night. With Dean Whitney In 
tow he thrilled the fair damsels re- 
siding at Trl-Delt's summer annex 
In a resounding baritone. Things 
must have really been tough when 
Bill Troutman bad to throw him out. 

Complaint of the week: Since 
we've heard that the Independents 
(some of them) are bitter about the 
lack of meow publicity we hereby 
will report that Joy Talbot and Ray 
Sloan were last seen heading, West 
with one orange and two blankets. 

Police Bulletin: Be on the look-out 
for a Wabaunsee blonde who got the 
bankroll of the second K-State male 
(who prefers to remain unidentified) 
In as many weeks. Her favorite haunts 
are parked cars. 

We wonder how much It cost Ch It- 
wood T That oversized hunk of ice 
Frenchie wears on third finger, left 
hand, we mean. 

We don't know just what depart- 
ment this comes nnder, but Bill 
Pritchard threw some china out a 
window. 

The AOR's have been howling 
about lack of publicity so we'll men 
tlon that their illustrious alum. Dag 
wood with Rachel Jacobs, et al man- 
aged to make It back to the old 
haunts. 

The latest release of, the K-State 
Ivy- vine (Ivy being as close as we 
could come to grape) Is that the Trl- 
Delt house received a visit from "The 
Skunk" last Sunday night. 

Charity department: We are men- 
tioning Jim Hervey's name because 
he stated and we quote "I drive 
everyone around to different places 
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* Bars and Stripes * 



Hal McCord, peacetime structural 
engineer has been promoted lo the 
rank of full colonel In the Air Trans- 
port Command's North African Divi- 
sion. He has been assistant chief of 
staff and director of personnel at two 
of the Air Transport Command's 
largest overseas divisions daring the 
past year. From Jane until October 
he served in the headquarters of the 
China-India Division. He was later 
transferred to North Africa. It Is his 
exacting job to assign men wherever 
they are needed In a Division which 
covers a third of the globe, and whose 
issfon it is to speed veterans home- 
ward. Peak of redeployment program 
Is expected to be reached in August 
When 40,000 men will funnel through 
Casablanca on their way to the States. 
Colonel McCord began his military ca- 
reer at Kansas State when he was a 
second lieutenant In the ROTC. He re- 
ported for active duty In October. 
1940. 



operating In the Philippine campaign. 
These units are performing outstand- 
ing service in expediting the move- 
ment of important personnel and ■ap- 
plies and evacuating the wounded 
from the ' 




Sgt. Gene York 
ously wounded in the battle for 
nawa. The news came In a le 
written by a nurse in the hospital 
where he was taken. The letter stated 
Sergeant York received wounds In 
his right arm and leg. He had been 
under fire for 80 days when wounded. 
York wear* the Purple Heart for pre- 
vious wounds received In April. His 
brother, Sgt. Ben York is at a B-29 
training school in Amarlllo, Texas, 
and his father Is with the Army engi- 
neers in Alaska. 



Cpl. Wilbur E. Hunter, '35, has ob- 
served his second year of overseas 
service. Entering the armed forces 
in December, 1942, he arrived over- 
seas In June, 1943. He Is currently 
serving as a liaison clerk with the 
Mediterranean Air Transport Service | Rights 
in Italy. He has been authorized to 
wear the European-African-Middle 
Eastern Theater Ribbon with two 
Bronze Battle Stars for his participa- 
tion in the Naples-Fogg la and the 
Rome-Arno campaigns. He has also 
been awarded the Good Conduct 
Medal. 



Seaton Reviews 
Veterans' Programs 



ISA Groups 
Prepare For 
Fall Sessions 




the ronrv-wslon of 15 of the 10 Poles arrested by the USSR. The 
[os Included (he murder of at least B&4 Russian officers and 

• • • • 

1 1 Is time for Congress to decide either to renew the life of the Office of 
War Information or let it die. OWI wanted a budget of 35 million. The 
House, apparently by the use of higher mathematics, decided that OWI 
needed exactly one half of what it asked for— 17 million. With a budget 
like this OWI would die of anemia. The Senate was more liberal toward it, 
so no definite appropriation will be made until both houses agree. 

Opponents of OWI point out that the Associated Press doesn't even need 
that much money to operate. Defenders say that more money Is spent ad- 
vertising toilet goods each year than OWI will have according to the House 
appropriation. 

OWI, as It sees itself In the mirror, is not a news- gathering bureau : It Is an 
advertising bureau. Its Job will be to "sell" free government to European 



I make the dirt column — NO! 



From the Ninth Air Force Bomber 
Base in Germany comes word that Lt. 
Phillip R. Chappell, pilot ln,the 397th 
"Bridge Busters" Bombardment 
Group of Marauders recently returned 
to his air base In Germany after two 
weeks of front line duty. His trip 
was made under the Army's ground- 
air liaison plan which makes It pos- 
sible for airmen to see at first hand 
how the Infantry and tank men fight 
and vice versa. Lieutenant Chappell 
Is a veteran of 20 combat missions 
and has been In the European Theater 
of Operations since December, 1944. 



Returning veterans will find three 
programs at Kansas State designed 
to help them, according to Dean R. 
A. Seaton of the School of Engineer- 
ing. One of these is the GI Bill of 
which will terminate at the 
end of seven years after the war. 
Thirty-nine students are enrolled In 
this program at the present time. 

The veterans' rehabilitation pro- 
gram for the vocational rehabilita- 
tion of disabled veterans will con- 
tinue far six years after the war. 
There are 49 students enrolled under 
this plan. 

The third plan Is sponsored by the 
state government as well as the fed- 
eral government. It applies to both 
veterans and non-veterans who are 
partially physically disabled, and who 
need training to overcome handicaps. 
Dean Seaton recommends this plan 
only for those veterans who are in- 
eligible under the other two ] 



Delbert Macy has been promoted 
to the rank of full lieutenant in the 
Navy. He Is assigned as communica- 
so they can make the column, but do- t j ona officer to an admiral staff aboard 



a battleship In the West Pacific. He 
has taken part in the I wo Jima and 
Okinawa campaigns. Macy entered 
the Navy In January, 1944. He was 
graduated from Kansas State and 
later was assistant editor with the 
Kansas State College 



* * * . * 

The House of Representatives voted to renew the life of tile Office of 
Price Administration the other day, but not before they had reduced its 
power. OP A has been waging a relentless war on Inflation, with tre- 
mendous obstacles in Its path. Just about every kind of producer has 
been lighting the celling on his products. Shortages are blamed on OPA. 
Meal packers claim that If they could charge prices ax high as the I 
market's, the black market could not exist. New advertisement: 
buy at the black 

All three farm 
era Union, are 
This 
of the 



The Kansas State International 
Security Assembly, which Is com- 
posed of different nations each rep- 
resented by organised houses and 
campus groups, is studying the prob- 
lems of the various nations this 
mer. 

The organization sponsors two ra- 
dio programs a week, one on 
Wednesday at 1:05 p. m. and another 
on Friday at 12:30 p. m. On Wednes 
day the music of the country is 
played, and on Friday the nation it 
self Is discussed. 

Next fall the Assembly will climax 
its study and research with a confer- 
ence to make plans for lasting peace 
Resolutions concerning vital prob 
lems of the various countries will be 
discussed, first In committees, and 
then the resolutions will be presented 
before the Assembly for ratification 

Kansas State is one of the first 
colleges In the United States to bring 
world problems before the students 
in this realistic way. 




prices are Just as high," 

the Farm Bureau, the Grange and the Farm- 
posed Wheeler amendment to OPA's setup, 
power to regulate food ceilings In the 
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Puerto Blean Assignment 

The government of Puerto -Rico 
has called upon Prof, J. A, Shellen- 
berger of the department of Milling 
at Kansas State to offer advice on the 
possibility of installing flour mills on 
the Islands. 

Professor Shellenberger will work 
In cooperation with the Puerto Rlcan 
t Company which is a 
>nt sponsored agency. 



Big Sister 

Mrs. Dorothy Downey, College 
YWCA secretary, has announced 
that 400 or BOO girls are needed to 
participate In the YW big sister pro- 
gram next fall. She asked any wo- 
man wishing to act as a big sister to 
a freshman woman or transfer stu 
dent to contact Patt Falrman, Mar- 
garet Parker, or the YW office. 

YW big sisters help new students 
get acquainted In college by taking 
them to social events sponsored by 
the organisation. 



Cpl. Glenn H. Rice has been grad- 
uated with an advanced communica- 
tions class at Boca Raton Army Air 
Field, Florida. The school is a techni- 
cal school of the Army Air Forces 
Tactical Center. 
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Word comes from a Fifth Air 
Force Troop Carrier Command that 
Harold W. Berggren has been pro- 
moted to the rank of first lieutenant. 
Lieutenant Berggren is serving as a 
pilot with a troop carrier unit of the 
Fifth Air Force. His unit, a member 
of the troop carrier force, is now 
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QUICK REPAIRING 



BRADSTREET 




Compulsory manual labor by male 
students was introduced at the Col- 
lege in the spring of 1170, but the 
compulsory feature soon 
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"Chief" Medlin Say* 
Goodbye To Kedxie 



Tie "Chief" said goodbye to the 
Journalism staff aad •tndenti the 
other day and after much handshak- 
ing departed, only to return a few 
minutes later for hU little black ad- 
dress book. Ton might say K was 
typical of C. J. Hedlln to make his 
"hall farewell" on a note of laughter. 

You could tell he was looking for- 
ward to thla trip to France wRh.the 
enthusiasm which might be that of 
a small boy In front of a candy coun- 
ter . with a dollar bill In his hand. 
Standing there In his war corre- 
spondent's uniform, receiving envious 
farewells, he looked younger and re- 
freshed and not the least worried over 
what was ahead. / 

Mr. Medlln is a real favorite of 
journalism students and few men on 
the campus have as close a personal 
contact and friendship with under- 
graduates. His assistance Is invalu- 
able to Collegian and Royal Purple 
staff members, but he makes little 
effort to determine policy. The edi- 
tors may be Influenced In the right 
direction but Mr. Medlln leaves the 
task of making decisions up to them. 

"Chief's" classes are Informal and 
"easy to take," however, at the close 
of an hour the student realises he has 
learned far more than a new Joke. 
Occasional sessions are held on the 
campus lawn or in the Canteen with 
Mr. Medlin puffing an ancient black 
pipe. * 

When he was about ready to leave 
Mr. Medlin had such a volume of let- 
ters from former students to answer 
he had to print a form letter explain- 
ing the situation. This 1b a good Il- 
lustration of the friendships he makes 
and maintains. 

"Chief" used to have another nick- 
name. Having grown up in Mexico, 
he spoke Spanish as fluently as En- 
glish and was known as "Mex" when 
a Kansas State student. 

For nine consecutive years the 
Royal Purple has won the All -Ameri- 
can Honor Rating from the National 
Scholastic Press Association. The 
first award came one year after Mr. 
Medlin became graduate manager of 
Student Publications which is in- 
dicative of his ability. 

I believe I can say this for every 
student and staff member In Journal- 
ism. We know he's not going to be 
gone permanently but he'll be missed. 
When he comes back we'll be expect- 
ing a new stock of stories. 

Contribute Costumes 
For 'Damask Cheek 9 

Faculty members and other per- 
sons have sent many costumes to the 
Kansas State Players in answer to 
the request made previously by the 
production cast of "The Damask 
Cheek." 

Patt Fairman as Rhoda Meldrum 
will wear a rust colored satin dress 
trimmed In velvet that was loaned 
to the play cast by Mrs, Hugh Dur- 



Appoint New 
Head Household 
Economics Dept. 



Dr. Josephine Kremer has been ap- 
pointed professor and head 6! the De- 
partment of Household Economies. 
She will succeed Miss Rath Llndqutst, 
whose resignation became effective 
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Honor Roll * 
Pictures In 
Two Buildings 

Journalism department and 



The 




Ll Don Stuewe, 
Former 



ably the first to set up honor rolls 
using pictures of men who have been 
killed in service. Several other de- 
partments have list honor rolls. 

In the athletics department the 
pictures have been placed in a glass 
case with a flag behind them. The 
men, who were all physical educa- 
tion majors, Include: 

Lt. Dean T. £,111. '43, Mt. Hope; 
Lt John J. Jackson. '41, Eureka; 
Lt. Paul Kllngman, f. a.. Harlan; 
Elvis McCutchen, '40, Kingman; Ger- 
ald Porter, f. s., Dell vale; Wilfred 
Burnham, f.ji., St. Francis; Paul Lar- 
son, '44, Lindeborg; Richard Hotch- 
kiss, '39. Manhattan; Bill Hemp- 
bill, '38. Chanute. 

Pictured on the Journalism honor 
roll are: MaJ. George T. Hart, *S7, 
Phlllipsburg; Ens. John M. Williams, 
'41, Parsons; Capt. Stanley Dwyer, 
'39, Manhattan; Pvt. Jack Eckbart, 
f. a., Almena; Lt. Eugene Hill, f. a., 
Westmoreland; Capt. Alfred E, Ma- 
kins, '40, Abilene; Lt. Kendall W. 
Evans, '42, Manhattan; and Ens. Ed 
Potter, f. a., Oswego. 



PAOE THRBH 



Dr, Josephine 



June 30. The appointment of Miss 
Kremer was announced by President 
Milton S. Eisenhower. 

Miss Kremer has been on the staff 
of the School of .Education, New York 
University, New York City. Prior to 
her appointment there, she was a 
lecturer in the Department of House- 
hold Science at the University of Cal- 
ifornia. 

The new department head was 
graduated with a B. A. degree from 
Ohio Wesleyan in 1922 and received 
her Ph. D. from Cornell University 
in 1938. At Cornell, Bhe did her major 
work In economics of the household. 



Lt. Green Dies 
InB-29 



Lois Cravens, who plays the role 
of Daphne Randall will wear a dress 
belonging to Mrs. George Rathbun. 

Donna Faye McVay as Miss Pin- 
ner will wear the dress cape and hat 
of Miss Dora Bayles' grandmother, 
the late Mrs. Robert Bayles of Gar- 
rison. 

The negligee worn by Nina Jean 
Heberer during fight scene was sent 
to the cast by Mrs. Hlnkle Guy of 
Topeka, Other costumes belonging 
to Mrs. Guy are worn by Patt Fair- 
man and Carolyn Meyers. Carolyn 
also wears an afternoon dress loaned 
by Mrs. J. L. Fuller. 

Dresses and hats worn by various 
members of the cast have been loaned 
by Mrs. Loyal Payne. High topped 
shoes, purses and accessories are be- 
ing furnished by Mrs. John Bngert. 

Pbll Riser as Michael Randall, will 
wear a blue belted flannel coat be- 
longing to Dr. Howard T, Hill. 

Wendell Kerr, the leading man, 
Jimmy Randall, will wear Dr. F. D. 
Terrell's evening clothes of 1909. 
Craig Bracken as the handsome young 
flirt, Nell Harding, will wear his 
father's suit of the same year. 

The women's evening clothes have 
been ordered from Eaves Theatrical 
Costume House in New York City. 



Lt. Hemphill 
In South Pacific 

Lt. (Jg) William A. Hemphill, 
former K -State athlete, was killed in 
action in the South Pacific, according 
to word received by his family June 
27. The date of his death was not 
known. 

Lieutenant Hemphill was the son 
of J. G. Hemphill of Chanute. He 
was graduated from Kansas State in 
1938 with a degree in agriculture. 

He is survived by his wife and 
a daughter, Sue Ellen, 3, and a son, 
William A. Hemphill II, I, 

While at Kansas State Hemphill 
lettered two years In football, three 
years In track, and received a letter 
In boxing. 



Second Lt. James M. Green, '43, 
son of Mr. and Mrs. Mont J. Green, 
1200 Houston, was killed In a plane 
crash near Tucson, Aris., last San- 
day. 

Lieutenant Green, a navigator on 
a B-29, was on a routine training 
flight when the ship was believed to 
have crashed into a mountain. Fur- 
ther details were lacking. 

He was graduated from Kansas 
State with a degree in architectural 
engineering. He had attended Notre 
Dame his freshman year but trans- 
ferred to Kansas State In 1940. Green 
was a member of Delta Tau Delta 
fraternity and of the Newman Club. 

In February, 1944, he married Mary 
Margaret Bishop, G. S. '43, and they 
made their home In Tucson, where 
Lieutenant Green was stationed. 



Telh Of Raid* 

Lt. Donald A. Stuewe, former 
chemical engineering student here 
who Is now with the 313 th Bombard- 
ment Wing of the 2 1st Bomber Com- 
mand, tells of his experiences as nav- 
igator and special instruments opera- 
tor while lying for six hours by In- 
struments. 

The experiences of Lieutenant 
Stuewe, as well as of others from 
Kansas, were given in a story by 
Alvln S. McCoy, war correspondent 
for the Kansas City Star. 

The B-29 on which he Is a crew 
member was returning to Tinlan from 
an incendiary raid on Osaka, Japan. 

Of this, his 13th mission, Lieuten- 
ant Stuewe aaid, "We had to break 
formation. Ice and sleet formed on 
the plane for an hour. It's quite a 
strain. You know Forts are all around 
you, but you can't see them. When 
we finally broke out In the clear, 
there they were scattered all around 
the sky, 

"But the Srst raid was the tough- 
est. It was a low-level Incendiary 
raid on the Tokyo outskirts. The 
thermal drafta were terrific. After 
bombs were away we gained air speed 
at a great rate, then lost It. I don't 
think we ever were on our back, but 
we tossed about wildly. Our floor- 
boards came out and wrenches were 
bouncing np and down on the floor. 
I felt aa if I were a ball bouncing 
around In my flak suit." 



The Kansas State Board of Agri- 
culture called upon the assistance of 
Dean R. R. Dykstrs, head of the 
School of Veterinary Medicine, last 
week to help Interpret a recent change 
in the livestock remedy law of Kan- 
Dean Dykstra, while attending this 
meeting In Topeka, also helped to 
classify livestock remedies under the 
provisions of this changed law. 



Barney Young camp. Notary Public 
and Realtor. Day or Night. 1224-A 
Moro. Phono MS*. 



Ned Thompson Studying 
Kansas Food Product ion 

Ned Thompson, representative for 
the regional bureau of agriculture 
economics, is spending the week at 
Kansas State working on a study 
for the establishment of food pro- 
duction goals for Kansas in 1946. 
Prof. J. A. Hodges of the depart- 
ment of economics at Kansas State 
is cooperating on the project. 

Mr. Thompson was graduated 
from Kansas State College in 1936, 
receiving a degree in Agriculture 
Economics. In 1939 he received his 
master's degree from the University 

of Illinois. 

Upon completion of this report 
they will release the estimates on the 
amount of livestock and crops thai 
should be grown by the Kansas 
ducers for the 



Collegian Advertising Pays. Try lt. 




Killed In Philippines 

Mrs. Virginia Wyman Shaffer, Jr., 
received word last Friday from the 
Navy Department that her husband 
Lt. (Jg) Kenneth Shaffer, Jr.. was 
killed June 24, on the Philippines. 
Mrs. Shaffer, Jr., attended K-State in 
1943 and 1944. She was a member 
of PI Beta Phi. Lieutenant Shaffer, 
Jr., was pilot of a B-24. 



The ISA will sponsor a movie, 
"Fertile Frontiers," July 11 at 12:20 
in Wlllard Hall room 116. 

The picture Is in technicolor and 
concerns Kansas and her frontiers 
and resources. It traces the develop- 
ment of agriculture as well as of war 
factories In the state. The film ends 
with suggestions concerning the fu- 
ture development of 
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JOHN VAN DRUTEN 

Friday, July 13, 1945 

COLLEGE AUDITORIUM 

Curtain 8:30 

Seats Reserved 60c (Including Tax) Enlisted Men 30c 
school students may secure reserved seats by present- 
ing activity fee stubs at the box office. 
Box Office Open July 9-3-5 and 7-9 p. m. Daily 
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the Boys 



— with— 
Carmen Miranda 



O'Shea 



PA OB FOUR 



KANSAS STATE COLLEGIAN 



SOCIETY 



Weddings and announcements of 
engagements continue to hold the 
spotlight in society news. 

Pint comes the news ol the mar- 
riage of Prances McFadden, former 
student In business administration 
and accounting, to Pvt. Dnanne L. 
Burenett of the Army Air Corps. 
They are living in Ban Antonio, Texas. 

Hiss June Cochren of Whiting was 
led to Pvt. Bruce Henoch of En- 
terprise Saturday afternoon. The 
wedding took place at the home of 
the bride's parent*. Private Henoch 
attended Kansas State before he en- 
tered the Army. 

Marguerite Oalloway. GS, '44. of 
Wakeeney was married to Ma J. Ly- 
man Sanders of the Army Air Corps. 
The wedding took place in Hollywood, 
Calif., May 16. Mrs. Sanders is a 
graduate of Kansas State. 

Margery Lee Force HE, '43, and 
Staff Sgt. Harold Keating were mar- 
ried June 17 at St. James Parish 
House In Kansas City, Mo. Mrs. Keat- 
ing Is a graduate of Kansas State. 
Sgt. Keating recently returned from 
overseas. Both Sgt. and Mrs. Keating 
are from Whoaton. 

Carol Jean Shields, a Junior at 
Kansas State.iannounced her engage- 
ment to Lt. Lawrence Evans of In- 
dependence, Mo. Lieutenant Evans 
has been serving overseas with the 
Army Air Corps and Is now stationed 
at Port Logan, Colo. Carol Jean Is 
from Wamego. 



Students Conduct 
Adult Classes 

A series of adult homemaking 
classes for Negroes are being con- 
ducted by the class In methods of 
adult homemaking education taught 
by Miss Marguerite Loflnk. The class- 
es meet at the Douglas School each 
Thursday from 7:30 to 8:30 p, m. 

Pressure cooker techniques for 
canning meat and non-acid vegetables 
will be demonstrated tonight by 
Helen D. Jenkins and Evelyn Manaon, 
members of the class. 

A film, "Canning the Victory Gar- 
den," was shown at the first meeting 
last Thursday after which the 13 
women present looked at exhibits of 
canning equipment, homemade toys 
for children, and a low cost ward- 
robe for a high school girl. 

Other lessons will be a demonstra- 
tion of the boiling water bath method 
of canning and a clinic on making | 
over, care, and repair of clothing. The 
last meeting will be an open dlscus- 
■ion and summary. Maria Friesen, 
Janle West. Rae Upchurch. and Wll- 
ma Toews are the other class mem- 
bers, 
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Summer School Calendar 



8:S0-U:S© p. m. 



Jnly 11, Wednesday — Noon hour motion picture program, 12:25 
p. m. Wll 5. Film: Fertile Frontier (Technicolor, Kansas). (I. S. A. 
Sponsorship). 

JaJv 19, Wednesday — Noon hour motion picture program, 12:26 p. 
m. Wll 5. Films: Peace Builders; Vira Mexico. 

July 30, Friday — Farewell party, first eight-week session. 
Jnly 28 and 24, Monday and Tuesday — Registration for all students 
for the second eight-week Summer Session, 8: 00 a. m. to 4:00 p. m. 
July 22, Monday— ToMefeen Trio, 8:00 p. m., Auditorium. 

Jury 2d, 1 
Ml I leaps, speaker. 

July 24, Tuesday — Eight week scholarship deficiency reports to 
student* and deans are due not later than 6:00 p. m. 



Platter Chatter 



Plan Union Church 
Picnic for Sunday 

The Kansas State Religious Fed- 
eration is sponsoring an annuat sum- 
mer union meeting Sunday at 6:80 
p. m. in Sunset Park, All students 
have been Invited regardless of 
whether they are in an organised 
church group or not. 

The group will meet Just west of 
the singing tower In the park. A pic- 
nic lunch for 16c a plate will be 
served, The Baptist Youth Fellow- 
ship Is In charge of the lunch ar- 
rangements. 

Ens. Paul Engle, who returned re- 
cently from duty In the Pacific, will 
speak. Wesley Foundation Is mak- 
ing the plans for the program, and 
David Neher Is the chairman of the 
committee. The program ' also In- 
cludes devotlonals, and games are 
being planned by the Christian Youth 
Fellowship, 



Vet Auxiliary 
The Kansas State Veterans* Aux- 
iliary will meet at 8 p, m. next Thurs- 
day at the home of Mrs. D. C. War- 
ren, 721 Harris. The wife of any 
member of the College Veterans' or- 
ganisation Is Invited. Reservations 
may be made after 8 p. m. by calling 
2-6438. 



With the Fourth of July more or 
less safely passed let's turn oar 
thoughts to what's new in the can 
music department. 

Top turntable tidbit of the week for 
those of you who like solid sending 
dance rhythm Is Mr. T. D.'s arrange- 
ment of "On the Atchison, Topeka 
and Santa Fe" with the Sentimental- 
ists riding down the rails on the 
vocal. Turning the platter to the 
other side there is a smooth record- 
ing of "In the Valley" with Stuart 
Foster on vocal to soothe the shat- 
tered fire-cracker nerves. 

To get that old moon glow feeling 
In the air Woody Herman and com- 
pany have a new Columbia recording 
made just to order called "Laura" 
while on the opposite side Is the mu- 
sical question of the week "I 
Wonder." 

To the dyed In the wool "gator" 
the man with the drums has a torrid 
turntable disc that Is really out of 
this world — "Dark Eyes." With a flip 
of the "hot cake" Gene Krupa lets go 
with a peaceful little ditty called 
"Leave Us Leap" whtuh really leaps. 

If any squares are left who still 
get dl«y when "The Voice" lets go 
with a soft ballad on the night air 
they will he rushing to the nearest 
Columbia record shop to pick up 
Frankte's latest song "There's No 
Yon." Then after being placed Iff the 
proper frame of mind Sinatra gives 
with "Dream" which should warm 
the coldest heart a little. 

That versatile man Benny Carter 
has just given out with a sample of 
his ability on a new Capitol record 
playing a solid alto aax solo on one 
merry-go-round of "Mallbu" while 
turning the record Benny changes 
the Instrument and gives with a real 
trumpet solo of "I Surrender Dear." 

This summer you can get your fa- 
vorite serving at the nearest record 
bar whether you like ballad or 



Play Is Story 
Of English Girl 
In New York 

The plot of "The Damask Cheek" 
centers around Rhoda Meldram 
(Patt Fairman), a 30-year old En- 
glish girl described by others as a 
nice, quiet girl. She comes to New 
York In 1809 to visit an aunt (Caro- 
lyn Meyers), Everybody, including 
Rhoda secretly hopes she will find 
a man. 

Jimmy Randall (Wendell Kerr) 
is a cousin that she has known and 
gently loved for years. He is Involved 
with «a pretty actress (Nina Jean 
Heberer). 

It Is not until Rhoda takes an un- 
conventional ride through Central 
Park with a handsome flirt (Craig 
Bracken), that Jimmy recognises his 
true feelings, escapes his actress, and 
provides the play with a happy 
lug. 



Veteran*' Program 
The K-State Veterans' auxiliary 
will appear In a radio program Fri- 
day at 1:30 p. m. The purpose of the 
program will be to show how the or- 
ganisation Is conducted, its connec- 
tion with the College, and the things 
Manhattan can offer wives of new vet- 
erans on the campus. 

The program has been built around 
an Interview with a new member of 
the organisation for veterans' wives. 
It will be given in connection with 
the veterans program at that hour. 



Gila Monster Is 
Museum Attraction 

The current attraction at the Col- 
lege Museum In Pairchlld is the glla 
monsters. These lizards are the only 
poisonous type of lizards in the 
United States. They were found In 
some pipe that was shipped in three 
or four years ago and have approxi- 
mately tripled In size since that time. 
They are very beautifully colored but 
are poisonous. 

Another curiosity Is the Pldau, 
an egg that has been preserved for 
hundreds of years by a Chinese proc- 
ess. These two eggs are edible, al- 
though the egg yolk and egg white 
have congealed. 

The latest addition to the collec- 
tions are some humming bird skins. 
There also is an old egret tail plum- 
age. 

On the second floor of the museum, 
eluding a human skull. The top of 
there Is a case of Indian relics, la- 
the skull shows the indentation made 
by a heavy blow on the Indian's 



The honeybee gathers pollen from 
plants and then collects It from all 
parts of Its body and packs lt away 
for transportation In special struc- 
tural adaptations on the hind legs 
known as pollen baskets. — K. 8. C. 
Experiment Station, 



Downtown and AsjaderfBe 



In a year, Kansas State College 
replies to more than 4,000 Inquiries 
for meteorological information, 
makes approximately 760 spectro- 
scopic analyses of samples of miner- 
als and diagnoses more than 600 
cases of poultry disease for 
in the 105 Kansas counties. 



New Frat Pledges 

Nine men have pledged fraternities 
since June 4 Dean Harold Howe an- 
nounced today. 

Sigma Alpha Epsllon heads the list 
with three new men. Phi Delta Theta 
and Sigma Nu each nave two men 
while Alpha Gamma Rho and Tan 
Kappa Epsllon reported one pledge 
each. 

The new pledges are: Alpha Cam- 
ma Rho, Cecil W. Ingmlre, Council 
Grove. 

Phi Delta Theta, Theodore Frank- 
lin Harris, and William R/Weaver, 
both from Topeka. 

Sigma Alpha Epsllon, James Bol- 
ton, Watervllle; Bill Johnston and 
Tom Faulkner, both from Manhat- 
tan. 

Sigma Nu, Johnny B. Pallett, Gi- 
rard, and LeRoy Allmon, 

Tan Kappa ~ 
Madison. 



ISA Features 
U. S. and Russia 

The ISA program scheduled for 
tomorrow at 12:30 p. m. will be a 
talk given by ijoyd Elsenhower, en- 
titled "¥nlted States Moves Toward 
Collective Security," 

The talk was prepared by a com- 
mittee of Sigma Alpha Epailon's In- 
cluding: Leonard Greathouse, Dale 
Sorenson, Larry Watts, Bill Johnston, 
and Craig Bracken. That fraternity 
represents the U. S. In the ISA. 

The ISA program scheduled for 
1:05 p. m., July 11 Is to be Russian 
music. The 12:30 p. m. program 
on July 13 will be an Informative 
program about Russia. 



Watts, Norby, Hofsess 
Elected To YMCA Cabinet 

Plans are now being made for 
YMCA activities In the fall. 

Larry Watts has been elected the 
YM representative on the K book, a 
handbook issued In the fall for new 
students. 

Marvin Norby will be the student 
representative, and Prof. V. D. Foltz 
will be the faculty chairman of the 
all-college mixer. This party Is the 
first of the social events that take 
place during the fall semester at 
Kansas State. 

Bill Hofsess is a new memner of 
the YMCA cabinet. 



Buy War Bonds and help assure 



F, 



Cold Pop 
Candy 
Newspapers 
Magazines 

SAATH0FF NEWS 




WE SPECIALIZE 
in 

Examining Eyes and supplying 
lenses that Improve vision and 
relieve eye 



I>R. E. L. ASKREN, 0. D. 
Optoi 



— 



POPULAR BOOKS 



The Wins of San Lorenzo $3.00 

77 Willow Road 2.00 

High Time . 2.00 

That Girl front Memphis ....... Y00 

The Folded Leaf 2.50 

• ■ ...... , 2.00 



Suds in Y< 




The College Book Store 



NU WAY 

Cleaners & Dyers 

Phone 3555 

722 N. Manhattan 







IT'S 
COOL 

Ridin'theBus 

Latch on for 
a pleasant ride 



College City 



Bus 

Dial 4140 



Crowdcr's Cleaning & Dye Shop 



You 



Owner— L K. (Dutch) K.ROELL 



Dance . 




Vera Peterson *n< 
Stuart are in charge. 



Exhibit Prints 

In Engineering Hall 

Three groups of prints are on ex- 
hibition on the third flpor of Engi- 
neering Hall. 

One set is a group of aquatints by 
Doel Reed, noted Instructor of archi- 
tecture and light art at Oklahoma A. 
and M. They include figure studies 



On display is the fourteenth an- 
nual Prairie Prlntmakers exhibit 
composed principally of landscapes 
by many well-known artists. The 
Prairie Prlntmakers organization was 
started 16 years ago by a group of 10 
Kansas artists and hat since expand- 
ed until its members include Canadian 
and English artists. 

Charles M. Capps, Wichita print- 
maker with McCormlck, Armstrong, 
Printing Co., rendered the third group 
which Includes aquatints, block 
prints, and sketches. 

The exhibit is open to the public 
any time of the day and many of the 
prints are priced for sale. 



For Better Beauty Work 

DIAL 4314 
Nu Style Beauty Shop 

So s n a Theatre Bldf. 



Picture Framing 

Your choice of 200 
different molding* 

Aggie Hardware 
and Electric Co. 



, JULY 

Clearance Sale 

on 

DRESSES and 
HATS 

SMART SHOP 



r 




ROSEGLO 
MAKE-UP 

The rich glowing pink, 
red Rose -G to for your 



for your own beauty. 

• Uprtk* . $l,QO 
•Rouge . 8W 
% Nafl Polish 25* 




I* 
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Expect Large 
Enrolment In 

New Courses 



Babcock 
Teaching 

Each Of Four 



An estimated 1,035 students 
will enroll in the four new com 
prehenslve courses next fall, ac- 
cording to Dean R. W. Babcock 
who is in charge of the teaching 
staff for the program. 

Faculty members who will 
conduct recitations and lectures 
have been announced for the 
four courses — Man in the Cul- 
tural World, Biology in Relation 
to Man, Man's Physical World, 
and Man and the Social World. 

The courseB are designed to offer 
students a broadened knowledge In 
fields outside their specialized stud- 
ies. The eight-hour courses are di- 
vided into two one-semester courses 
of tour credits each. Two hoars lec- 
ture and two hours recitation will 
be required each week. 

At least one of the courses has 
been adopted in every curriculum at 
the College, except In agricultural 
education. Required courses in that 
curriculum did not leave time for a 
comprehensive course. 



Eleventh Wartime Graduation 



To those who remember the long line of robed graduates marching 
into the stadium to receive their sheep skins the eommer school 
graduation of 1945 will seem a far cry from the usual spectacle. 

For the third time in the history of Kansas State College an in- 
formal program will be held. There, will be no robes or long marching 
line for the summer school graduating class. This decision was 
reached by the Council of Deans a few weeks ago. Each graduating 
senior will purchase his own announcements Instead of buying them 
through the College because there are so few graduates. 

Approximately 30 seniors will reeelve degrees Tuesday, July 24 
at 11 a. m. In the College Auditorium. Present plana are to hold 
an informal dinner honoring the graduates. 

Dr. Knox Millaaps who waa to deliver the graduation address was 
recently inducted into the Army, and will be unable to speak at the 
ceremony. Also the Tollefaem string trio which waa to play on on- 
day night July 23 has broken the contract because of a 
standing about the date they were to perform. 



Players Present Summer 
Production Tomorrow 



Expect Large Crowd At Play, "The Damask Cheek"; 
Curtain Risei At 8:3(1 P. M. In 



Dr. W. E. Grimes, who is In charge 
of the course Man In the Social World, 
describes it as a course "to develop 
effective citizenship through better 
understanding through social lite of 
which the student is a part." Dr. 
Grimes expects approximately 215 
students, to enroll in the compre- 
hensive which broadly covers the 
fields of economics, sociology, politi- 
cal science, cultural anthropology, 
psychology, and human geography. 
It will be offered prefer rably to fresh- 
men and sophomores and should be 
preceded by the comprehenaives in 
physical and biological sciences when- 
ever possible. 

I. V. lies, V. 8. Sweedlan. R. C. 
Hill, and Dr. Grimes will give the 
lectures for the course and A. B. 
Sageser, C. R. Thompson, and G. W. 
Long will conduct the recitations. 

Biology Comprehensive 

The course in Comprehensive Bi- 
ology Is described as a course which 
is designed to give the student under- 
standing of the principles involved 
In natural phenomona, so that he 
may become an effective part of the 
living world. The course will be of- 
fered to freshmen and sophomores 
and should be proceeded by the com- 
prehensive course in Physical Sci- 
ence. Illustrative course materials 
will be drawn from the fields of bac- 
teriology, botany, entomology, and 
soology. The number of students for 
the first Bemester Is approximated at 
260. 

Teachers for the course Include: 
Professor Harbaugh, H. H. Haymak- 
er, and E. J. Wlmmer, who will have 
charge of lectures and 

three) 



359 Enrolled 
For Second . 
Summer Session 

At registration in May 369 stu- 
dents enrolled for the last session of 
summer school but more will be 
added to that number on July 23 and 
24 when new students will enroll In 
the office of the Registrar. 

For the first time In several se- 
mesters, there will be more men than 
women enrolled at Kansas State, 
with 265 men and 104 women reg- 
istered now. During the first eight 
weeks of summer school there were 
32S men and 493 women. 

Last summer during the last ses- 
sion of summer school there were 
approximately 500 students In school. 
About 86 percent of last summer's 
students enrolled for the entire 16- 
week period of summer school. 

Kansas State has 93 World War 
II veterans attending summer school, 
which partially accounts for the In- 
creased number of men enrollees. 
The second summer school session 
16 



Give Diploma 
To Misting 
Flier's Mother 



A large crowd is expected to attend the Kansas State Player's 
production of "The Damask Cheek" at 8: 30 p. m. tomorrow in the 
College Auditorium. The play is probably the outstanding activity 
of the summer school season. 

"The Damask Cheek" is the 
story of the antics of a "quiet" 
EngliBh girl on her first trip to 
America. 



Lt. 



Eisenhower Back 
From Washington 

President Milton S. Elsenhower, 
who was recently appointed special 
assistant to Secretary of Agriculture 
Clinton P. Anderson, returned to the 
campus Tuesday after two weeks in 
Washington, D. C. 

President Eisenhower is working 
with Anderson reorganizing the 
USDA and the War Pood Administra- 
tion. His work in Washington will 
require only part of the summer 
months, and he will spend half his 
time at the College. C. O. Price, as- 
sistant to the President, said last 
week, "It appears to me that the 
President Is Just loBlng his vacation." 



A college diploma for Marine 
Paul L. Clingman, who has 
ing almost a year, will be 
to his mother Mrs. Emma L. Cling- 
man, Harlem, at Kansas State grad- 
uation exercises July 24. 

Upon Mrs. Cllngmau's request, the 
diploma will be awarded after the 
ceremonies by Rodney W. Babcock, 
Dean of the School of Arts and brook 
Sciences, who was a friend of Lieu- 
tenant Clingman. His name will be 
read with the list of graduates dur- 
ing the regular exercises. The B. S. 
degree la In business administration. 

Pilot Qjlngman was reported miss- 
ing August 16, 1944, when his plane 
crashed at an unknown place off the 
U. S. coast during a storm. No trace 
of the plane has been found. 

When Clingman left Kansas State 
to enter the Navy In 1941 he needed 
12 credits to graduate. Work dur- 
ing his officer candidate's training 
ted for the remaining 
was" honorably dis- 
charged from the Navy and immedi- 
ately received his commission In the 
Marines. He worked his way at Kan- 
sas State by selling Fuller brushes. 




Dodderidge Gets 
West Point 
Appointment 

Pvt. Dick Dodderidge, f. ■., has 
received an appointment to the United 
States Military Academy at West 
Point. 

Dodderidge, who has been sta- 
tioned at Sheppard Field, Texas, left 
Kansas State In March to become an 
air corps cadet. He was completing 
his sophomore year in Industrial 
journalism when he left school to 
enter the armed forces. 

While In school, Dodderidge was 
a member of Sigma Nu, Wampus Cats, 
president of the sophomore class and 
a member of the Royal Purple, Col- 
lege yearbook, staff. He was also one 
of the writers of the Collegian column, 
the Cat's Meow. 

In a letter to Prof. R. R. Lash- 
head of the Journalism de- 
partment, Dodderidge said, "Kansas 
State has Just lost a post-war Jour- 
nalism student — but not without a 
fight. When I received a War De- 
partment telegram ordering me to 
West Point, I found myself faced 
with a great decision. Journalism 
has always been my first love and 
since leaving school I have eagerly 
been awaiting the day that I could 
once again enter the portals of Ked- 
iie Hall, books In hand and crib 
sheets in pocket. The Idea of being 
a West Point cadet, however, was too 
great a factor to overcome. Now I 
must use every faefHty In my power 
to make the grade In one of the 
toughest schools In the country. It's 
hard to picture myself as a military 
man, but it must be that way." 



Patt Falrman stars as Rhode 
Meld rum, the lady from Britain, 
along with Wendell Kerr as Jimmy 
Randall, Miss Meldrum's cousin who 
overcomes his indifferent attitude 
toward her. A buggy ride down a 
busy New York street Is the begin- 
ning of a romance which ends Miss 
Meldrum's disguised search for a 
husband. How a maiden aunt, played 
by Carolyn Meyers and a beautiful 
actress who lives up to New York 
traditions figure in the plot will be 
explained tomorrow night. 

Earl Q. Hoover directs the Players 
In their only summer production. 

Other members of the cast include: 

Phil Klser as Michael Randall; 
Lois Cravens, Daphne Randall; Donna 
Faye McVay, Miss Pinner; Craig 
Bracken, as Nell Hsrding; and Helen 
Chllders as Nora. 

Production Staff 

A production staff and stage crew 
of 17 have assisted Mr. Hoover, with 
the production of "The Damask 
Cheek". 

Members of the production staff 
include: Marlon Klrkpatrlck and 
Mrs. H. W. Mario w, assistant direct- 
ors; Craig Bracken, stage manager; 
Ralph Fogleman, assistant stage 
manager; Roy Drown, lighting; Mar- 
garet Ann Cad wall, sound; Verona 
MeKlnley and Helen Chllders, prop- 
erties; Felicia Bennett and Christine 
make-up; Pat 
! Peg Hagg*"*— 



■ Budden, costumes 

'Counter, house .- 
man, publicity; 
ticket sates. 



B. L. Werts 
To Be Acting 
Grad Manager 

Mrs. Betty Lou Hancock Werts has 
made tentative arrangements to be- 
come acting graduate manager of 
Student Publications during the ab- 
sence of C. J. Medlin, according to 
R. R. Lashbrook, head of the Jour- 
nalism department. 

A Kansas State graduate In In- 
dustrial Journalism In 1944, Mrs. 
Werts was editor of The Collegian in 
1942. She received the Sigma Delta 
Chi reporting award and was a mem 
her of Theta Sigma Phi, honorary 
journalism sorority. 

For the past year Mrs. Werts has 
been employed in the Public Rela- 
tions Departmept at Douglas Air- 
craft In Tulsa. Okla. She was one of 
the three staff members of "Aircrew 
News" and waa a frequent contributor 
to the Douglas national magazine. 

Mr. Medlin, whose place Mrs. Wert* 
is temporarily filling, is In Europe 
serving on the faculty of one of the 
University Study Centers In the Army 
program. He will be 
seven months. 

Mrs. Werts will 
advisor for The Collegian 
Royal Purple. 



• • • 



College Library will cloee 

Saturday, when It will cloee al S, 
during the last session of Hum- 
mer school. The Library will not 
be open at night , according to 
William Baehr, 



To Give Scholarship 
In Vet Medicine 

President Milton S. Elsenhower 
has accepted on behalf of the Col- 
lege a check for I 1,500 to be used in 
establishing a scholarship award in 
veterinary medicine. The money was 
given the College by the Borden Corn- 
Foundation, Inc. 



This award to be known as the 
Borden Scholarship Award !n Veter- 
inary Medicine Is valued at C300 an- 
nually. It shall be presented to the 
senior of the School of Veterinary 
Medicine who has achieved the high- 
est average grade of all other simi- 
larly eligible students in the veteri- 
nary curriculum during the three 
professional years preceding the se- 
nior year. If It Is found to be Inap- 
propriate to make the award in any 
one year, the award will be deferred, 
but only one award shall be made In 
any succeeding year. 

£ . 



Three Hospital lied 

Gloria Schmidt, Martha M. King, 
and Opal Mae Dent are now hospital- 
ised. The announcement came frbm 
the Student Health Department. 
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Registration 

. Registration for 



of 

will take plan- July 23 
and 24, K. I. Thackrey, director 
of the nunimer nchool, has an* 
nounred. Student* enrolled for 
the flrnt eight-week wanton may 
enroll prior to that time, he said. 
Registration will 
In the oftW of th 



The second eight-week 
run* from July 25 to September 
III. ThU HfHMlon U primarily for 
the regular rotlege student wish- 
ing to follow* an i 



wilt find many 
their 




Del Knauer, 



Members of the stage crew are BUI 
Johnston, Tom Faulkner, Jim Bolton, 
1 and Ouy Marlow. 

Properties have been furnished by 
the USO, Woolworth'i, Water's Hard- 
ware, Mrs. John Engert, and Mrs. 
Randall Hill. The oil paintings were 
furnished by Mrs. Alfrleda Johnson 
Peterson, a former Kansas State art 
student. 

Furniture was supplied by Robert's 
Furniture Store, Mrs. John Engert, 
and Home Management House. 

Officers of the Kansas State Play- 
ers are: Dean Tleman, president; 
Pauline Flook. vice-president; Carol 
Heter, secretary; Marilyn Hurd, 
business manager; and Mary Bross, 
assistant business manager. 

Ticket* 

Summer school students may se- 
cure tickets by presenting activity 
fee receipt stubs at the Auditorium 
box office. Duplicate receipts may be 
secured at the business office. If the 
first is destroyed or lost. 

The box office la open from 3 to ft 
p, m. and from 7 to 9 p. m. 



Damask Cheek" 



See Increase In 
Enrolment For Fall 



as faculty 



ft * 




of the cast of the 
8: HO p. m. 




Indications point to an 
enrolment for fall. 

R. A. Seaton, dean of the School 
of Engineering, expressed confidence 
that more veterans will enroll for the 
fall term. He has received many In- 
quiries from prospective veteran stu- 
dents. Dean Seaton pointed out that 
the 98 veterans enrolled last term 
and the 93 this summer have made 
good scholastic records. 

Another indication of boosted en- 
rolment Is the fact that the College 
expects to rent two additional fra- 
ternity houses to house the Increas- 
ing enrolment of women, according 
to Miss Dorothy Hamer, director of 



Dr. S. A. Nock, director of admis- 
sions, refused to estimate the slse 
of the fall enrolment, saying it Is tot- 
early to make a prediction, hut said 
there will be at least as many stu- 
as last year. 



Total 1812 tonnage of our fighting 
ships waa equivalent to one of our 
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The captured Nails who roam the 
campus la their PW suits are a con- 
stant reminder of the war to Kansas 
State students. 

But more than of war they remind 
ns of the peace tbat is already won 
In Europe where they were taken 
prisoner. The unguarded presence of 
PW • on the campus gives us a pic- 
ture of American policies as hosts to 
enemies, or perhaps we should call 
them former enemies. The Nasi hosts 
In German prison camps entertained 
Allied soldiers with an entirely dif- 
ferent brand of amusement. 

Contrast, for Instance, the huge 
trayfuls of food that are served to 
the prisoners here with the one- 
seventh of a loaf of bread the Nazis 
fed to our prisoners each day. -Con- 
trast the leisurely way they work at 
cutting the grass on the campus with 
the way the Germans worked slave 
laborers. 

And then we read of a complaint 
by an American that German prison- 
ers are being underfed, The man 
with tbat Idea should have visited 
the Kansas State cafeteria any noon. 

Student opinion in protest against 
the soft treatment of prisoners runs 
high, We hope the presence of pris- 
oners on the campus will be a con- 
stant warning to students against the 
complacency which led to Isolationism 
after the last war. Students will 
the 
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1 Stripes * 



Is a 



of events outside the com- 

Tbe present newspaper deliverer* strike in New York City has left only 
i dally ^P*™ unattf ■ PM amMh.- I>.i!l> Worker ha v.- Heparan- 



Thanks For Shows 

This typographical pat on the back 
is for all and sundry connected with 
the noon movies which have been so 
successful. Thank you, Dean Thack- 
rey and the International Security 
Assembly, tor making them possible. 
This may be a bit irregular, but we'd 
especially like to thank all of you 
who put education above food enough 
to rearrange your lunch-time and at- 
tend. The attendance has been ei- 
ceedlngly good, fltllug all but the 
front rows of Wlllard 116. In fan. 
It has been so good that we hope the 
faculty will be encouraged to bring 
more of this sort of thing. 

Dean Thackrey expressed his pleas- 
ure in saying that when the time and 
place was set he felt an attendance 
of 60 would be successful. The crowds 
have averaged 200. 

See you Wednesday at Wlllard. 



Inn 



tract* with the Newspaper* end Mall Deliverers' Union. 

Mayor La Ouardia, maintaining tbat It* not Sunday tor the kiddle* (par- 
ent*, too) without the comic*, read* them over the radio. 

PM now features a summary o! what's In the strike-bound 
lines, editorial*, columns, and again the all-Important comic*. 



Parri In brad of the new Italian government 
■It task. The people 




It face* an 
Hlrlothed, 



Other countries are In the name condition, hut Italy Is In a* unusual 
situation. She Is not a member of the United Nations; she Is no longer 
considered a defeated enemy. Germany may still cause trouble so she 
must receive sperisl considerations. We worry about Germany and for- 



This 1* • strange way to encourage democracy. The situation Is too 
much for this yonng democracy to handle by Itself, She needs outside 
help, and she ran get It If she Is allowed to 
United Nations. As a member, Italy would b. 
lease and borrow money for reconstruction. 

The new government Is made up of men who actively fought the German*. 
Argentina I* neither a democracy nor did she fight the Nazis. If Argentina 
Is entitled to be a member of the United Nations, what objections could 
there be to admitting ItalyT 

* • • • 

One of the leaser known but more dynamic diplomats who attended the 
San Prancfeco Conference was Gen. Carlo* P. Romnlo, chairman of the Phil- 
ippine delegation, Romuio believe* Lincoln's Idea that a nation cannot exist 
half slave and half free applies to the world aa well, "There cannot be world 
peace until all peoples of this world are -considered equal and free," he 
writes. Furthermore, "Victory, unless we can insure It a* a victory of the 
people, dishonor* the memory of those who died to achieve it. . . . To pre- 
serve the peace, we must guard the right* of every human being on this 
earth; and upon this, all men on this earth must be agreed." 

Our own policy toward the Philippines 1* exactly the same policy General 
Romuio Is advocating Tor all subject people*. Me has seen first band the 
result* and is well-qualified to judge. Instead of subjugating and exploit- 
lag we chose to Improve the standard of living and treat the Filipinos as 
friends, not as slaves. They were to have been Independent in 1946. Com- 
pare this with the colonial records of the British, French. Dutch, Italians 
and the United States In the case of Puerto Rico. 

Unfortunately, those individual* who were auch staunch supporters of 
"Polish Independence" from the U. S. S. R. weren't eo enthusiastic about 
Independence for the little peoples where the U. 9. S. R. was not Involved. 
As a matter of fact Romuro's chief support came from the Soviet Republic. 
Lover* of Polish Independence became silent when the big question of world 
Independence came up. Must have gone underground or something. 



Leading the attack against the Pair Employment Practices 
slon In the Senate In Hen. Theodore G. Bilbo (bem.-M.ias.). At the time 
of this writing Bilbo has been conducting a one man 
the Mil. He Is aliw probably the only one who Is 
Bilbo Is not new at the game of talking legislation to death, 
plenty of practice against anti-poll tax. Both the Antl-PoU Tax BUI 
and the FKPC BUI would probably win If an actual vote were taken, 
hut this filibuster prevents voting. Other important legislation piles 
tip and the bill has to be f 



-:- AD LIBS -:- 



Enrolment figure* 
will outnumber women at Kansas 
State bb in prewar days during the 
short eight-week second session of 
summer school. For a brief period 
the mighty mates will rule again, but 
come fall and he will again be in the 
minority, surrounded by swarms of 
long-haired coeds. Wonder which he 
likes best? 

«•* too $m 

As we sit in our deserted office try- 
ing desperately to be clever In cold 
type, the only sound Is the clanking 
of this ancient threshing machine 
of a typewriter and the singing of the 
birds. Outside our window the wind 
gently stirs the leaves and the bees 
have swarmed In one of our trees. 

It Is the peace and quiet that drives 
us to write such things as this. In 
order to write, a journalist needs 
an atmosphere bo noisy and confused 
he can't poBsibty think, 

Kvll Omens 

If we were superstitious we might 
Interpret as evil omens the fact that 
the graduation speaker has been 
drafted and the Tollefsen trio which 
was to have entertained graduates 
has cancelled their engagement here. 
But we have no doubts the lucky stu- 
dents who have finished the strug- 
gle, and are ready to take their last 
exams will be rewarded with a sheep- 
skin for their efforts, even if 
pects don't look too good. 



Briefly, the FEPC seeks to prevent discrimination by employers agalnet 
employee* and prospective employees because of race, color or creed. At 
p reseat many Catholics, Negroes, Jews and Chinese are not receiving the 
advancement In- position they deserve simply because many employers do 
riot like OatholHse, Negroes, Jews and Chinese, During peacetime some em- 
ployer* refused to hire these people at all. In addition one's political views 
were taken into consideration by some employers. Obviously such practices 
are unfair. 



ThlG " s M-E-0-W 



Beginning In September, 1942, a 
new 2-year course in industrial tech- 
nology was offered at the College to 
prepare technical supervisory 
nel tor war Industrie*. 



Things are really getting rough on 
the males around K-State. Friday 
night Norby decided to follow in the 
footsteps of those two Lotharios, 
Esllnger and Funston and Inspect the 
merits of the Palace's waitresses. The 
objective was a mature little 16 year 
old named Midge but our hero didn't 
quite make the grade. OUCH! 

We guess Dodderldge must have 
figured it was the only way. He's off 
to West Point for those coveted gold- 
en bars so admired by Gfeller. 

Another sign of the times, or why 
isn't there something to do? Soren- 
sen and Johnson sitting on the steps 
of Anderson debating the relative 
merits of the Y-Dance or a moonlit 
walk. 

At least one person thought the 
Phi Delt bridge party Saturday night 
was okay. Flip Fletcher decided to 
liven things up with a scavenger hunt 
and wound up with pins of Phi Delt, 
(her own) Slg Alph, and Sigma Cbl. 

With serenading coming back Into 
Its own we hear that Pan-Hellenic 
Annex came in for Its share again. 
Evidently Cornish carried out his de- 
sire to "sing nasty songs to pretty 
women," 

We weren't speaking of contrasts 
but have you noticed Mutt Durham 
and Olnny Town send? Matt claims 
it saves him a lot of cab fare. Glnny 



Just hops Into his mussette bag and 
they're off. 

Another item In the revolving-door 
love life of Lou Fletcher was the neat 
way she gave Dale (Just a civilian) 
Sorensen the brush off Monday night 
after one qulcky at the "Aggieville 
Office" and returned a few minutes 
later with a second lieutenant. 

That's all for this time but we want 
to remind all. That this coming week- 
end Is your last chance to make the 
Meow with only one issue left. So 
here's to crime as we need inches. 
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From the Eighth Air Force Fighter 
Station In England comes word that 
Capt. Sanford K. Moats has been 
decorated with the Distinguished 
Service Cross for extraordinary hero- 
ism in action against the enemy. Cap- 
tain Moats has destroyed 10 ^ enemy 
planes In the air, and received the 
DSC, the second highest American 
award, for attacking the superior 
number of enemy planes and shoot- 
ing down four of them: He also 
wears the Distinguished Flying Cross 
with Oak Leaf Cluster and the Air 
Medal with eight Oak Leaf Clusters. 
He Is a member of the highest scor- 
ing squadron In the high-scoring 
352nd Fighter Group. The group has 
destroyed almost 800 enemy aircraft. 
Moats attended Kansas State College 
for three years, and was a 
of Phi Kanna and Scarab. 



First hi. Joseph O. Boyle, Jr. la 
now In Manhattan on a 30 day leave, 
before reporting to a post in North 
Carolina. He la a member of a heavy 
bomber crew of the 16th Army Air 
Force In Italy. Lieutenant Boyle has 
been overseas twice, totaling two 
years spent abroad. Boyle attended 
Kansas State and was employed In 
the Mercury-Chronicle office before 
entering the service In February, 
1942. 



A recent addition 
complement at the 



n to 
U. S. 



the officer 
Navy Pre- 
Fllght School at Athens, Qa., is Lt. 
Com. Conrad Stephen Moll, who was 
transferred from Fhe Naval Auxiliary 
Air Station, North Bend, Ore, Earlier 
Moll served 21 months as athletic 
director at William Jewell Flight Pre- 
paratory School In Liberty. Mo, and 
at Iowa Pre-Fllght, Iowa City. In 
civilian life he was assistant profes- 
sor of physical education at 
State. 



pilot In the "Vanguard" squadron 
of the "Flying Tigers" fighter group 
of Maj. Oen. C. L. Chennault's 14th 
Air Force in China. 

Inman was a student at Kansas 
State when he entered the Army In 
1B42. He Is a veteran of 22 combat 
missions against the Japanese. 

July 4 the "Flying Tigers" -group 
celebrated the third anniversary of 
Its activation in China. It was formed 
virtually under the bomb bay doors 
of enemy planes. The "Tigers" was 
established in 1942 to carry on tbe 
air war In China following the dis- 
bandment of General Chennault's 
American Volunteer Group. 



Harold V. Rathbun, E. E., '27, has/ 
sent word of his promotion to lieu- 
tenant colonel. He is stationed in the 
headquarters of the signal corps. 
New Delhi. India, and has been there 
for a year. 

Prior to entering the service, Colo- 
nel Rathbun was an electrical engi- 
ln Pittsburgh, Pa. 



Pfc. Warren E. Gladhart, f. s., 
begun training as an aviation 
engineer of the air forces at Geigler 
Field, Spokane, Wash., according to 
word received from the public rela- 
tions office at Geiger Field. 

Upon completion of his training 
there, he will be asaigned to an avia- 
tion engineer unit. 



Lt. Lai! K. Dawley has been pre- 
sented the Distinguished Flying Cross 
for extraordinary achievement while 
serving as a pilot on a Lancaster air- 
plane during a bombing mission over 
enemy occupied Continental Europe. 
He has the British Distinguished Fly- 
ing Cross for heroism while flying a 
British tighter plane. He holds the Air 
Medal and three Oak Leaf Clusters. 



U. S. Destroyers travel at a 
of 38 knots per hour. 
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Lt. Col. Eric T. Tebow, '26, has re 
ceived a citation for the bronze star I 
medal. He assisted in establishing 
the Army Pictorial Service activities 
in the European Theatre of Opera- 
tions. 



Lt. John J. Inman, f. s., is now 
In his 11th month of foreign service 
and the 8th month of duty as a fighter 
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Dairy 



Herrick Collects 
Horn*, Antlers, 
And Indian Skulls 



Former Football 
Star Dies In Idaho 



Student* consumed 7,000 gallons 
of ice cream, 8,000 pounds ol butter 
and 6,000 quarts of chocolate milk 
produced by the College Department 
of Dairy Husbandry last year, accord- 
ing to Prof. W. H. Martin. 

Although the war has curtailed 
production, the department still 
manufactures eight dairy products, Ice 
and last year sold 376.000 quarts 
of milk bearing the College label. 

In addition to ice cream, butter and 
chocolate milk, the dairy department 
makes cultured buttermilk, cottage 
cheese, cheddar cheese, an orange 
drink and sweetened condensed milk 
for use in making ice cream. Most of 
these products are sold at the dairy 
counter in West Ag, used lu the 
residence halls, or sold at the 
cafeteria. In a normal year produc- 
tion of all products would be much 
higher: for instance, the hotter pro- 
duction would be more than four 
times that at present and 46 percent 
more ice cream would be manui 
tured. 

The milk output is delivered by the 
Standard Dairy Company to towns- 
people or used on the campus or In 
residence halls. A large part of last 
year"s production was used in feed 
ing ASTP men on the campus. Part 
of that amount was brought from out- 
side producers, but this year with de- 
creased production most of the milk 
distributed Is from the College dairy 
herd. The sale of homogenized milk 
was begun last September, and now 
every third quart is processed. 

The ice used on the campus by the 
building and repair and chemistry de- 
partments is also manufactured in 
the dairy husbandry department. 



Expect Large Enrolment 
In New Courses 

(Continued from "paga one) 
and B. C. Smith, F. C. Gates, A, L. 
Goodrich, A. M. Guhl. and S, M, Pady, 
whc^will conduct recitations. 



Man's Physical World covers all 
the non-living phases of man's en- 
vironment, according to Prof. Arthur 
B. Sperry, who Is In charge of the 
course. It will provide students with 
a brief working knowledge of the 
subject matter of the phyajfiftl sci- 
ence fields of astronomy, geology, 
physics, and chemistry. Professor 
Sperry estimates 260 students will 
enroll In the course. 

Dean B, W. Babcock, A-. B. Card- 
well, M. L. McDowell, and A. B. 
Sperry will have charge of both reci- 
tations and lectures. Madalyn Avery, 
J. Bower Cbellkowsky. C. A. Dort, 
and J. T. Allen, will also conduct dis- 
cussion periods. 

Cultures Course 

"Man in the Cultural World will 
teach students how to exploit past 
experience of mankind In the Interest 
of a greater enjoyment of life, and 
to know how to get along with other 
people," as defined by Prof. F. L. 
Parrish who Is in charge. The course 
will cover literature, history, philoso- 
phy, music and arts and architec- 
ture. The largest enrolment in this 
course, with a total estimated at 320. 

The teaching staff for the human- 
ities comprehensive has been pre- 
viously announced and will Include 
Prof. C, H. Miller, recently appointed 
to the College faculty, who will teach 
philosophy In the course. Other 
teachers are Charles Matthews, F. 
L. Parrish, Charles Stratton, Bosa- 
mond Kedzle, John Helm, Jr., Mrs. 
Jen Deyoe. Miss Helen Elcock, and 
H. W. Davis. 



The office of Dr. E. H. Herrick, pro- 
fessor of zoology, is one of amuse- 
ment, amassment, and genuine Inter- 
est to lU visitors. Glassy-eyed ante- 
lope, on the wall and even under the 
table, prongs of horns and antlers, 
and the skull of an Indian make room 
ontstandfng. 

Dr. Herrick says that these things 
are "Just playthings." His collection 
includes 60 pairs of horns and ant- 
lers, some of the same species, but 
at different stages of growth. He has 
explained that horns and antlers are 
not the same thing. Horns grow 
throughout the lifetime of the ani- 
mal, but antlers are dropped annual 

ly. 

One day. Dr. Herrick says, he 
picked up some huge antlers of an 
elk In the Rockies. The next day he 
went back to the same place and 
found the antlers of the mate. He 
has found some of the articles of his 
collection, some he bought, and some 
were given to him, 

m A diamond-backed rattle snake 
hangs on the wall by Dr. Herrlck's 
desk. The Bkin appears to be six or 
seven feet long, and at least a foot 
and a halt across. 

The rarest horns in the collection 
are those of the okapi, who dwells In 
the blackest Jungle of Africa, and 
whose horns are short, covered with 
skin and like those of tbe giraffe. 

A pair of musk-ox horns, which 
are very rare, were purchased by Dr. 
Herrick, who thinks that they were 
one of the few pairs for sale In this 
country. 

Dr. Herrick has mounted all of his 
collection himself. Most of his se- 
rious horn-collection has been done 
in the last five years. 

He has in his collection the horns 
of tbe chamois, of the Swiss Alps. 
In Europe, these horns are one of the 
most prised trophies which collectors 
may have. 

The hide of a fawn that was killed 
by dogs at Sunset zoo, a small drled- 
up baby alligator, and a turtle shell 
filled with shot are among the things 
on the soology professor's desk. 

Dr. Herrick belleveB that the most 
fun In horn collecting is in meeting 
the people connected with It. A mem- 
ber of the Canadian National Museum 
and of the American Museum have 



Bert Pearson, former football star, 
died in New Plymouth, Idaho, where 
he was an athletics coach, 

Pearson played football here In 
18 86, 1937, and 1928. He was con- 
sidered as one of the best centers 
that ever played here. After gradua- 
tion, he played 11 years of profes- 
sional football, seven of which were 
spent with the Chicago Bears. He 
was chosen all-professional center 
tor two years. Pearson graduated in 
physical education in 1929. 



Open 2 Practice 

Fall 



Movie Features 
Peace Gatherings 

The ISA is sponsoring the movie 
"The Peace Builders" on July 18 in 
Willard 115 at 12:25. 

This show covers the international 
gatherings that have taken place in 
the last three years. It is composed 
entirely of newsreel shorts picturing 
actual meetings and the people tak- 
ing part. 

Giving a review of many aspects 
of international planning, military, 
political, and economic, it shows the 
whole process of peace building. 



Only two home management houses 
will be In use next tall unlen 
ment In the course is large 
to make opening another house neces- 
sary, according to Dr. Josephine 
Kremer, new head of the household 
economics department. 

Mrs. Jane Barnes and Miss Flor- 
ence McKlnney, who hsve been on 
sabbatical leave from the College, 
will be back next fall to teach the 
home management courses and to 
supervise the practice houses. Mrs. 
Barnes ha* been studying at Oregon 
State College and Purdue University, 
while Miss McTCInney has been taking 
work at Ohio University. 

This summer three girls are living 
at the Margaret AMborn Lodge under 
the supervision of Prof. Tessie Agan, 
and three girls are living at Ula 
Dow Cottage under the supervision 
of Miss Nell FUnn, a graduate stu- 
dent. 

The Ellen H. Richards Lodge, 
formerly a home managemen 
was sold this spring to a 
party. 



Petroleum Industry 
Employs K-Staters 

A survey at Kansas State College 
•hows that 406 engineering graduates 
of the College have been or are now 
employed In the, petroleum Industry. 
The highest rate of entrance Into the 
field was during the period between 
1935 and 1939. 

The survey also Indicated that 7 2 
students have taken one or more 
courses In petroleum production sine* 
the Introduction of the course lu 
1938. These courses are offered as 
options for Junior and senior mechan- 
ical engineers and include petroleum 
geology and petroleum production. 

Collegian Advertising Pays. Try lu 



H. J. GRIFFITH 
DOWNTOWN THEATRES 



Panhellenlc Publishes 
Sororities Booklet 

Kansas State Panhellenlc organi- 
sation has published an illustrated 
booklet. "Sororities," which is being 
sent to girls who plan to attend rush 
week this fall. 

Edited by Nancy Brain well and 
Betty Oall Parker, the booklet ex- 
plains rush week and contains a copy 
of the rushing rules. 

Pictures Qf the sorority houses and 
of the campus buildings are Includ- 
ed. A brief history of the College Is 
given, as well as a list of the College 
organizations. 

A welcome to the rusheea from 
President Eisenhower, Dean Moore, 
Jeannette Putnam, president of Wo- 
men's Panhellenlc, and Mary T. Har- 
man, president of City Panhellenlc 
are Included. 



Kenney Ford to Chicago 
To Alumni Meeting 

Kenney Ford, alumni secretary, 
left Saturday night for Chicago. He 
plauned to attend an alumni picnic 
there with President M. S, Eisenhower 
Sunday. 

While In Chicago, Mr. Ford will 
attend a Board of Directors meeting 
of the American Alumni Council at 
the Edgewater Beach Hotel. Mr. Ford 
is the Director of Regional Confer- 
ences tor the Council. 



Upper class women who wish to 
correspond with women who will en- 
roll in Kansas State next fall should 
contact the YWCA office. YW mem- 
bers may write to the girls to give 
them information on enrolment, ac- 
tivities, and other phases of college 
life that the new student may wish 
to know. 

The YW Big Sister Program will 
not begin until next fall. The letters 
written now are only to help the new 
students, as a part of the YW service, 



Q. What happens when a body Is | 
completely Immersed in water? 

A. The telephone rings. 
. 



Nominate Helander 

Prof. Linn Helander, head of the 
Department of Mechanical Engineer- 
ing at Kansas State College, 



been nominated for regional vlce- 
vlsited Dr. Herrick to see his collec- president of the American Society of 

Hon. •■« J -> Mechanical Engineers. The society 

will conduct Its election by mall this 
fall. 



The first telephone was Installed 
in the White House in 1880, during 
tbe term of Rutherford B. Hayes. 



Youngcamp. Notary Public 
and Realtor. Day or Night. 12 24 -A 
.1380. 



Radio 

The I. S. A. radio program sched- 
uled for tomorrow at 12:30 p. m. 
will be an informative talk on Russia. 

The regular music program will 
be on Wednesday at 1:06 p. m. next 
week and the informative program on 
Friday at 12:30 p. m. will feature 
Poland. 



Collegian Advertising Pays. Try It, 
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Clearance Sale 



SMART SHOP 
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for Gifts and 
Hardware 



at 



Waters Hardware 
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Candy Kitchen 
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TODAY Thru SATURDAY 

ROBERT TAYLOR M < 

"Billy the Kid" 

in Tthnialtr 



STARTING SUNDAY 
Midori* Mala la 

"GENTLE ANNIE" 

with jMBttCnit ~ 



Pearl 
Necklaces 
Restrung 

Prices quoted 

REED'S 

TIME SHOP 



Whitings Overland Mail 

now available in open stock 
Envelopes to match 



FOR ATTRACTIVE AIR MAIL LETTERS 



CO-OP BOOK STORE 



Kansas State Players 

present 

THE DAMASK CHE] 

if 

JOHN VAN DRUTEN 

Friday, July 13, 1945 

COLLEGE AUDITORIUM 

i 8:30 



All Seats Reserved 60c (Including Tax) Enlisted Men 50c 
school student* may secure reserved seats by 
ing activity fee stub* at the box office. 
Studtna Art Vrpd ft Stcurw Tbiir Tuktts Btfort Performanc* 

9-3-5 and 7-9 p. m. Daily 



WAREHAM 



— TODAY - FBI. . SAT. — | 

The Unseen 

STARTS SUNDAY 

BILLY ROSE'S 

Diamond 
Horseshoe 



Betty (J ruble - Dick Haymes 



STATE 



— LAST TIMES TODAY — 



1 Was 



Kay French 
Adult Entertainment 
— FRIDAY - SATURDAY — 

Ghost Guns 

Johnny Mack Drown 
AND 



Chance 

— STARTS SUNDAY — 

Eric von Strobelm 

Mary Beth Hnghea 

—In— 

The Great 
Flamarion 

Ad nit Entertain meat 
AND 



RoUU Uowery 

Phyllltt Brooks 



High Powered 



CARLTON 



— LAST TIMES TOBAY — 

The Big Showoff 



— AND — 



The Girl in the Case 

— FRIDAY - SATURDAY — | 



Hopalong Enters 



I The National Barn Dance 

_ STARTS SUNDAY — 

Betty Hutton 

Blng Crosby 

Here Comes the 

waves 
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Teas, buftet suppers, 
parties share the social spotlight with 
romance this week. 

Dr. Margaret Justin entertained 
members of her rammer school teach- 
ing staff with a buffet supper Sunday 
evening at her home. Assisting Dr. 
Justin were Mrs. Milton Elsenhower, 
Mr*. Luclle Bast, Dr. Gladys Vail, 
and Miss Esther Cor many. 

Maison-elle had chocolates last 
week announcing the engagement of 
Carol Shields to U. Lawrence E. 
Evans. Lieutenant Evans is stationed 
at Ft. Logan, Colo. 

Pbl Delts entertained dates at a 
house dance at the chapter house on 
Friday nigbt. - 

Miss Theresa Frances Davison of 
Joplln, Mo., was married to Daniel 
Albert Olen, C%', of Ogden recently. 
The ceremony took place in St. Peters 
Catholic Church In Joplln. 

Bonnie French, of Topeka, Is wear- 
ing the diamond of Lt. Edward Pred- 
iction who is stationed at Fort Riley, 
Bonnie is a Trl Delt pledge. 

A garden tea honoring Dr. Jose- 
phine Kremer, was Riven by Mies 
Myrtle Gunselman and Miss Tessle 
Agan Wednesday afternoon. Dr. 
Kremer la the new head of the de- 
partment of household economics. 

Another engagement is that of Vir- 
ginia Baylies to Ma]. Richard Clem- 
ent Morgan of Fairfield, Conn. The 
wedding will take place on July 16 
at St. Paul's Church. 

Seniors and graduate students In 
the School of Home Economics and 
Nursing who will soon leave for in- 
ternship, were entertained by Dean 
Margaret Justin at her home Sunday 
afternoon, July 8. About 60 guests 
were present. 

Soldier Returns 
To K-State Campus 

Pfc. Willis Alderman, f. a., and 
veteran of at leaat seven Pacific bat- 
tles, was on the campus Tuesday. 

When he entered the infantry in 
1943, Private Alderman was a sopho- 
more here, majoring In geology. 

He returned recently to the United 
States as a result of wounds received 
•In the battle of Okinawa. Other scenes 
of action visited by Alderman in the 
Pacific Include' Guadalcanal, Mew 
Guinea, New Caledonia, Guam, Leyte, 
and Iwo Jtma. 

' Alderman was on Ie Shlma fight- 
ing only a short distance from Ernie 
Pyle at the time he was killed. At 
the present time Private Alderman Is 
on convalescent leave from Camp 
Carson, Colorado 



Summer School Calendar 



July IS, Friday— Kansas 

"at 8:30 p. m 



"The- 
ir motion picture program. 12: 25 p. 
m. W115. Films: Peace Builders; Viva Mexico. 

July 90, Friday — Farewell party, flnst eight- week session. 

July OS and 94, Monday »nd Tuesday — Registration for all students 
for the second eight- week Summer Session, 8:00 a. m. to 4:00 p. m. 

July 24, Tuesday— Commencement convocation* Auditorium. 
July S4, Taesday— Eight week scholarship deficiency 
student* and deans are duo not later than 6:00 p. m. 



Ann Sheridan 
Okays Slack 
Suite For Women 

Condensed from an article by Ann 
Sheridan In the July Issue of Cosmopoli- 
tan nrncaslns. 

Attention, mailt Hold on to your 
trousers — we women are going to 
take the slack out of them. 

Save your arguments for politics 
or sports — what I am telling you is 
already an accomplished fact. 

Women are wearing men's trousers. 
They're going to continue to wear 
them. Oh, I'm not talking merely 
about women taking men's places In 
Jobs as a result of the war. I'm tell- 
ing you about the evolution of slacks 
for women — an evolution that has 
progressed from concealed pantaloons 
of tbe nineties to the trim women's 
trouser salts of today. And none of 
the allure of femininity of the fe- 
male form need be lost In the evolu- 
tion, either. 



Long before the war, slacks were 
worn mostly in California and Flori- 
da. They were designed mostly as 
play and leisure garments and they 
came In for some well-deserved gibes. 
Largely they were floppy and sloppy 
— a sort of compromise between skirts 
and ankle-length bloomers. It wasn't 
a glamorous scene. . . 

Slacks came into their own at the 
start of tbe war. Men stepped from 
factories into uniform — and women 



stepped 
tories. 



TLl r 

, springs, 



. Publish Fourth 

"The Fourth Estate," a booklet 
published annually by the Department 
of Industrial Journalism and Print- 
ing Is being sent to Journalism grad- 
uates, former students, and under- 
graduates. 

This publication includes informa- 
tion about former students of the 
Journalism department, and items of 
importance that have taken place in 
the last year. R. R. Lash brook, head 
of the College News Bureau, and Mar- 
garet Wunsch ot the News Bureau, 
compile the information that Is ln- 



into slacks and . Into fac- 



MSf 

Nobody contends -not even tbe 
slacks manufacturers — that girls' 
trouser suits are going to take the 
place of more feminine dresses. In- 
deed not. But any girl who has token 
a long plane or train trip will realize 
the comfort and convenience of slack 
suits. They will be worn for neigh- 
borhood shopping, walking the dog, 
taking the baby for an afternoon out- 
ing, picnics, strolls. 

And 'to the first man who objects, 
I say, not all of you look so good 
in trousers. Many of you would look 
better In kilts. 



The College provided ground school 
instruction for 211 students In the 
national program of pilot training. 
This was in addition to the College 
War Training courses. 



Veterans 9 Party... 

The Associated Veterans of 
World War II at Fnrnnr State 
College will have a party ttatur- 
frotn ft to 1, In the 



Platter Chatter 



= 



By Bpratt 

With the approach of the first 
eight-week finals, most of us will be 
ng more time beating the 
To help ease the strain a few 

good records on the old "phony" 
never fail. 

One of the newer and better plat- 
ters has Carmen Cavallaro playing 
"In Acapulco" the same way he does 
In the show "Billy/Rose's Diamond 
Horseshoe." Carmen tickles the 
ivories In a mallow way on the other 
side of the Decca disc and gives with 
"The More I See of You." 

If you are having trouble driving 
yourself to study, tbe old king of 
the "lickerish stick," Artie Shaw has 
a neat little tune called "Bedford 
Drive" which might help you out. 
The old maestro goes way out In 
space on tbe other side of the record 
and lets go with Tabu. 

Johnny Mercer has written two 
new tunes and Mr. T. D. has made a 
Victor recording of them that is real- 
ly "Out of This World." While on 
the other side of the circle Tommy's 
vocalist, Stuart Foster makes the very 
positive statement that "June Comes 
Around Every Year." 

To the record collector who likes 
novelty Sister Rosetta Tharpe has a 
new. Decca plate with "Strange Things 
Happen Every Day" on one side and 
a catchy little tale about "Two Little 
Fishes and Five Loaves of Bread" 
on the other. . 

For a very neat sax solo by Johnny 
Hodges with Duke Ellington's band 
Victor's record "Mood to he Wooed" 
can be highly recommended while on 
the other side Joya Sberrlll with the 
Duke presents a lesson In entomology 
by telling all about the "Kissing 
Bug." . 

To recess the afternoon of record 
ed rhythm Lee Brown and company 
with Billy Butterluld as guest on the 
trumpet have a danceable little piece 
called "Sunday.* The other side gives 



Second Abby Marlatt 
At Kansas State 

Miss Abby Marlatt, a member of 
a family of pioneers In education, has 
arrived in Manhattan to assume her 
duties as associate professor In the 
Department of Food Economics and 
Nutrition. 

Miss Marlatt Is the niece of Dr. 
Abby Marlatt. one ot the early pro- 
moters of education in home eco- 
nomics, and a granddaughter of 
Washington Marlatt, the first prin- 
cipal of Bluemoot Central College, 
which later became Kansas State Col- 
lege. She received her Bachelor of 
Science degree from Kansas State In 
1938. She has been studying at the 
University of California at Berkeley. 1 
Dr. Marlatt graduated from Kansas 
State, College In IBS 8 with a Bachelor 
of Science degree. She also received 
her master's degree here In 1890 and 
an honorary doctor's degree In 1933. 
She was a student assistant teacher 
here while studying for. her master's 
degree. Dr. Marlatt was a pioneer in 
Home Economics. She was tbe Head 
of Home Economicaat the University 
of Wisconsin for 30 years previous 
to "her death In 1939. 



Plan Four Annexes 
To House Women 



Because of lnereaalug 
the College hopes to rent two resi- 
dence halls to house women next fall, 
In addition to tbe Sigma Nu and 
Sigma Alpha Bps I Ion fraternity hous- 
es, Miss Dorothy Hamer, director of 
residence, announced today. 

The two fraternity houses already 
rented will house 86 women. 48 In 
the Sfg Alph house and 38 in the 
Sigma Nu house. Last fall was the 
first time women lived In fraternity 
houses. Directors ot the residence 
halls have not been appointed. 



An Inspection of the Kansas, State 
College experimental farm In Doni- 
phan county will be carried out next 
week. 

The men making the trip are Dean 
L. E. Call, head ot tbe School of Ag- 
riculture, Dr. R. C. Smith, bead of 
the Department of Entomology, Dr. 
R. L, Parker, who has recently re- 
turned from special work in Bermu- 
da, Dr. G. At Dean, and Dr. W. F. 
Pickett, head of the. Department of 
Horticulture. 

Tbe trip will he made to develop 
plane for future experimental work 
to be carried out by the College. 



Hospital • * . 



Meat ReWarch 

A research project to test tbe effect 
of handling meats after they are re- 
moved from storage has been con- 
ducted by Mies Elsie Miller, instruct- 
or of food economics and nutrition, 
during the paet year. The project 
was financed by the Refrigerator Re- 
search Foundation. 

The meat was tested by braising, 
roasting, and broiling, and the resulta 
were tested by a tasting committee. 
Losses of food values were calculated 
at various stages. 

Dr. Beulah Westerman, assistant 
professor of food economics and nu- 
trition, made vitamin studies of the 
meat as the research was carried on. 

More work on frosen meat and the 
effect of handling It will be done next 
year In the home economics depart- 



you an earful of a tune called 
of Nowhere." 



'Out 




All veterans are Invited to at* 
Members of the organ! xn- 
lion will be admitted for f 1.00 
a couple. Son members will be 
for SI. SO end will be 
a 



Promoted by Red Cross 
Miss LaVelle Wood, formerly as- 
sociate professor of institutional 
management at Kansas State College, 
has been recently promoted to club 
director in charge of various Red 
Cross clubs in Italy. Before Miss 
Wood's appointment she was associate 
director, the highest office held by a 
Red Cross woman In foreign service. 
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The College Hospital is tempo- 
rarily closed during the 
session. All 
hospitalized In either of the city 
hospitals at no extra charge. This 
made necessary by the do 
enrollment. 
Any Ulnees or Injury occurring 
after 5 p. no. on week days and 
after noon on Saturday should 
be reported to Dr. R. R. Snook 
at his borne or the patient should 
be taken immediately to Park- 
view or St. Mary Hospital. 
The College dispensary will 

1 to 5 p. m. The hoe- 
be 



Parker Experiments With 
Cedar Insect Is Bermuda 

Dr. R. L. Parker, professor of api- 
culture and entomology, returned to 
the campus last week, after spending 
several week's of experimenting In 
Bermuda with a cure for an infec- 
tion which is destroying the Bermuda 
cedar treea. 

The Bermuda trees and the Insects 
which Infest them are closely related 
to American cedars and insect va- 
rieties. The juniper midge was be- 
lieved to be causing most of the dam- 
age In Bermuda. A spray of oil emul- 
sion was used to kill the juniper 
midge. *" 

Another insect which Dr. Parker 
found was causing trouble was the 
cedar plant hopper. It starts on the 
lower branches of the trees and works 
toward the top, killing the entire tree 
eventually, / 

Bermuda is noted for its green 
appearance, and the death of the trees 
Is a grave problem to the Bermudiah. 



Courses In first aid and home nurs- 
ing were offered to 584 women stu- 
dents at the College last year. These 
courses were given at the request of 
the American Red Cross. 



A ring that symbolizes the 
last word in taste and mod- 
ern designing — the beauty 
and quality of stones and 
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Players Please 
Audience With 
f Damask Cheek 9 

Bf H. W. Dart* 
Kansas State players delighted a 
large audience at the College Audi- 
torium on Friday evening with John 
Van Drnten's sparkling satirical 
drama, The Damask Cheek, a flashing 
view of the Victorian era. The play 
was most meticulously set before the 
audience by Director Earl G. Hoover 
and his assistants, Miss Marion Kirk- 
pa trick" and Mrs. H. W. Marlow — in 
so far as the auditorium stage could 
be converted into the upstairs living 
room of Mrs. Randall's house In the 
east Sixties, New York City, mid- 
December, 1909. The players were 
only slightly less successful In re- 
creating the Victorian atmosphere 
and being the pretenders of property 
of that not-so-long-ago day. 

"A "Situation" 

Mr. Van Druten proceeds delib- 
erately with his presentation of a 
"situation" in the Randall establish- 
ment. If »he could have thrown the 
"London" Rhoda Meldmm and the 
"New York" ('alia Longstreth into a 
hair-pulling cat-flght on the floor of 
Mrs. Randall's most proper living- 
room In the first act lnsstead of the 
third, the audience would have been 
much more comfortable and hilari- 
ous. But he sees fit to present his 
problem like a college professor who 
baa to use up a full fifty minutes or 
suffer a cut In salary; and the play 
drags. 

Perhaps it Is unfair to expect peo- 
ple who were born In 1924 and 1926 
to know how folks conducted their 
exteriors in 1909. It 1b even unfair 
to expect professionals born prior to 
1909 to remember how people wore 
their clothes and their false faces In 
those classic days. Consequently the 
youthful Kansas State players had a 
terrific task before them, a well- 
nigh impossible task. But the stage- 
wonderfully, as did the 



Mrs. Schmitt To 
Girl Scout Staff 

Mrs. Kathleen Knit tie Schmitt has 
resigned as Assistant Dean of Women 
at Kansas State College to accept a 
position on the national Girl Scout 
staff. 

„ She will leave the College July 31 
to assume duties August 20 at head- 
quarters in Kansas" City. Her work 
will be in the Covered Wagon Area, 
Region VII, which covers Missouri, 
Kansas, Nebraska, Iowa, Colorado, 
and Wyoming. 

Beside her work as Assistant Dean 
of Women, Mrs. Schmitt has been 
faculty advisor for Senior Women's 
Panhellenlc, Prix, and Independent 
student social organisations while 
on the campus. Last year she worked 
with the planning committee tor the 
International Security Assembly. 

Mrs. Schmitt received her bachelor 
of science degree from Kansas State 
and her master's degree in Student 
Personnel Administration from Co- 
lumbia University, New York City. 

She is a member of P. B. O., Na- 
tional Association of Deans\ol Wo- 
men, League of Women Voters, and 
Kappa Delta sorority. 
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eight- weHk 



for the 



Students 



the 

to R. I. 
summer school, 
rolled for the 
session may 
time. 

The second eight 
slou, from July 88 to 
15, Is primarily for regular col- 
lege students wishing to follow 
the accelerated program, but 
others can find 
to 




Eisenhower Back 
To Washington 
On USDA Job 




piano bench, which over-acted con- 
siderably during the early part of 
evening. 

(Continued on pag« three) 



Sketch Official 
Kansas State Flag 

Kansas State will soon have an of- 
ficial flag. 

Sketches are being prepared at 
President Elsenhower's request by 
Margaret Lewis McMahon, junior 
Arts and Science student, under the 
supervision of Prof. John F. Helm, 
Jr. 

Tentative plans are for a field of 
purple, the school color, with the 
name of the College In white and the 
school seal surrounded by sunflower 
petals In gold. The flag' may have 
a white border. 

Until now the school has used 
the ROTC flag designed during Pres- 
ident William Jardlne's administra- 
tion. 

Further plans will he made after 
commencement when Mr. Helm will 
confer with the President. 



Offer Home Ec 
Survey Courses 

Home Economics A and B, a course 
designed to fill needs of college wo- 
men, will be offered next tall to Jun- 
ior and senior girls enrolled in the 
School of Arts and Sciences, accord- 
ing to a recent announcement. Home 
Economics A and Home Economics B 
will consist of four hours credit each, 
with neither section a prerequisite 
for the other. 

Objectives in Home Economics A 
are to help the student understand 
people: the planning, selecting, mak- 
ing, and caring for clothing; marriage 
and Its responsibilities; a satisfying 
home and family life; and children in 

.B wtn consist , 
discussions and study on personal and 
family health; planning, preparing, 
and serving meals; providing a place 
to live; personal and family finance; 
and managing the home. 

The practical aspects of the sub- 
jects will be emphasized and will be 
based on real life situations as much 
as possible. The course should help 
students to develop a satisfying phi- 
losophy of personal and family living. 



President Milton 6. Eisenhower has 
returned to Washington to spend a 
week in the Department of Agricul- 
ture as chairman of a special com- 
mittee oo reorganisation, but will 
return next week for commencement 
exercises, according to a statement 
made by the President in an Inter- 
view for the Kansas City Times Mon- 
day. 

Eisenhower heads a committee of 
nine men, some former department 
officials in private industry, others 
career men in the department who 
are studying department operations. 
The committee will make recommen- 
dations to the secretary on simplify- 
ing activities of the department but 
will have nothing to do with admin- 
istration or personnel. Its first Job 
has been to suggest ways to integrate 
the War Food administration Into 
the Department of Agriculture. 

He has been dividing his time be- 
tween the College and Washington, 
post as advisor to Secretary Clin- 
F. Anderson being an unpaid one 
as part of his duties as president of 
Kansas Stats. 

In Kansas City Eisenhower said 
iderjKUW.rn.bo was Bscently appoint-^, 
ed secretary of agriculture, Is apply- 

the 



Current estimates of marriages in 
the United States indicate 90 percent 
Involve men in uniform. 
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No Collegian 

The Collegian will not be pub- 




pubilcAtlon upon the opening of 
the fall term. The paper, edited 
by Jean Wainsoott, will resume 




Chinese Lend-Lease Students 
Study Agriculture At Kansas State 



Three young Chinese, all grad- 
uates of the University of Nanking, 
China, have arrived at the College 
to study specialized fields of agricul- 
ture. These men, Chwang Chlao 
Seng, Liu Chang Lou and Chin Yang 
Kao, are among 000 Chinese college 
graduates sent to this country by 
their government to study under the 



Chwang and Lin are mainly In- 
terested In phases of milling Industry. 
Kansas State Is the only school In 
the western hemisphere to offer a 
degree In, milling Industry and the 
only college or university In this 
hemisphere to have a college-owned 
mill. Chin Is taking special training 
In agricultural engineering and Is 
primarily Interested In grain storage 
problems. 

The three will remain on the cam- 
least five months receiving 
In 

they wil i 

of study at another college and two 
months of observation of work In 
their fields. When they return to 

or the gov- 



ernment at the experiment stations 
carrying on research. 

Although they have been at the 
College less than two weeks, they 
have been on a field trip through Cen- 
tral Kansas where they visited mills, 
grain elevators, cereal laboratory 
and the grain storage experiment 
under way at Hutchinson. They are 
looking forward to other field trip* 
soon. 

"People everywhere Id America 
have been nice to us," declared the 
three. "They are nice to us on the 
campus here and wherever we have 
in Kansas. They treat ns not 



The men believe the fact that 
China already Is looking to the post 
war future of its country and inter- 
national peace is well brought out 
In that their nation is sending 
young Chinese to America to learn 
of American science and progress 
They feel that their visit to this 
country will brine a 
between two of 
the world. 



38 Will Receive Degrees 
In Simple Ceremony 

Informal Program Includes Dinner, Recital, 
And Speech By President M. S. Eisenhower 



his 

ton 



• ■ rr 

ISA Movies 

a 

Continue Next 
Eight Weeks 

Movies sponsored by the Interna- 
tional Security Assembly wilt be con- 
tinued during the second term of 
summer- school, according to Mar- 
garet Parker, secretary of the organ- 
isation. They will be shown at 12:16 
p. m. each Wednesday In Wlllard 
116. 

The ISA program for the first sum- 
mer school term has centered around 
two features. The first has been the 
movies which have pertained to peace 
problems, the study of many nations, 
and the home front. 

The second project has been radio 
programs. The ISA sponsored two 
programs a week, one on Wednes- 
day at 1:06 p. m. and another on 
Friday at 12: SO p. m. On Wednes- 
day the music of the country repre- 
sented was played, and on Friday 
the nation itself was discussed. These 
programs will be resumed In the fall. 
The radio series will end with this 
Friday's program. 

The Assembly will climax its study 
and research next November with a 
conference to make plans for lasting 
peace. Resolutions concerning vital 
problems ot the various countries 
will be discussed in committees, and 
then the resolutions will be presented 
before the Assembly for ratification. 

Kansas State Is one of the first 
colleges In the United States to bring 
world problems before the students 
In this realistic way. 



Ing mid-western 
huge food production job. 



Heberer Will 
Work In New 
York With NBC 

H. Miles Heberer, professor of 
speech at Kansas State, has been 
granted a sabbatical leave to take 
advantage of a fellowship offered by 
the National Broadcasting Company 
in New York. 

Professor Heberer will work In the 
public service department of NBC. 
He explained that NBC considers 70 
percent of Its programs as service 
programs. The fellowship wiU be for 
a 10-months period from September 
1 to July 1. 

Mrs. Heberer will accompany him 
to New York. Their daughter, Nina 
Jean, will remain in Manhattan' to 
continue her college work. 

Mrs. Ann Stetnhelmer Mall has 
been appointed a temporary Instruct- 
or of speech, effective September 1, 
to take over Professor Heberer's 
work during his absence. Mrs. Mall 
was graduated from Kansas State In 
1941 with a bachelor of science de- 
gree in Industrial Journalism. She 
is formerly on the staff of radio 
station, KSAL in Saline. Mrs. Mall 
la the wire of Capt. Richard M. Mall, 
who was graduated In Industrial 
Journalism In IS 40. He is in Ger- 
many. 



Prof To Teach 
In Army School 

Lt. R. Boyd Cathcart, on leave as 
assistant professor of animal hus- 
bandry at Kansas State, will teach 
animal husbandry at the Army Uni- 
versity Center at Shrlvenham, En- 
gland. The University Is handling 
4,000 Army men. f 

For several months Lieutenant 
Cathcart has been In France. He had 
been ordered to the Pacific, when bis 
orders were changed unexpectedly. 
Cathcart is the second Kansas State 
faculty member to teach In the Army's 
Educational Program. C. J. Medlin, I seven 



Approximately 38 degrees 
will be conferred at informal 
aencement exercises in 
Thompson Hall Monday night 
at the end of the first eight-week 
session of summer school, Col- 
lege officials announced today. 

Exercises were originally 
scheduled for Tuesday morning, 
with Dr. Knox Mlllsaps from Po- 
mona College, Calif., scheduled 
as speaker. A change In plana 
was made necessary when Dr. 
Mlllsaps cancelled his speaking 
engagement here after he was 
drafted, 
llth Wartime 

The llth wartime graduation cer- 
emonies at Kansas Stale will be pre- 
ceded by a dinner at 6:30 p. m. Mon- 
day In Thompson Hall to which grad- 
uates, deans, and faculty members 
are invited. 

At 7: SO p. m. relatives and friends 
of the graduating students will at- 
tend a musical recital on the second 
floor of Thompson followed by the 
conferring of degrees by the deans 
of ihe schools ot the College. Presi- 
dent M. S. Elsenhower will deliver 
a short commencement address. 

The musical portion of the program 
will be presented by the Department 
of Music. Prof. Luther Leavengood, 
head of the department, will play a 
violin solo, "Romance In F" by 
Beethoven. Edwin D. Sayre, associ- 
ate professor of voice, will sing "A 
Dream" by Grieg. The girls' glee 
club conducted by Mr. Sayre will sing 
two selection*, "The Clouds" by Dels 
and "The Swan" by Satnt-Saena. Lyle 
Downey, associate professor of musks, 
will play a cello obligate for "The 
Swan." Piano accompaniments for 

he played by- 
Jesson. assistant professor of 

music. 

The summer gradoatlon for 1*46 
will be the second Informal com- 
mencement exercise held at Kansas 
State. Forty-nine persons graduated 
last year In exercises held In the 
President's garden. 

The School of Arts and Sciences 
leads among the schools with 16 
graduates, followed by 13 for the 
School of Home Economics. Seven 
persons will receive Master of Sci- 
ence degrees from the Graduate 
School. The School of Engineering 
and Architecture and the School of 
Agriculture each have one graduate. 
Thirty-one bachelor of science and 
master of science degrees will 



assistant professor of Journalism and 
graduate manager of Student Publi- 
cations is teaching In the university 
at Fontalnebleau, France. 



Stolen Purse 
Is Recovered 

Recovery of a purse stolen from 
the office of Mary T. Herman, profes- 
sor of soology, was reported by the 
sheriff's office Saturday. The purse 
was found behind a radiator in a 
room across the corridor from Dr. 
Harmafl's office In Falrchlld Hall. The 
purse, papers and Identification were 
Intact and only the cash, about ftt, 
was missing. 

A purse belonging to Mrs. Dorothy 
Johnson was stolen Saturday morning 
from the Animal Husbandry offices. 
She reported that the purse contained 
about $2. 




There are 862,000 n 
ployes In the cities and 
United States and they have a 
roll of $121,000,000. 



Ambassador Chooses 
Kansas State For Son 

General Juan B. Ayala, Paraguay- 
an ambassador to Brazil and delegate 
to the United Nations conference, has 
announced that he plans to send his 
only son to Kansas State next year. 
The boy la Napoleon Fernando Ayala r 
16. 

"What I have seen so far of this 
country charms me," General Ayala 
said. I had read a lot about the 
United States and what 1 have seen 
has confirmed all those wonderful 
things. In fact, I hay* been given an 
even better opinion of the country 
since I have visited It." 

General Ayala owns a 10,000 acre 
ranch, on which he has 5,000 Short- 
born and Hereford cattle. He was 
Chief Of Staff during the Bolivian- 
Paraguayan war. 



Offices for some 
on the campus hare 
cording to H. Umberger. dean of ex- 
tension. 

The district agricultural agents 

JeFe ^l^J^T 1 OC^fc te aa"- a-^a If \ \ 1 S^0 le Da* 

Hall, Room tll-B. Also in the Mili- 
tary Science Hall are the 
Home Economics Department in 
Room Sll-A; the Agricultural Spe- 
cialists Department in Room 210; 
the Department of Home Study Serv- 
ice In Room 11; and the Farm Labor 
Office tB Room 211-B. 



be conferred, 

No word has been received from 
Mrs. Emma L, Cllngman as to wheth- 
er she will be here to receive a di- 
ploma for her sou, Marine Lt. Paul 
L. Clingman. missing In action. She 
had planned to come for graduation 
exercises originally scheduled for 
Tuesday. Mrs. Cllngman has been 
notified of the change by Dean R. W. 
Babcock, 

Those receiving degrees are as fol- 
lows: School of Agriculture; 

(Continued on pane four) 



Music Students Will 
Present Recital 

A piano recital by students of Miss 
Marlon Pelton will be given in the 
College Auditorium at 8 p. m. to- 
morrow night. 

Students from Manhattan, Fort 
Riley, Junction City, Wamego, and 
St. George, who are between kinder- 
garten and high school age, will par- 
ticipate. 

Those who will slay In the recital 
are Dan Hill, Margaret Wonder, Jane 
Compton, Dorothy Wonder, Margaret 
ricke. Robert Wilbur, Kathryu 
HJerpe, Barbara Ann HJerpe, Janet 
Thompson, Juanita Lofgren, Richard 
Spltser, Kenneth Spltser, Betty Long, 
Mary Qulnlan, Adrea Simmons, Prudy 
McCracken, Nancy Baehr, Barbara 
Arnod, Susan Brown, Mary Frances 
Moeblman, Gas Whitney, Joy Whit- 
ney, Jean Lofgreo, Lu Ann Burnetts, 
Dicky Long, and Dicky Tow. 

There will be a duet by Juanita 
Lofgren and Margaret Flcks, a trio 
by Nancy McCracken, Marjorie 
Dunne, and Norma Jean Wells, and 
a duet by Barbara HJerpe and Susan 
Brown, 
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The Old Question 




The otter cUy a student who attended an Unt i l college before com Ins 
to Kan*** State pointed out tone now an* were to que*tk>ne "WW* wrong 
with BtateT" and started u» on a private Investigation. 

The subject i* one student* a* gripers discuss with monotonous repeti- 
tion, but seldom, are their dl*cus*i<m* backed up with aaggestloo*. 

There seems to be a lack of student enthusiasm and Interest which ebon Id 
knit the Col lego Into a unit. The stand-by anewor for that is "It's the war. 

> In '40 when thine* wsre really popping 
i gas for fewer convertibles, and f swot tm 
, Affliction* hare hit every college. The real lack hare 
■to be in unity. There are few all-college affairs and not much enthusiasm tor 
the few there are. The audience that attended the summer school 
week was not a at ad eat audience. There Is a definite need for all-College 
activities that will bring student* out of 
thorn all talking the same language. 

Before the war, elections and campaigns may bare served that purpose 
to a certain extent. The International Security Assembly may unite student* 
In a common Interest this fall. It is designed to do that by 
ilonal affairs « vital issue with every student. If rtsan capture the 
of all who will participate It will flit one of the biggest need* of the 
But only through the interest and cooperation of the Individual 
will tt accomplish If purpose. 

o— 



The Last Fling 
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Cat 



After a brief adltorlal fling it Is time to sling the tattered cover* over our 
typewriters and lock tha door on The Office. 

We suppose we should write a column or two of sob* at parting, hot in 
order to uphold standards that have established Journalist* sa character* 
with ley blood and hearts of lead type, we will any wo have enjoyed eight 
week* of newapeperlng and let It go at that. But The Collegian haa been 
more to u* than a means of getting revenge. In it we have tried to bring a 
digest of college life to everyone from deans to the student* who kept the 

Cat Meowing. . 

We have bean called all kinds of names and all kinds of adjectives have 
been applied to The Sheet . Our moat recent accuser call* us "m amblers of 
sweet little Greek nothings." You will notice we have waited to bring auch 
accusation* to light until now when we are on the coward'* way ont. Bat 
In spite of such Street discouragement* we believe we may have ehed a email 
my of light. If we have not succeeded, perhaps yon can put The Collegian 
to some good use in your packing. It'* a convenient site for wrapping. 

Any credit moat; go to an able staff of assistants. Jo Nelbarger. ad man- 
ager and Betty rSrown Burton, her assistant, have pounded the hot sum- 
mer pavements and dona a good Job dragging in ad*. Joy Talbot came In 
at the halfway mark a* an able assistant editor and Rosemary Atzenweller 
was on band aa copy desk editor, with Wilma Lienor as assistant. 

The group of reporter* who wrote everything from soup to nut* la headed 
by Gene Ipratt, Ralph Neamlth. and Peg Haggman, and include* Pat Bresa- 
fleld, Phyllis Warner and Mary Loulae Markfey. Roxanse Mickey haa kept 
you up with society and Jean Wichere wrote the column Bar* and Stripe*, 
telling of the activities of service men. 

That Is the staff and this la the sign -off. War condition* prevent u* from 
printing a second eight-week* edition, so now we wish you a cool and lazy 
The Collegian will roll off the press again come 



Well, comes time for the finale and 
of a slightly battered 
a chance for the local slo- 
< Including yours truly) to 
breathe easy for file rest of the sum- 
mer. However, before closing np shop 
there are a few last minute slams to 
be daalth oat to deserving Individual*. 

ATTENTION MEN: In view of the 
curtailed supply pf available dates 
for the second eight weeks, Jules 
Funston and Charlie Eslinger an- 
nounce the Opening Of tbe Curvaceous 
Dating Berries. They have catalogued 
according to age, height, weight, and 
parking preferences, tbe pick of the 
local high 
Introduction*— 86 cents, Blind dates 

For further information 
Eslinger between 2 and 10 p. m. at 
Booth 1, Palace Drug Store. No 
character references necessary 

like the gals at Tri-Delt are 
hOMSha of relief now 
Mickey Terra r 1* leaving for the 
mer. They won't be afraid to laawa 
their dates In tbe parlor alone for a 
few minute*. 

In the same vein; it seems that 
Mugs was slightly perturbed tbe other 
day whe 

with ber own (Mug's) Bncky. Don't 
know many of the details and the 
name Anderson was labeled with 
couldn't be printed anyhow 

We don't know whether Borensem 
was lost In the big crowd on the dance 
at 



that cup of coke. Smythe 
tor really enjoyed Splvak's 
Bald It sounded 
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-;- Outside The Ivy Walls -:- 
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By Kelly Robert* 



American, British and Soviet Army leader* have found 
block* to setting up a smooth-working lnter-Alllod go 



Berlin, 
man capital was 
The American 

ifjAHl Tbtl tl at* t fl 
l v ** * i' lM,, p fc " 



for temporary feeding and 





stumbling 
authority for 
of the Ger- 



todia's 
British d< 
brought 
< about it 




thus left high and dry with their wild stories at- 
blllty" of working with the Soviet command 




out for Independence. They are fed up with 
exploitation. Who wouldn't bet Britten occupation 
h«* brought nothing but misery. Mil lions starve each year, but nothing la 
done about It. The atandard of living la the lowest of all civilised peoples 
despite long years of British rule. 

That India deserves Independence 1* not to be doubted. Certainly 
she could fare mo worse by herself than she ha* under Great Britain. 

its itself is: "How can India's standard of 
~ iAta ha* the resource* and manpower necessary to 
Ion. The problem resolves itself Into how these 
can be exploited. There are few skilled factory worker* and 
technicians with which to build and operate large Industries. Agricul- 
ture is still primitive. The people are uneducated. Hindus and Moslems 
are »t 111 pitted againwt each other. 

Perhaps It would be wise If the I Mian leader* thought a little more of the 

future. Independence would not mean much to the average Indian if these 

problem* remain unsolved. 

• • • * 

Bilbo wins again. Hope* for a permanent 
ommtaston are gone for the time being, 
to hi* favorite weapon— Hate— 4he same weapon 
used so successfully by Hitler. Here is some of what he had 

only Negro**, but all minorities, 
from the famous Bilbo collection of adjectives: "We are deal- 
ing with an Inferior race. . . . Negro soldier* have caused the USA to lose 
prestige all over Europe. . . . They will not fight, they will not work. , . . 
They are guilty of more than half the crimes In the Army." 

But the general* say otherwise. To quote General "Ike": "I do not 
differentiate among soldier* I do not say white soldier* or Negro sol- 
dlen. ... I have seen Negro soldiers la this war . . . they have rendered 
very valuable contributions sad some of them with the greatest enthu- 
siasm , . . they have done their Job and they have done the Job given 

Mora praise cornea from General Patten. "The Negro tank battalion at- 
tached to my rnmrs*jn.it fought bravely In tbe critical Battle of Baatogne . . 
. the Negro soldier* were damn good soldiers, of which the nation could be 
mighty proud." 

"Colored soldier* were magnificent In tbe historic crossing of tbe Rhine 
and the devastation of tha Ruhr Valley. The 3 5 th Infantry Division and 
the 784 th Tank Battalion were element* of the Ninth Army and the 
of Negro and white personnel of the unMs 
nation," to quota Lt. Geo. William Simpson. 



o the time ha* come to pnt 
the Cat to rest until next fall. How 
ever, before leaving I would like to 
thank the city for Park, Sunset and 
Bluamoat Hill upon whose acre* many 
night* of revelry have taken Place. 
I thank the girls of Tri-Delt Summer 
Home tor Displaced Girl* for all the 
fire escapes they've climbed and after- 
hours parties they've attended which 
always make good news. Last, but 
not least, thank* to my two see col- 
laborator*, Lou Fletcher and Gene 
Spratt for their hetpfnl cooperation 
In supplying your much 
writer with necessar; 

In closing I offer apologies to any- 
one who thinks they have been dealt 
with unfairly, .but please remember 
that with a limited enrolment this 
summer we were hard up tor copy. 
To those I failed to Insult I have 
one thing to say: "Yon didn't get 
around much did you? 

So, signing off to catch the fastest 
train for an unrevealed destination, 
1 hope to see yon all back in the 
same booth* again next fall. Until 
then — Sincerely — Ralph Neamlth. 

Editor's Note: We felt that the 
roving reporter who writes this 
column might have missed one small 
item about "The Acre*." We wouldn't 
think of mentioning any name* but 
we wonder how Ralph (Man-About- 
Town) Neamlth liked playing second 
fiddle to Jim Bolton concerning a 
certain Alpha XL 



Capt. Laurence A. Pratt, Com. 
S(. hat been awarded the Bronte 
Star Medal for meritorious achieve- 
ment In connection with military op- 
eration* against the enemy in Holland 
and Germany from January t to May 
t, If 41. During this period Captain 
Pratt with complete disregard for 
s personal safety successfully de- 
fused, disarmed or otherwise defused, 
disarmed or otherwise rendered barm- 
leu bombs of American, British and 
German make. Captain Pratt also 
removed demolition charge* which 
had been prepared by the enemy for 
ie purpose of destroying bridges 
and other crit ical poin ts. 

MaJ. Chester W. Gist Is helping to 
strip, dismantle and destroy what la 
left of the beaten German Luftwaffe. 
Tbe objective* of the air disarma- 
ment division established under the 
Ninth Air Foroe Service Command 
are to neutralize the German Air 
Staff and to render Impotent the Nasi 
aeronautical Industry. Previous to 
this work. Major Gist flew 37 mis- 
sions against enemy targets in the 
European Theater of Operations. For 
his part In the tactical aerial war 
against the Germane he ha* been 
awarded the Air Medal and tlx Bronte 
Oak Leaf Clutters. He was a student 
at Kansas State before entering the 
armed services in March, 1941i He 
hat been overseas since May, 1944. 

First Lt. Dale A. Smith, f. *., i* 
now stationed on Okinawa. He ha* 
been In tbe Army three yean and 
has spent a year and a half overseas. 
He was stationed In Hawaii for four- 
teen month*. 



Guadalcanal, New Qnlues, New Cale- 
donia, Guam, Leyta, and I wo Jims. 
Alderson was fighting on I* 
only a shor 
Pyle at the 



use of the great student de- 
a full schedule of art courses 
will be offered during the second eight 
weeks of summer school, according 
to R. L Thackrey, director of sum- 
mer school. 

Freehand drawing, painting, etch- 
ing and block printing, sketching, 
life drawing .and commercial illustra- 
tion will all be taught by Prof. John 
F. Helm, Jr. Some of the work done 
In freehand drawing and sketching 
will be done out of door*. 

"As usual we will try to lit these 
courses aronnd the need* of 
student," Professor Helm said. 



Diamonds and gold were discovered 
in Africa in 1870. 



William A. hjungdahl, Ag. '40, has 
been promoted from the rank of sec- 
ond lieutenant to that of first lien- 
tenant. He Is an officer of the 68 th 
Military Police Company for the Fifth 
Army and the ground force* of the 
U. S. Air Corp* and Navy In the Med- 
iterranean Theater of Operation*. 
LJungdahl Is entitled to wear the 
Purple Heart, the Combat Infantry- 
man's Badge and the Mediterranean 
Theater Ribbon with two battle stars 
for the Rome-Arno and North Apen- 



Pfc. Willis Alderson, former Kan- 
sas State student, la on a convales- 
cent leave from Camp Carson, Colo. 
He has Jnst been returned to the 
United States because of wounds re- 
ceived in the battle for Okinawa. He 
fought In the campaigns for 



Collegian Advertising Pay*. Try It. 



to say. He 
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Waters Hardware 

Dial 45 J7 



PICTURE FRAMING 




Aggie Hardware & Electric Co. 
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Johnsoi 



Air 



Classic 




There'* nothing quite so 
beautiful, so fine aa a dla- 



attractively in precious 
gold — designed and cre- 
ated by master craftsmen. 

Reed's carry a fine assort- 
ment of unmounted high 
quality diamond* and a big 
variety of handsomely de- 




moat suitable .to your likin g 
— we mount the 
special 
shop. 
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TIME SHOP 



Something to 
Remember Us By 



Ogden Nash 



Three of a Kind — Cain 
Barefoot Boy With Cheek 



Brave Men — Pyle 
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Brighter Prospects For 
lett's Gridmen Next Season 



Prospects In the Wildcat foot- 
ball camp will be considerably 
brighter this September 1 when 
head football mentor, Ward 
Haylett, calls his gridiron pros- 
pects together for their first 
practice. 

In contrast with the 1944 pre- 
season prospects. Wildcat foot- 
ball mentors had only two re- 
turning lettermen and one 
squad member while this year 
there are ten returning lettermen, 
several squad members who gained 
valuable experience and some dis- 
charged service men and freshmen 
that shows 
spring practice. 

There Is also 
in the enrolment ot freshmen next 
fall according to the college officials. 
Several good football prospects are 
enrolled in summer school and have 
announced their intentions to report 
next fall. Some of these are Elchard 
Hood, who played center for Junc- 
tion City; Bill Weaver, tackle from 
Topeka High and Thornton Oehrke, 
all conference end from Manhattan 
High. There also is a possibility that 
Ted Grimes, all state bact from Man- 
hattan High will still be here this 
fall. He will help solve the Wildcats 
backfleld problem. Tons Flan nelly, 
another all conference Manhattan 
grldster, is enrolling in school and la 
expected to "bolster the Wildcat for- 
ward line. 

10 Returning Lett/men 

The returning lettermen are Har- 
old Kinard, Jay Payton, Russ Hardin, 
Marvin Norby, Harvey Haas. John 
Ooforth, Robert King, Bob Mooney, 
Dale Cowan and Max Harvey. This 
means that Coach Haylett can start 
a team next fall with a letter-man at 
every position except at the left half- 
back Bpot. The line will be particu- 
larly well fortified with Ave out ot 
seven regulars back and several 
spring practice candidates that turned 
In outstanding performances. 

It's the backfleld that presents the 
biggest problem to the Wildcat coach- 
es. Only two lettermen, Jay Payton 
and Bob Mooney, remain with the 
possibility of Max Harvey, wbo was 
lost last season with an Injured knee. 
It'e going to be hard to fill the shoes 
of Ronnie Webster and Dana Atkins, 
however 11 fdteral "odftUtnatng high 
school backs are expected to enroll 
here this fall to brighten up Coach 
Haylett** scoring machine. i 



Kansas State's 1945 Football Schedule 



MANHATTAN 
MANHATTAN 



Milwaukee 

Columbia 



29— Wichita University 

13— Marquette University (Night) 
sr 10 — Missouri TJnJve*atty 

ar 17— Oklahoma University <PareataT>ay> MANHATTAN 

November. 1 Iowa State Amen 

November 10— Nebraakn Univ. (Homecoming) MANHATTAN 
November 17— Kansas University Lai 



opens when the Purple and White 
Warriors play the Wichita eleven here 
on September 29. Instead of playing 
the Michigan State Spartans this 
year the Wildcats will travel to Mil- 
waukee to take on the highly touted 
Marquette Hllltoppers in a night 
game October IS. The eight-game 
schedule will close when the Wild- 
cats battle the Jayhawkera November 
17 In their annual pigskin parade. 



Offers Foreign 
Diplomat Posto 
To War Veterans 

The Stat* Department is now of- 
fering commissions to qualified vet- 
erans and manners of the armed 
forces as Foreign Service Officers with 
the diplomatic corps. Duties of these 
posts will mean foreign service ia 
one of the Department's embassies or 
consuls. 

Minimum educational requirements 
are 3-4 of the work completed to- 
a bachelor's degree and profl- 
( in reading French, German, or 
Spanlah. 

If he is a veteran, a man must have 
discharged from the 



Harlan flees, '41, 
Diet la Washington 

Harlan Rsea, former Kansas State 
student, died July 10, In Washing- 
ton, D. C. where he was employed 
by the United States Government. 

Surviving bim are his wife, Evelyn 
Lewis Rest and a daughter. Both he 
and his wife were Kansas State grad- 
uates, and he received bla degree In 
1141. 

Funeral services were held Satur- 
day afternoon at 1 p. m . at the Coars- 
er Funeral home. The Rev. 
Hinds and the Rev. T, H. Jc 
had charge of the servic 
was in Sunset cemetery. 



Players Please 
With "Damask Cheek" 

(Continued from pace ons> 
Comparisons 

Patt Fair man, as Rhoda Meldrum, 
If comparisons must be made, un- 
doubtedly did the best Job of feeling 
and living her role, and acting it 
with reserve in line with her feelings. 
Craig Bracken worked smoothly In 
the "smoothie" role of Nell Hard- 
ing, questionably credited with being 
a heartcracker de luxe. Wendell Kerr, 
who enacted the much-on-the-spot 
Jimmy Randall, made up in vigor 
what he lacked in finish, and succeed- 
ed in convincing everybody that he 
was flesh and blood, and not a part 
being played with do-or-dle deter- 
mination. Nina Jean Heberer did a 
good Calla Longatreth, a New York 
actress in frantic search of something 
she called security. Lois Cravens as 
Daphne Randall and Phil Klser as 
Michael Randall gave the audience 
many laughs with their adolescent 
roles. Carolyn Meyers did well as the 
forbidding Mrs. Randall, and so did 
Donna Paye McVay as the spinster 
Hiss Pinner, who came in frequently 
to see what it was all about but never 
quite caught on. 

But all In all, it was an unusually 
pleasing play. It made a lot of peo- 
ple glad they had not been born until 
after 1909 and the rest of them happy 
that they had lived on through to 
1945. 



Jessup Injured 
In Heroic Action 

IA. Col. Ernest D. Jessup, '37, I 
J., former Big Six wrestling cham 
plon, was permanently disabled on 
April 21, by Jap machine gun and 
mortar -fire, In an action which was 
part of the campaign to capture Lu 
ton's mountain province of Baguio 
Although seriously wounded in the 
chest, right leg and left arm by ma- 
chine gun bullets and bit again, al- 
most immediately, by fragments of 
a Jap mortar shell, Colonel Jessup, 
3rd Infantry battalion commander, 
continued to direct the operation and 
forbade his men to attempt to rescue 
him. 

Under Jessup's continued direc- 
tion—he was scarcely able to talk 
because of his chest wound — the Jap 
strongpolnt was successfully flanked 
and thxee machine guns, four knee 
mortars and quantities of ammuni- 
tion were captured. 



service and all applicants must be 
citlsetu of the United States for a 
minimum of 15 years and not married 
to an alien. 

Applicants will take written exam- 
ination from the State Department 
to determine their suitability. Appli- 
cations are available at Dean R. A 



To YM Cabinet 
George Bascom and Ted Grimes 
were elected to the YMCA cabinet 
at the meeting of the YM council last 
week. They will begin their duties 
next fall. 



The Athletic Council reports that 
a successor to Charles "Soc" Socoiof- 
sky will be chosen soon. They have 
several prospects but cannot disclose 
the successor at present. 

The 1945 football season officially 



Young camp. Notary Public 
Day or Night. 1224-A 
Moro. Phone 3880. 



College student desires ride In 
northerly direction out of state before 
August. Phone 8-7411. 

LOST: Brown gold-trimmed Shaeffer 
Life Time fountain pen apd pencil. 
Reward! Qrayce Cants, Phone 4238. 



Wounded soldiers can now be 
picked up by planes in flight and 
transported to base hospitals. 












Diamonds 
Birtbstone Rings 
Bracelets 
t Compacts 
Lockets and Crosses 

PAUL DOOLEY 
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QUICK REPAIRING 



TEACHERS WANTED 

Sopervlaoni Orate SS.4O0, Art, 
Phya. ES< 
Library. 
Unmr 



CELINE TEACHERS AGENCY 
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JULY 

Clearance Sale 

SMART SHOP 



Just Arrived 

Women's Short 
Overalls 

Denim 

Sailing Blue 

All Sizes — $4.00 
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Crystal* 

BRADSTREET 
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H. J. GRIFFITH 



WAREHAM 
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"VALLEY OP DECISION" 



Don Big Crisp U««l Barry more 
Presto* Footer Mantua Hunt 



| — THTJR8. - FRI. ■ SAT. — 

Monty Wooley 

Oracle Fields 



Molly And Me 



Owner-.]- X- (Dutch) KROELL 
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Steel Card Cabinets 

Single and Double Drawer 

.* - SB* 

Filing Cards 




STARTS SUNDAY 
Dennis Morgan 



God Is 
My Co-Pilot 



STATE 



- FRIDAY - SATURDAY - 
Leon Errol 
— In — 

What A Blonde 





-l 



fosMon color. 

INTRODUCTORY SOX 




Sheriff Of Sun Down 

— SUN. - MON. - TUBS. 
Jimmy Lydon 



The Town Went 
Wild 

— Also Co-Feature — 

Cisco Kid In 
Old Ad 0X100 



CARLTON 



FRIDAY 
Jack Oakle 




Sweet And Low 
•Down 



BENNY GOODMAN 



STARTS SUNDAY 

Winged Victory 
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At long last ths soc editor cm now 
cease worry OTer your social Hie or 
lack of it— 'came this 1b It I 

Firm on the list Is the approaching 
marriage of Roma Jean Earlywina, ft, 
of Pratt, to T/Bft. 8am C. 8111, of 
San Bernardino, Calif., who recently 
returned from overseas. The mar- 
riage will take place in San Bernar- 
dino, Calif.' Roma Is a member of 
Delta Delta Delta. 

Kappa Deltas gave a farewell din- 
ner at the Hotel Oillett, Tuesday eve- 
ning for Mrs. Kathleen KnJttle 
Schmttt, Assistant Dean of Women, 
who will leave soon. 

Alpha XI Delta entertained with a 
luncheon for ruibees In the Gold 
Boom of the Wareham on Saturday. 

Louise Morgan, G. 8.. '45, of Alta 
Vista, Is wearing the diamond of 
Sigma Nu Dave King of Hutchlneon. 
Louise is a Chi Omega. 

Miss Dorothy La Uaine of Topeka, 
has announced her engagement to 
William S. Boley of Topeka, Lieu- 
tenant Boley attended Kansas State 
before his enlistment in the Army 
Air Force. 

r— ~* 

88 Receive Degrees 
At Simple Ceremony 

(Continued from pas*s on*) 
8en ted by Dean L. E. Call: B. S. In 
agriculture to Edwin Everett Gordon, 
Hill City. 
Art* ami Sciences 

School of Arts and Sciences pre- 
sented by Dean R. W. Babcock: 

Bachelor of Science degrees to: 
Eleanor Ruth Adanmon, Cotfeyvllle; 
Betty June Behney, Fort Riley; Har- 
riet Louise Hietland, Willis; Martha 
Peterson Houston, Colby; Helen 
Parsons Jones, Wamego; Delbert 
Deane Knauer, Manhattan; Joan 
Therese McKenna, Kingman; Robert 
Dewey Underwood, Manhattan. 

B. S. ta Business Administration: 
Paul Lawrence Clingman, Harlan; 
Ernestine Mary Lane Baker, Topeka; 
Ellen Hastings, Garden City; Mary 
Louise Monroe, Enterprise; Ethel 
Josephine Wilson, Quenemo. 

B. S. In Music Education: Mary 
Coe Olsson, Manhattan. 

B. S. In Physical Education: Mar- 
guerite Evelyn Blazler, Junction City 
and Mary Anae Reeves, Ulysses. 

Engineering and Architecture 

School of Engineering and Archi- 
tecture presented by Dean R. A. Sea- 
ton: B. 8. In Mechanical Engineering: 
Arthur Robert Laughltn, Turon. 

Home Eg School 

School of Home Economics pre- 
sented by Dean Margaret Justin: B. 
B. in Home Economies: Verna Lee 
Butcher, Cimarron! Wane Lou Col- 
lings, Winona; Theodora Ida Ellison, 
Kansas City, Mo.; Mary Woolfolk 
Frye, Kansas City; Leona Ruth Hel- 
vey, Mankato; Ora Jean Kays, Eu- 
reka; Margaret Louise McNamee, 
Cunningham; Evelyn Mae Manson, 
Lancaster; Goldle Maxine Parker, 
TrouBdale; Mary Alice Streator, Den- 
ton; Bertha Alberta Stuewe, Alma; 
Dorothy Blmmona Bwearingen, Ash- 
land; June Patricia Tilton, Medicine 







Summer School Calendar 



Friday — Farewell party, first 

lencement. 



t '< 



Wry mm* 24. Monday and Tuesday— Registration for all student* 
>r the second eight- week Summer Session, 8 a. m. to 4 p m. 



are 




By flpratt 

As the summer heat wave proceeds 
to wreck moat students honorable In- 
tentions to study, we tnrn our at- 
tention to the ever faithful record 
player and try to forget our cares 
Tor a short time. 

As if to aid us In wishful thinking 
of how to pass that "tough course," 
Connie Bos well makes the musical 
answer "There Must Be A Way" on 
the new Decca release she has just 
completed. The other side of this 
ballad platter Is Connie asking 
"Who'll Lend Me a Rainbow." 

"Fats" Daniels singing with Glen 
Gray and company is on the middle 
of a bouncy musical fence with "It's 
Gotta Be This or That." The other 
side of the circle has Skip Nelson 
explaining all about "While You're 
Away," Both of these recordings are 
on a recent Decca disc. 

That southern belle with the torchy 
voice, Dinah Shore, burns her way 
to your heart on a new Victor record 
with the statement "I Fall In Love 
Too Easily." After this rather prom- 
ising comment she follows through 
on the other side with "Can't You 
Read Between The Lines." 

Mr. Tommy D. and Duke Elling- 
ton team up on a Victor recording 
and give with some very solid Jazz. 
The first little dlttie features "The 
Duke" beating on the "88" with 
Tommy's band telling all about "A 
Minor Goes A Muggin." To return 
the privilege T. D. takes his trom- 
bone and pays a visit to Ellington's 
band and plays a bit of slide music 
on a piece called "Tonight I Shall 
Sleep." 

To the students of French, Vaughn 
Monroe has a quaint little tune by 
the title of "No More Toujours 
L' Amour." The reverse side of the 
recording has a smooth ballad all 
about "A Story of Two Cigarettes." 

To wind up this summer session of 
tips on the latest turntable charms 
Frank Lester and the Quintet offer 
the song "I'll Buy That Dream" and 
then carry on with' a neat tune "I'd 
Do It Ail Over Again." 

With this list or recorded rhythms 
we must close the Platter Chatter 
column for the summer but we hope 
that you keep on dancing and ro- 
mancing to turntable tunes until next 
fall when there may be some local 
bands to satisfy your musical crav- 
ings. 



Give Music Teste 
Here Tomorrow 

Dr. J. C. Peterson of the depart- 
ment of Education and Psychology 
announces that the second and more 
advanced section of the Seashore 
Measures of Musical Talents will be 
given tomorrow from S to 6 p. m. In 
Willard 101. 

These tests are the standard meas- 
ures used in anthropology for com- 
parison of natural capacities in dif- 
ferent races and culture-levels, In- 
heritance of talent, speech disorders, 
and technics) auditory skills. They 
are based on a scientific analysis of 
music appreciation and performance; 
they deal with elements which func- 
tion In all music, and they give quan- 
titative results which may be veri- 
fied to a high degree of certainty. 

The second section of the tests to 
be given Friday covers a narrower 
range and is therefore more diagnostic 
than the first section given last Fri- 
day. Students, faculty, and towns- 
people are Invited to attend this meet- 
ing. No special (reparation or skill Is 
needed and no equipment other than 
a pencil and the power of concentra- 
tion. As these measures require some 
wisdom in their use and interpreta- 
tion a short time will be spent In the 
discussion and application of the re- 
sults obtained. This second series 
may be taken without the prerequi- 
site of the section given last week. 



Party Tomorrow 
Will End 




.The irst eight weeks social sea- 
son will end with a farewell party In 

Rec Center at 8 p. m, tomorrow night. 

A program the first part of the 
evening will be in charge of Prof. 
Edwin Bayre and Miss Doris Comp- 
ton. The glee club will sing four 
numbers. Dorothy Brotherson will 
play several of her own arrangements 
of tight popular numbers. _ Corporal 
Myrvlck and a quartette from Camp 
Funston will also sing several num- 
bers, and Prof. Lyle Dpwney will play 
a cello obltgato. 

Stanley Stuart will be in charge of 
the dance at the end of the program. 



Prof. Kloeffler Co-author 
Of Engineering Preview 

Engineering Preview, a new com- 
prehensive book of engineering lists 
Professor Rove* G. Kloeffler, head of 
K-State'a Electrical engineering de- 
partment as a co-author. The book 
was written by a number of well 
known college Instructors, with Pro- 
fessor Kloeffler doing the section on 
light and electricity. 

The hook will be primarily UBed as 
a reference book, a high school phys- 
ics text, and for freshman compre- 
hensive courses on engineering. 



Dr. Kramer Is Ass infant 
Home Economies Bean 

Dr. Martha Kramer, recently ap- 
pointed Assistant Dean of Home Eco- 
nomics, returned Monday morning 
from a vacation In Colorado to as- 
sume her new duties. 

Dr. Kramer is replacing Miss Eva 
McMillan, who Ib on her way to Porte 
Alegre, Brazil, where she will assist 
in setting dp home economics in the 
Coleglo Americano, a school for girls. 

Before the war Dr. Kramer taught 
Home Economics in China. 



Caldwell Here 

A, B. Cardwell vlBlted friends in 
Manhattan thla weekend. Dr. Card- 
well Is on leave as head of the De- 
partment of Physics at Kansas State 
College* to do confidential war work 
with the Clinton Engineering Works, 
Oak Ridge, Tenn. 



Three lectures on selection of 
poultry will be given by Prof. L. F. 
Payne, head of the department of 
poultry at Kansas State, at the Uni- 
versity of Louisiana's annual poultry 
Inspectors school to be held on Au- 
gust 7 and 8. 



July If, U4S 

• 



Kansas State 
Only Milling School 

The Kansas State College mill, the 
only college or university owned mill 
in the Western Hemisphere, produces 
about 6 5 barrels or 180 sacks of 
flour In 24 boars, according to C. O. 
Swansea, professor of milling indus- 
try. Kansas State Is the only college 
in the nation that gives a degree in 
milling industry. 

The mill was Installed In 1912 and 
remodeled in 1928 and equipped to 
do various types of experimental mill- 
ing, most of which is done by stu- 
dents who learn to work with dif- 
ferent kinds of wheal In this way. 

Flour Is milled mainly for farm- 
ers who bring their own wheat in. 
Although there is some sold on the 
retail market, the flour Is usually not 
retailed because of the different kinds 
of wheat used. Flour Is sold mostly 
to bakeries where it can be mixed 
with other flonr. 

The laboratory mills, of which 
there are three units, are run entire- 
ly by Btudents. They experiment with 
samples of different kinds of wheat 
and mill five pounds of flour at a 
time. All the labor In these mills Is 
done by hand, which gives the stu- 
dent a chance to work with all types 
of wheat. 





Patronise Collegian Advertisers. 
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Jim Romig's 

CONOCO 

001 N. Manhattan 

Open 8 a. m. to 8 p. m. 
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Graduate School 

Graduate School, master of science 
degrees presented by Dean Harold 
Howe: 

Karl Drechael Edwards; M. S. in 
Education, Enterprise; Mary Elisa- 
beth Engle; M. s. In Institutional 
Management, Buffalo, Mo.; Ruth 
Blemlna Hamilton; M. S. in Clothing 
and Textiles, Manhattan; Velma Good 
Huston; M. S. In Home Economics, 
Manhattan; Wllma Frieda Toews; 
M. S. in Home Economics, HUlsboro; 
Janle Lea West; M, S. In Clothing 
and Textilea, Houston, Texas; Rita 
Louise Youmana; M. B. In Household 
Economics, Jefferson City, Mo. 



Collegian Advertising Pays. Try It 



Four students are hospitalized this 
week. They Include Opal Mae Dent, 
whose condition Is improving and will 
be released in a very few days, 
Martha M. King, Mary Cook and Dar- 
lene Rein. 



IT'S 
COOL 

Ridin'theBus 



a 



College City 
Bus 





a Q road era Identify various types of capacity is 25,000 gallon*; fuel 28 tons. 



A fleet of 20 "Big Boys" is now In Union 
freight loads on 

taw 



locomotive* by the numb** 
ment of wheals from front to rear. The Union 




** a 

la front, then tone pairs of driving wheels 
followed by a 
of 

tng the tender 



in transport- 
of war materials 



Cool off with a Cold Beer at the 



SHAMROCK TA 



VERN 




Tb* "Big Boy" la a typical example of Amer- 
tndneW+l skill and labor, sparked by 
the spirit of Individual enterprise; tan spirit 
that 65,000 Onion Peoifk. employee are 
and fighting to keep alive, to build 




UNION PACIFIC 

RAILSOAD 



